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ADVERTISEMENT. » 


Iw presenting this volume to the public, it is only 
just to the publishers for me to state, that the long 
interval which has elapsed between the appearance of 
the first and the second volumes has arisen from 
causes over which they had no control. Circum- 
stances having rendered it necessary for them to _ 
seek assistance to complete the volume, I was in- 
duced, at their request, to undertake it: and all 
that Dr. Lardner had contributed was forthwith 
placed in my hands. 

It is unnecessary for me to state the difficulties 
which an author must encounter in attempting to 
complete a work commenced by another. I must, 
however, mention that, after a careful examination 
of the materials placed at my disposal, I have en- 
deavoured to carry out Dr. Larduer’s original de- 
sign, as developed in the Introduction to Vol. L.; 
and shall now point out, as distinctly as I can, 
the nature and extent of my own contributions to 
the present volume. 

In the early pages of the work, (a considerable 
portion of which was in type when I undertook its 
completion,) I have placed within brackets my 
own words, whether they be interpolations or con- 
densed matter. I have also added extra chapters 
to this portion,— as Chap. XV. of Book IL, On the 
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Electricity of Steam; Chap. VIII. and IX. of 
Book II, On Faraday’s Researches, — and Memo- 
randa which had not been included elsewhere; and 
throughout the volume I have appended many para- 
graphs, to supply deficiencies or to illustrate parti- 
cular points. In order still further to mark the 
distinction between Dr. Lardner’s contributions and 
my own, in the Table of Contents I have placed a 
star (*) at the head of every chapter and paragraph 
which are entirely his; the interpolations being, as 
before, indicated by brackets. 

A few pages of Voltaic Electricity, comprising the 
first two paragraphs of Chap I., and Chap. II. to para- 
graph 310., are from the pen of Dr. Lardner. I used 
my own judgment in the continuation, adopting the 
arrangement and selecting the materials which were 
best suited to my limits; and my reason for quoting 
so frequently the words of other writers, instead of 
giving my own descriptions, is because that method 
allowed of my introducing smaller type, and in- 
cluding much matter for which I could not other- 
wise have found space. I have brought up the 
description of Voltaic Combinations to the latest 
improvements, including Grove’s Gaseous Battery ; 
and have done my best to collect the clearest illus- 
trations of Electrolytic Action, and its applications. 
The chapter on Dry Piles is chiefly Dr. Lardner’s. 
Magnetism is mine, and of necessity is only a sketch. 
I found a few wood-cuts prepared, and also the mag- 
netic charts; and have therefore introduced them, 
with a view of keeping close to the original design. 
The commencing portion of Electro-magnetism was 
written ; but it required so much revision and al- 
teration to adapt it to my own views, and to the 
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circumstances before me, that it may almost be 
regarded as re-written. The latter portions of this 
branch, as also its kindred subjects, Magneto- and 
Thermo- electricity, are mine. 

In conclusion, I would beg to remind the reader 
that this is professedly an Elementary Treatise, the 
chief design of which is to teach, as it were, the 
alphabet and the first principles of the science. 
When the student has made himself master of the 
contents of these volumes, he will find a rich store 
of electrical discoveries awaiting him: he will see 
that the science, which but a few years ago had no 
proper rank of itself, has now become of paramount 
interest; that, like the disregarded snow-flakes, it 
moved at first slowly and in obscurity; but now, 
like the mighty avalanche, it has advanced with a 
power and rapidity of which it originally gave no 
indication. 


CHARLES V. WALKER. 


London, Feb. 1st, 1844. 
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ELECTRO-STA TICS —continued. 


CHAPTER X. 


CONDENSERS. 


(221.) Tux principle of induction, in virtue of which 
a determinate quantity of free electricity of either kind, 
acting at a distance on conducting bodies, decomposes 
a proportionate amount of their natural electricities, 
and causes the fluids of the one kind and the other so 
decomposed to accumulate in particular directions, 
forms the foundation of several pieces of experimental 
apparatus of great importance in electrical researches, 
and which themselves afford striking illustrations of 
- the play of the inductive principle, and supply further 
verifications of the theory which has been explained. 
VOL. Il. B 
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We shall now proceed to the description of the form, 
practical application, and the theoretical principles of 
some of the most important of these apparatus. 


The Condenser. 


(222.) Let AB (fig. 57.) be a metallic disc, sup- 
ported on a glass pil- 
lar, C D, the disc being 
seen edgewise by an 
eye placed in its own 
plane. Let E bea con- 
ductor, feebly charged 
with electricity. If by 
the jointed discharger 
already described(220.) 
this conductor be put 
in metallic commu- 
nication with the disc 
A B, the electricity of 
the conductor will be 
shared with the disc, the fluid imparted to the disc 
being diffused upon it in a stratum the depth of which 
will be determined by the conditions of electrical equili- 
brium. If the discharger H F G be removed, the depth 
of the electric fluid on the disc may be determined in 
the usual way by the proof plane and the electrometer ; 
and if the discharger be restored to its position, the 
electrical state of the disc will remain unaltered, the 
fluid having previously attained a permanent state of 
equilibrium. 

Let us suppose another disc, likewise insulated, such 
as A’ B’, to be placed face to face at some distance from 
the former. If the state of the disc A B be again ex- 
amined by the proof plane, it will be found to be in- 
vested with a stratum of electricity of greater depth 
than before. Finally, let a metallic chain, F’ G’, form a 
communication between the disc A’ B’ and the ground. 
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If the state of the disc A B be once more examined, it 
will be found to be invested with a stratum of elec- 
tricity of a depth still more augmented. 

(223.) Such a series of phenomena is in conformity 
with, and might be anticipated by, a due consideration 
of the theoretical principles already explained. When 
the insulated disc A B was put in metallic communication 
with the conductor E in the absence of all other bodies 
which could produce an influence upon it, the electric 
fluid diffused itself over the disc in a stratum, the 
depth of which, at different parts of the surface of the 
disc, was determined solely by the conditions of equi- 
librium of the molecules of the free electric fluid acting 
on those of the natural electricities of the disc. But 
when the other insulated disc, A’ B’, was presented to 
the disc A B, the free electricity of A B decomposed a 
portion of the natural electricities of A” B’, drawing the 
fluid of a contrary name to the face nearest to A B, and 
repelling the fluid of the same name to the remote face. 
The attraction of the fluid of a contrary name diffused 
upon the face of A’ B’, on the free electricity of the 
conductor being greater than the repulsion of the more 
distant fluid of the same name diffused upon the more 
remote face, an increased quantity of the electricity of 
the conductor was drawn towards the disc A B, and an 
increased depth of the fluid was accordingly indicated 
by the proof plane. But when, finally, a communica- 
tion was supplied with the ground by the chain F’ G’, 
the electricity of the same name which was diffused on 
the remote side of the dise A’ B’ was allowed to escape 
to the earth, which it had a tendency to do in virtue of 
its expansive force ; and the electricity of the same name 
diffused upon the nearer face of the disc A’ B’ exerted 
an undiminished force on the electricity of the con- 
ductor, and attracted an increased quantity of that fluid 
to the face of the disc AB. The augmented accu- 
mulation of fluid thus produced on AB causes a 
further decomposition of the natural electricities of 
A’ B’, the fluid of a contrary name being attracted to 
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the nearer face of the disc, and the fluid of the same 
name being driven away to the common reservoir, the 
earth ; and this reciprocation of effects must continue 
until equilibrium is established between the fluids 
on the two discs. The effects, however, which have 
been here described as being produced in succession, 
are, in fact, accomplished in an instant; the time ne- 
cessary to bring the fluids to a state of equilibrium 
being inappreciable. 

(224.) Such being the principles on which these 
effects are explained, it will be apparent that the aug- 
mented accumulation of electricity caused by the pre- 
sence of the disc A’ B’ must be dependent, other things 
being the same, on the proximity of that disc. If A’ B’ 
be brought nearer to A B, the effect of the decomposed 
electricity upon it, in drawing the electricity from the 
conductor to the disc A B, will be augmented, and a 
proportionately greater depth of fluid will be collected 
on that disc. This admits of easy experimental verifi- 
cation ; for, if the test of the proof plane and the elec- 
trometer be applied to the disc A’ B’, at a gradually 
diminished distance from A B, the latter will be found 
to be charged with electricity of gradually increasing 
depth ; and, in all cases, the depth of electricity upon it 
will be much greater than on the conductor E, from 
which the electricity is derived. 

if the electricity thus accumulated on A B be re- 
lieved from the influence of the disc A’ B’ by removing 
the latter from its neighbourhood, being no longer 
under the attraction which brought it there, it will by 
virtue of its expansive power return by the rod of the 
discharger to the conductor E, and so much only will 
remain on the disc A B as that disc would have re- 
ceived from the conductor being put into metallic com- 
munication with it in the absence of the disc A’ B’. 

(225.) But if it be desired to retain upon the dise 
A B the great accumulation of fluid brought upon it by 
the proximity of A’ B’, it is only necessary before re- 

moving A’ B’ to break the communication between the 
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disc A B and the conductor E, by withdrawing the dis- 
charger. The removal of the disc A’ B’ will then pro- 
duce no diminution of the absolute quantity of the 
electricity upon the disc A B, but will merely permit 
the fluid to be diffused upon it according to the con- 
ditions determined by its own form, independently of 
the influence of the other disc. 

(220.) These effects have suggested the construction 
of the instrument called the conpENsER, which, in the 
estimation of quantities of electricity, may be regarded 
as analogous to the microscope in the examination of 
visible objects. If, by approaching the disc A’ B’ to 
A B, the fluid can be collected on the latter in a 
stratum fifty times more deep than on the conductor 
from which that fluid is drawn, then an electroscope 
capable of determining the presence and quantity of the 
fluid accumulated on A B would, by inference, become 
an indicator of the presence of electricity fifty times 
more attenuated on the surface of the conductor EH. 
By such means it is evident that the sensibility of the 
electroscope would be multiplied in the same proportion 
as the depth of the fluid on AB is greater than the 
depth of the fluid on E. 

(227.) Such are the principles on which the con- 
denser is formed; an instrument which stands in the 
same relation to the electroscope as the compound mi- 
croscope holds to the micrometer screw and vernier in 
astronomical instruments. 

(228.) The condenser consists of two metallic discs, 
A and B (fig. 58.), placed face to face, having their 

surfaces separated, not merely by 

Fig. 58. a body of air, as in the preceding 
illustration, but by a thin coating 
of nonconducting resinous varnish 
applied to the faces of the dises. 
The superior disc A has an insu- 
lating handle of glass, C, by which 
it may be raised and removed from 
the inferior disc B. From its edge 
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there projects a short wire, terminated in a knob, D, 
by which it may be put into communication with an 
electrified conductor, such as E, fig. 57., or any other 
source of electricity. he inferior plate B is a similar 
metallic disc, supported on a strong metallic stand, E. 

(229.) If by this instrument it be desired to ascer- 
tain the presence of electricity on any body, it is only 
necessary to put the knob D into contact with that 
body, or to carry a chain, or place the legs of a dis- 
charger, or, in short, to establish any metallic com- 
munication between D and the electrified body. The 
electricity will flow through D to the plate A, which is 
called the collecting plate: the inferior disc B, called the 
condensing plate, being in free communication with the 
ground, will, in this case, play the part of the disc 
A’ B’, jig. 57.; and, in consequence of its extreme 
proximity to the disc A, the depth of electricity accu- 
mulated on the latter will be proportionally great. The 
electricity of the collecting plate A cannot pass to the 
condensing plate B, being intercepted by the coating 
of nonconducting varnish with which both discs are 
covered. If, however, the depth of the fluid of one 
kind on A, and the nearly equal depth of fluid of the 
opposite kind on B, be so great as by their reciprocal 
attraction to overcome the resistance offered by the 
varnish, they will force their way through it, and their 
combination will take place, attended by an explosion. 
This effect would take place even at a greater distance, 
if the plates, instead of being separated by varnish, 
were only separated by the intervening stratum of air. 
As it is an effect which in any case defeats the object 
which the instrument is intended to attain, it should be 
avoided, and the condenser should accordingly never be 
applied to bodies charged so strongly with electricity 
that when it is multiplied in the proportion due to the 
power of the condenser it will be capable of ex- 
plosion. 

(230.) From what has been explained, it will be ap- 
parent, when a conductor is charged, a certain portion 
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of the electricity accumulated on the collecting plate is 
retained there solely by the influence of the decomposed 
electricity collected on the condensing plate. This por- 
tion, being thus retained there, would not be capable of 
passing away through any conductor which might be 
presented to it; but if the condensing plate were re- 
moved, and it were liberated from the attraction of the 
opposite electricity, then it would pass away by means 
of any conductor which might be presented to it. Elec- 
tricity thus retained on a conductor by the attraction of 
electricity of the opposite kind in its neighbourhood, so 
that it cannot escape by conductors, is called dissimu- 
lated or latent electricity. 

(231.) The whole charge of the collecting plate is, 
however, not thus dissimulated. That portion of fluid 
which it originally received by communication with the 
electrified conductor still remains free, and this portion 
may accordingly be drawn away by any conductor put 
in communication with the collecting plate. Since, how- 
ever, no electricity is originally imparted to the con- 
densing plate, and its whole charge is due to the attrac- 
tion of the electricity of the collecting plate, this charge 
will be retained undiminished on the condensing plate 
by that attraction, and it will be therefore altogether 
dissimulated or latent electricity. These effects may 
be reduced to exact calculation, and may also be rendered 
manifest by experimental illustration. 

Let the quantity of electricity which the disc AB 
(fig. 57.) receives from the conductor by the mere com- 
munication of the discharging rod, and in the absence 
of the disc A’ B’, be expressed by E; and let the addi- 
tional fluid accumulated upon it by the influence of 
A’ B’, when brought within a given distance of it, be 
expressed by EH’. If its entire charge be expressed by 
Z, we shall then have 


Z=E+F’....[1.] 


(232.) Now this quantity of fluid Z, by the attraction 
which it exerts, retains the whole of the opposite fluid on the 
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[other disc. Now, asthis quantity bears some determinate 
numerical proportion to Z, let m express the ratio; and 
we have m Z for the quantity of disguised electricity on 
the condensing plate. As this quantity reacts on the 
electricity of A B, disguising it according to the same 
ratio, we have, for the disguised electricity of the collecting 
plate m Zxm, i.e. 


Be Liaise Leal 


(233.) Whence the formula [1. ], expressing the whole 
charge of A B, may be converted into 


Z=E+m-Z.... [3.] 


in which equation m must always be less than unity, 
because E is always a positive quantity. | 

(234.) The pownr of the condenser is measured by 
the proportion which the total augmented charge of the 
collecting plate, under the influence of the condensing 
plate, bears to the charge which it would receive from 
the electrified conductor by mere communication without 
such influence ; that is, by the proportion of Z to E in 
the preceding formule. This proportion may be de- 
rived directly from the equation [ 3.], 


Z 1 
Ro ee es 


which therefore expresses the condensing power of the 
instrument. 

It is evident from the formula [4.]| that the more 
nearly m is equal-to 1, the greater will be the condens- 
ing power ; and as m would become actually equal to 1 
if no separating medium whatever were interposed be- 
tween the plates, it follows that the thinner the varnish 
or other medium separating the plates is, the greater 
will be the power of the instrument. This result of the 
formula is therefore in accordance with what was pre- 
viously inferred by other reasoning. 
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(235.) The circumstances attending the free and dis- 
simulated portions of electricity in the condenser may be 
illustrated experimentally in the following manner :— 
Let A B (fig. 59.) be a metallic disc, on an insulating 


stand, representing the collecting plate of a condenser ; 
and let us suppose it to have received from an electrified 
conductor, under the influence of the disc A’ B’, the 
total augmented charge Z, as explained in the preceding 
observations ; and let it be also supposed that when the 
disc A’ B’ has been charged by the attraction of Z with 
the quantity of the opposite electricity expressed by mZ, 
both discs are insulated, the disc A B having its com- 
munication with the electrified conductor removed, and 
the communication of the other disc, A’ B’, with the 
earth being withdrawn ; we shall thus have the free and 
dissimulated electricities distributed on the two discs in 
the following manner :— 


On AB - - free - - &K, 
dissimulated m*Z. 
On A’B’ - - free - - none, 


dissimulated mZ. 


Let F and F’ be two pairs of pith balls suspended by 
conducting threads and supported on insulating pillars, 
and let them be connected by chains or conducting 
wires with the discs A B and A’ B’ respectively. Any | 
free electricity on either disc would pass to the pith 
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balls and be indicated by their divergence. It will be 
accordingly found that the pith balls F will diverge, 
while the pith balls F’ will exhibit no divergence. 

(236.) It has been shown that the number expressed 
by m diminishes by the increased distance of the plates. 
It follows, therefore, that by moving the plate A’ B’ 
farther from A B, the quantities of electricities ex- 
pressed by m?Z and mZ will be diminished ; but as the 
discs are both insulated, and no electricity can therefore 
escape, this diminution of the amount of dissimulated 
electricity on each plate must necessarily be attended 
by an equivalent augmentation of their free electricities. 
What m?Z loses in quantity on A B, the free electricity 
E gains, and what mZ loses on A’ B’ supplies a por- 
tion of free electricity upon the disc which did not 
exist before. The results of experiment are in con- 
formity with this. As A’ B’ is removed from A B, the 
increase of free electricity on the latter is indicated by 
the increased divergence of the pith balls F; and the 
production of free electricity on A’ B’, which did not 
previously exist upon it, is shown by the divergence of 
the pith balls F’. 

(237.) Let us now suppose the disc A’ B’ to be re- 
stored to its primitive position: the balls F’ will col- 
lapse, showing that all the electricity on A’ B’ is again 
dissimulated ; and the balls F will resume their pri- 
mitive divergence, showing that the free electricity on 
A B is restored to its primitive amount. Let the disc 
A B communicate with the earth by a chain or other 
conducting body: the free electricity upon it will in- 
stantly pass away, and the pith balls F will collapse. 
The dissimulated electricity alone will remain upon it, 
being retained there by the attraction of the contrary 
electricity on A’ B’, But another effect will be pro- 
duced which might not at first have been anticipated. 
The moment the communication between A B and the 
ground is made and the pith balls F collapse, a simul- 
taneous divergence of the pith balls F’ will take place, 
indicating that some portion of the electricity of A’ B’, 
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previously dissimulated, has been set free. This effect 
is easily explained. 

(238.) The moment that a conducting communication 
with the ground has been made, the free electricity E 
departs from the disc A B, and the dissimulated elec- 
tricity m?Z alone remains upon it. In conformity with 
what has been already explained, this quantity m?Z of 
fluid on A B is capable only of retaining by its at- 
traction a quantity of the opposite fluid on A’ B’, which 
would be found by multiplying m?Z by m. The quan- 
tity, therefore, of electricity which is now dissimulated 
on A’ B’ can be only m?Z. But the total electricity 
on that dise being still mZ (since none has escaped), a 
quantity must be set free equal to the excess of mZ 
above m®Z. 

[ Hence there will be 


On AB- ~ free = = none, 
dissimulated m?Z. 

On A’ B’- - free - - mZ—m’Z=mZ(1—m*), 
dissimulated m’Z. 


By continuing this process, throwing the discs alter- 
nately into communication with the ground, a portion 
of free electricity will escape to the earth from one disc, 
and a corresponding portion of dissimulated electricity 
will be set free upon the other disc. The portions of 
fluid thus dismissed to the earth and liberated upon the 
discs respectively in the successive stages of the process 
may then be expressed as follows : — 


Liberated on the discs. Dismissed to the ground. 
I. - mZ(1—m*) - - E 
Il, = m’Z(1—m*) - - mZ(1—m?) 
Ill. - m'Z(1—m?) = - m?Z(1—m?*) 
IV. - m'Z(1—m?) - - m'*Z(1—m?) 
Ve. - mZ1—m) - - m'Z(1—m?). 


If the infinite series in the second column be 
summed up, we obtain, as the result, E+ m?Z4mZ. ; 
of which] it will be remembered E+ m’°Z was the ori- 
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ginal charge of the plate A B, and m Z that of the plate 
AB. 

(239.) The value of m, on which the power of the 
condenser depends, must be determined by experiment 
in each particular case. To ascertain it, it is only ne- 
cessary, after charging the condenser in the usual way, 
to insulate the plates and ascertain the depth of elec- 
tricity upon them respectively by means of the proof 
plane and the electrometer. The angle of torsion cor- 
responding to the collecting plate will represent Z, and 
that which corresponds to the condensing plate will re- 
present mZ, and the latter divided by the former will 
give the value of m. 

(240.) The absolute amount of electricity accumu- 
lated on a condenser depends not only on the value of 
m, but also on the value of E, which expresses the 
charge of electricity which the collecting plate would re- 
ceive, independently of the influence of the condensing 
plate. Other things being the same, this quantity will 
increase with the magnitude of the plates. Condensers 
of great diameter, therefore, will collect a greater charge 
of electricity than smaller ones. 

(241.) Instead of separating the discs of a condenser 
by a varnish of gum lac, a plate of glass is sometimes 
interposed between them. This is convenient when the 
instrument is applied to strong charges of electricity, 
which might force their way by explosion through the 
varnish ; but an inconvenience attends the use of glass, 
inasmuch as a great portion of the electricity accumu- 
lated on the collecting plate attaches itself to the glass 
when the collecting plate is withdrawn. The plates of 
the condenser have therefore, under such circumstances, 
no other effect than to establish a free communication 
for the electricity between different points upon the sur- 
face of the glass, so that when discharged the whole 
fluid may escape at once. This is easily verified expe- 
rimentally. After having charged such a condenser, 
raise the collecting plate from it; and then, taking the 
glass by the corner or edge, raise it from the inferior 
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plate. Let the two plates of the condenser be then 
examined, and they will be found to be charged with 
an inconsiderable portion of electricity. If the plate of 
glass be replaced between them, the condenser will 
be found to be charged almost as strongly as before, 
The electricity, therefore, remained upon the surface of 
the glass when removed from between thé plates ; which 
may be further demonstrated by examining the glass in 
the absence of the plates with the proof plane and the 
electrometer. 

(242.) /Epinus, to whom the invention of the con- 
denser is due, constructed the first instrument of that 
kind with two large circular discs of wood coated with 
tin foil. He used no intervening nonconducting me- 
dium, except the air which filled the space between 
them. He put the superior disc in communication 
with the conductor of an electrical machine, and the 
inferior disc in communication with the ground. As 
the discs could not be brought very near each other, 
lest the electricity should pass from the one to the other 
through the air, the necessary condensing power was 
obtained by enlarging the discs. (Inv. 81.) 

(243.) Condensers have been constructed in various 
forms. A very convenient and useful form of this in- 
strument is represented in fig.60. Cuthbertson’s con- 
denser consists of the collecting 
plate A, which is a circular disc 
firmly supported on a glass pillar, 
The condensing plate Brests upon 
a pillar of brass or some other con- 
ductor, and is jointed at C so that: 
it may fall back into the position 
represented by the dotted lines. 
If the collecting plate A be made 
to communicate by the hook D 
with any feeble source of elec- 
tricity, the presence of the plate 
B, which communicates with the 


Fig, 60. 
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ground will have the usual effect of accumulating on 
A an increased quantity of electricity. 

(244.) In the practical application of the condenser 
it is necessary, in separating the plates when charged, 
to move them at first parallel to themselves or nearly so, 
in order to avoid their assuming an oblique position to 
each other, such as that represented in fig. 61., for in that 

case the edges B’ and B being nearer 

Fig. 61. to each other than A and A the 
electricity would accumulatein such 

if increased depths at B and B’ that 

there would be a liability to its 

S escaping by explosion, and the in- 


B A strument being discharged ; for this 
| | reason, the pillars which sustain the 
discs in the condenser, represented 


in fig.60., should have such a height that when the 
jointed pillar is bent in turning it from the collecting 
plate A no effect of this kind shall be produced. 
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CHAP. XI. 


ELECTROSCOPIC INSTRUMENTS. 


(245.) In the investigation of the part which elec- 
tricity plays on the theatre of nature, there is no inquiry 
which is more frequently presented to the experimental 
philosopher than the determination of the electric state 
of bodies when the free electricity with which they are 
charged, if they be so charged at all, is of extremely 
feeble tension. A class of instruments has been con- 
irived, therefore, capable of detecting the presence and 
determining the species of electricity with which the 
different forms of matter may be charged. 

Such instruments may be resolved into two classes: 
the first consisting of those by which the presence of 
electricity may be detected, but which are incapable of 
determining its quantity or energy with any useful de- 
gree of accuracy ; the second consisting of those which 
are not only capable of indicating the presence of elec- 
tricity, but by which its quantity or energy may be sub- 
mitted to admeasurement with more or less accuracy, so 
that the electrical state of different electrified bodies, or 
of the same body at different times and under different 
circumstances, may be compared and numerically ex- 
pressed. 

The former class we shall call electroscopes, and the 
latter electrometers. ‘These terms have been very gene- 
rally confounded, being indifferently applied to both 
classes of instruments. There is, however, an evident 
propriety and convenience in the distinction here pro- 
posed. 

Electroscopes in general consist of two light con- 
ducting bodies freely suspended, to which electricity is 
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imparted by the body whose electric state is under exa- 
mination, and which, when thus electrified, will repel 
each other, the lines of suspension which were before 
parallel becoming divergent, the angle of their diverg- 
ence being greater or less according to the intensity of 
the electricity imparted to them. These electroscopic 
bodies may be electrified either by direct communi- 
cation with the electrified body, in which case their 
electricity will be of the same kind as that of the body 
under examination ; or they may be acted upon in- 
ductively by the body under examination, in which case 
their electricity may be either similar to or different 
from that of the body, according to the relative po- 
sition of the electroscopic bodies and the body to be 
examined. In some cases a single light body is sus- 
pended, to which electricity of a known species is im- 
parted. The body to be examined, or a body electrified 
by it, being presented to this, attracts or repels it, 
according to the kind of electricity with which it is 
charged. 

Such are in general the principles on which electro- 
scopes are constructed. These instruments, however, 
vary in form, and in their mode of application, accord- 
ing to the purposes to which it is intended to apply 
them ; and they possess various degrees of sensibility, 
according to the intensities of the electricities of which 
they are expected to detect the presence. In electro- 
scopes, as in all other instruments, the most delicate 
and sensitive is not the most advantageous, except in 
cases where its delicacy and precision are required: the 
edge of a razor would be an ineffectual instrument for 
the felling of timber. 

The most simple species of electroscope is the appa- 
ratus already described, consisting of a pith ball sus- 
pended by a silken thread, which may be designated the 
pith-ball electroscope. To give this instrument the greatest 
possible sensibility, the thread should be a single fibre 
of raw silk, as it is taken from the cocoon; the ball 
should be so small that its weight should not exceed a 
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small fraction of a grain, and should be accurately turned, 
in the spherical form, from the pith of elder. 


Coulomb’s Electroscope. 


(246.) When Coulomb’s electrometer is merely ap- 
plied to the detection of the presence of electricity on 
bodies without reference to any very accurate measure 
of its intensity, it is usually constructed in form repre- 
sented in fig.62. A small disc of gilt paper, C, is at- 
tached to the end of the needle of gum lac, which is 

Fig. 62. suspended in the manner explained in 

(56.). In the side of the cylindrical 
case of the instrument a wire is fixed, 
having gilt balls, A and B, attached to 
its extremities, the internal ball, B, cor- 
responding in its position to the circle 
through which the disc C plays. If the 
disc C be brought into contact with B, 
and the body whose electricity is to be 
examined be placed in contact with A, the dise C 
being electrified similarly to B will be repelled, and the 
angle of torsion will indicate the force of repulsion. 
’ Or if the disc be previously electrified with electricity 
of a known species, suppose for example with positive 
electricity, and be placed ata distance from B ; then, on 
placing the body to be examined in contact with A, the 
disc C will be repelled if the electricity of the body be 
positive, and attracted if it be negative. 

After each experiment the balls A and B and the 
disc C may be discharged, by bringing C into contact 
with B and touching A with the finger. 

In the use of this instrument various effects are oc- 
casionally observed, which, unless attended to and rightly 
understood, might lead to erroneous inferences. Sup- 
pose that the disc being brought into contact with B, 
the body to be examined being charged with positive 
electricity is presented to A without touching it. Its 
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[inductive action will immediately produce in B a posi- 
tive charge, although no actual charge passed ; which 
will be shared with C, and repulsion will occur. If 
the exciting body be removed, the system A B, having 
lost that portion of its natural charge, which it imparted 
to C when under induction, being now negative, will 
attract C, which is positive; and on C and B again 
coming in contact, equilibrium will be restored. If the 
system A B, when under induction, be connected with 
the earth, the induced free electricity will escape ; and 
on moving first the connection, and then the exciting 
cause, A B and C will be all negative, and repulsion 
will ensue. Thus can a charge of either kind of elec- 
tricity be given by the same exciting means. If, while 
C has a low charge of one kind of electricity, a high 
charge of the same kind be communicated to B, attrac- 
tion will occur, instead of repulsion, because the higher 
charge will induce in the remote side of C a state simi- 
lar to its own, and in the near side the opposite state ; 
and the two contiguous sides will be attracted when the 
high charge of B will be shared with C. | 

[An extemporaneous Coulomb’s Electroscope, as we 
see it on Dr. Faraday’s lecture-table, is a very useful ine 
strument of illustration. T’wo wooden stems, about two 
feet long, sustain a cross piece, from which, by a silk 
fibre, is suspended a thin rod of light wood varnished, 
being perhaps six or eight inches long, and having at 
one end a disc of gold-leaf. A proof-plane, that is, a 
piece of gilt paper is fixed on a rod of shell-lac, and is 
used to convey a charge to the gold-leaf; and then to 
take other charges from other bodies, in order to test 
their character by their attraction or repulsion of the 
previously electrized gold- leaf. <A still more extempo- 
raneous electroscope is a tobacco-pipe balanced on any 
body exposing’ a curved surface, as the case or glass of a 
watch ; a stick of sealing-wax, rubbed on the coat sleeve, 
will fare the pipe entirely rownd.| 
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Gilbert’s Needle Electroscope. 


(247.) When great sensibility is not required, Gilbert’s 
needle electroscope, one of the most simple and the oldest 
of this class of instruments, may be used. Pith balls, 

about =*,ths of an inch in diameter, 

are attached to the extremities of a 

B fine metallic needle, A B (fig. 64.), 
“ supported at the centre, C, on an 
agate cap, which rests upon the 
point of a vertical rod, D, supported 
by a circular stand. The vertex of 
the hollow cone formed in the 
agate cap should be a little above 
the centre of gravity of the needle 
and cap, that it may have sufficient stability when rest- 
ing on its support. A small slider on one of the arms 
of the needle may be added to the apparatus, by the ad- 
justment of which the needle may be balanced on the 
point, so as to maintain its horizontal position. The 
agate cap, being a nonconductor of electricity, serves to 
insulate the needle ; but this object may be further se- 
cured by placing the stand on a plate of gum lac, or 
other nonconducting material. There is a further pro- 
vision against the escape of electricity ; for if we suppose 
the cap to be made of metal instead of agate, and consider 
that the pointed metallic support, D, has a tendency to 
draw off the electricity, yet from the great length of the 
needle compared with its diameter the electricity upon 
it will have a tendency to accumulate at its extremities, 
and the inner part of the cap in contact with the point of _ 
the support D being a cavity within the general mass 
of the needle, the electricity diffused over the surface of 
the needle will not enter it in any sensible quantity. 

If an electrified body be presented to either of the 
balls A or B, an attraction will take place, and the free 
motion of the needle on its pivot will bring the ball 
into contact with it. The ball being thus electrified, 
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and ‘the contact broken, will be repelled by any body 
similarly electrified, or attracted by any body charged 
with electricity of the contrary kind which may be pre- 
sented to it. 


Volta’s Straw Electroscope. 


(248.) This electroscope consists of two blades of 
straw ( fig. 65.) of equal length suspended from 
two hooks B B, beside each other, and as 
nearly as possible in contact. The hooks, 
which are of wire, are attached to a me- 
tallic ball C, which is inserted into the 
top of a glass receiver, by which the straws 
are protected from the agitation of the air 
or any other cause which would derange 
- them. If an electrified body be brought 
into contact with ball C, the electricity will pass by 
means of the wire hooks to the straws, which being 
thus similarly electrified will repel each other. The 
extent of their divergence will be more or less according 
to the quantity of electricity imparted to them. 

The straw electroscope, though much used by foreign 
electricians, has been but little adopted in England as a 
measure of the actual intensity of electricity: it is 
an extremely imperfect instrument, but as an electro- 
scope merely in the proper sense of the term, it is sus- 
ceptible of a high sensibility, and not so liable to de- 
rangement and injury as the gold leaf electroscopes. 


Henley’s Quadrant Electrometer. 


(249.) This electrometer, which is generally used as 
an indicator on the conductors of electrical machines, 
consists of an upright rod A B (fig. 66.) of any 
conducting substance of about seven inches in length, ter- 
minated at the lower extremity by a ball B; another 
light rod about four inches long, terminated by a small 


CHAP. XI. GOLD LEAF ELECTROSCOPE. Qh 


pith ball D, plays on a centre C, and moves round that 
Fig. 66. centre in a vertical plane. Behind it is 

AN) placed an ivory semicircle, the centre of 
\ which coincides with the centre on which 
the rod C D moves. This semicircle is 
graduated to show the angle formed by 
the rod C D with the vertical rod A B. 
When the instrument is not electrified, 
the rod C D hangs in the vertical posi- 
tion, the small pith ball D being in con- 
tact with the ball B. The moment the 
apparatus is electrified the ball D is re- 
pelled by the ball B, and rises along the 
semicircle, the angle formed by C D with the vertical 
rod being greater or less according to the force of re- 
pulsion. 


Bennett's Gold Leaf Electroscope. 


(250.) This instrument, in the form in which it 
is now most generally used, is represented in fig. 67. 
This apparatus consists of a glass cylin- 
der A BC D, cemented into a brass stand 
E, and closed at the top by a circular 
plate A B. The brass cap G of the in- 
strument is attached at the bottom to a 
glass tube, which passes through the centre 
of the plate A B, into which it is ce- 
mented. ‘To the centre of the lower sur- 
face of the cap G a wire is attached, 
which is carried through the glass tube, 
terminating in the upper part of the cy- 
linder A BC D. To the lower end of 
this wire are fixed two small slips of gold 
leaf, half an inch in width, and from 
two to three inches in length. These hang from the 
wire in contact with each other. On the inside sur- 
face of the glass cylinder, and on opposite sides of it, 
two slips of tin foil are pasted, extending from the 
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upper surface of the brass stand E, which supports 
the cylinder, to a height a little above the lower ex- 
tremities of the slips of gold leaf. The cap of the 
instrument G is capable of being turned round, so that 
the slips of gold leaf shall be parallel to these slips of 
tin foil. 

If an electrified body be brought into contact with 
the metallic cap G, its electricity will be conducted by 
the cap to the wire inclosed in the glass tube, and by 
the wire to the slips of gold leaf, which being therefore 
similarly electrified, will repel each other. If, under 
these circumstances, the slips of gold leaf, after their 
separation, touch the inner surface of the glass cylinder, 
they would deposit upon it a portion of the electricity 
with which they are charged; and this electricity, 
after repeated experiments, would be accumulated on 
the glass, where, by reason of the nonconducting pro- 
perty of the glass, it would remain, and, by its attrac- 
tion or repulsion, would interfere with and disturb the 
indications of the instrument. This is prevented by 
the introduction of the two slips of tin foil above men- 
tioned. When the slips of gold leaf repel each other and 
separate, their extremities respectively are brought into 
contact with the slips of tin foil, to which they give up 
their electricity; and the tin foil being in contact with 
the brass stand D, this electricity is transmitted through 
it to the earth. 

When the electricity imparted to the cap G is so 
feeble that the divergence of the slips of gold leaf is 
insufficient to bring them into contact with the slips of 
tin foil, they would continue to be charged with the 
electricity thus imparted to them, and would remain 
divergent after the experiment has been completed. In 
such cases, the apparatus may be discharged, and the 
slips of gold leaf restored to their natural state and posi- 
tion, by touching with the finger the cap G, as by such 
means the electricity will be conducted by the finger to 
the body, and by the body to the earth. 

The gold leaf electroscope is sometimes constructed 
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in the form represented in fig. 68., where G is a knob 

Fie. 68. of metal inserted in the top of a glass 
; receiver A B, having a wire proceeding 
from its lowest point by which the slips 
of gold leaf f fare supported. Instead 
of slips of tin foil, two small metallic 
balls C D, supported on the stand D by 
metallic rods, are so placed that when 
the slips of gold leaf diverge they shall 
touch them and be discharged. Mr. 
Nicholson proposed to substitute for the 
two slips of tin foil two thin plates of brass capable of 
being moved and adjusted by screws, so that they might 
be brought as near the two slips of gold leaf as might 
be desired. 


Cavatlo’s Atmospheric Electroscope. 


(251.) This instrument was intended to be employed 
in meteorological inquiries, when the elec- 
tricity of the atmosphere was to be ex- 
amined. A wooden stand is represented at 
A. (fig. 69.), to which a case covering 
and protecting the whole instrument when 
not in use may be fixed by a screw S. 
The glass cylinder, similar to that used 
in the gold leaf electroscope, is attached to 
the stand SS, and is provided with slips 
of tin foil, like those already described. 
The glass cylinder at the top is formed like 
the neck of a bottle, and terminates in a 
tube B. Into this tube B a smaller tube 
of glass is inserted, the lower part of which 
descends into the cylinder, and is seen at C. 

Through this latter tube a wire passes, which sup- 
ports a small metallic plate at C, which supports two 
fine silver wires, by which two small pith balls, ff 
are suspended. These balls, when electrified, act in the 
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same manner as the slips of gold leaf in Bennett’s elec- 
troscope. The central wire passing through the small 
glass tube Bis attached above to the interior of a metal 
cap D, placed over the cylinder, which protects the 
upper part of the tube B when the electroscope is 
exposed to rain. The penetration of moisture to the 
interior of the apparatus is further prevented by coating 
the cylinder with wax or varnish. 


Cavallo’s Portable Electroscope. 


(252.) This instrument, represented in fig. 71., 
consists of a small glass tube A B, 3ths of an inch in 
diameter, and 34 inches in length ; C is a cork inserted 
in the lower end of the tube, so formed that either end 
of it may enter the tube. To this cork are attached two 
silver wires, bearing at their extremities delicate cones 
of cork or pith. In jig. 70. the wires are seen deposited 
in the glass tube as in a case, the instrument not being 
in use. In fig.'71. the cork is reversed, and the wires 


Fig. 70. Pig. (i. Fig. 72. 


presented downwards, the cones being represented as 
when similarly electrified. The glass tube forms a 
handle for the instrument, and is varnished throughout 
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its lower half. A wooden case opening at one end by 
a screw is represented in fig. 72., in which the glass 
tube is inclosed when not in use. At one end, B, this 
case is covered with a piece of smooth amber, by the 
friction of which negative electricity is produced ; and 
at the other end is an ivory knob, insulated by a rim 
of amber, for the production of vitreous electricity by 
rubbing the ivory with a woollen cloth. 


Condensing Electroscopes. 


(253.) The combination of the condenser with the 
electroscope has vastly augmented the power and ex- 
tended the usefulness of that instrament. Among the 
phenomena which present themselves in electrical re- 
searches, it frequently happens that electricity is pre- 
sented so extremely attenuated and feeble that even the 
electrometer of Coulomb in the highest state of its sen- 
sibility is incapable of affording any indication of it. In 
such cases, the electricity may be accumulated in a depth 
so highly augmented by means of the condenser that 
it will affect the leaves of the electroscope. For this 
purpose, electroscopes have a provision by which a con- 
denser can be attached to them. An electroscope, with 
such an appendage, is represented in fig.73. The con- 
denser is screwed on the top of the 
instrument ; the lower plate communi- 
cating with the leaves of the electro- 
scope, while the upper plate rests upon 
it. It is usual to use the lower as the 
collecting plate, and therefore to put it 
in communication with the source of 
electricity which is to be examined, and 
consequently to put the upper or con- 
densing plate in communication with the 
ground. When the lower plate has been 
charged, no influence will be produced 
on the electroscope while the upper plate is held in con- 
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tact with it, since the electricity on the lower plate is dis- 
simulated by the influence of the upper plate. But when 
the upper plate has been removed by raising it by its in- 
sulating handle (the communication of the lower plate 
with the source of electricity being previously broken 
to prevent the escape of the electricity drawn to the 
lower plate by the influence of the upper), the leaves of 
the instrument will diverge by the effect of the elec- 
tricity thus collected and set free. If it be desired to 
determine the kind of electricity with which it is 
charged, this may be done by presenting to the cover of 
the electroscope, or to the lower plate of the condenser, 
a rod of glass charged with positive electricity. This, 
by its influence, would cause the leaves to diverge with 
positive electricity. If then its approach increases their 
divergence, their electricity must be positive ; and if it 
have a contrary effect, it is negative. 

It is sometimes more convenient to use the superior 
plate of the condenser as the collecting plate. In that 
case, the lower plate must be put in communication 
with the ground; and this communication must be 
broken before the rémoval of the superior plate. It is 
evident that the electricity with which the instrument 
will be charged under such circumstances will be of a 
different kind from that which is to be examined, and 
by which the upper plate is charged. 

Fig. 74. (254.) The usual form given to 
Bennett’s condensing gold-leaf elec- 
troscope is represented in fig. 74. 
The plates of the condenser are here 
vertical ; and one of them is jointed 
at the bottom, as already described 
in the case of Cuthbertson’s con- 
denser. 

(255.) In the use of instruments 
of such extreme sensibility as those 
to which we have now referred, 
many precautions are necessary to guard against various 
causes which would disturb and interfere with their 
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indications, and expose the observer to error. The plates 
; of the condenser in some 

Fig. 75. experiments may be exposed 

a to chemical action, which, as 
iN S| anaes «oc will be hereafter explained, 
: is attended with a greater or 
less evolution of electricity. 
In such cases, discs of cop- 
per gilt are preferable tu 
brass. Glass plates, coated 
with gold leaf, are also re- 
sorted to with advantage, 
when the chemical effect of 
liquids on the metal is to be 
guarded against. Sometimes 
it is desirable to inclose the 
instrument in a glass case, as 
represented in fig.'75. To 

a = preserve its glass cover from 
hygrometric effects, a cup of quick lime is placed in 
the case to absorb the humidity. 

(256.) The plates of the condensers used for such 
purposes vary from four to ten inches in diameter. 
When to augment their power enlarged dimensions are 
given to them, it is difficult to make them with such 
precision as to insure the exact contact of their surfaces ; 
and to prevent large plates from suffering change of 
figure it is necessary to give them considerable thick- 
ness, which renders them heavy and unmanageable. 
Becquérel states, that he used two plates of glass twenty 
inches in diameter, the faces of which were accurately 
ground together with emery, and coated with very thin 
tin foil. He found the manipulation of these so incon- 
venient that he suspended the superior plate by a pul- 
ley, and sustained it by a counterpoise. This apparatus 
had great sensibility ; but as the metal with which it 
was coated was very oxidable, the results of his ex- 
periments were so compounded with the chemical effects 
that it was not always possible to render them useful. 
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A coating of platinum would have removed this incon- 
venience. 

To the inferior plate of the condenser a rod of brass 
should be screwed, terminated in a ring or hook, to 
which metallic cups or other small objects necessary in 
experiments might be attached or suspended. 

(257.) The sensibility of the condensing electroscope 
has been greatly augmented by an improvement due to 
M. Bohenberger.* Two dry piles are placed on the 
base of the instrument, so that a single strip of gold 
leaf may be suspended between them. It will be here- 
after shown that these piles have the property of main- 
taining a permanent charge of feeble electricity at their 
summits; and in this case they are so arranged that posi- 
tive electricity shall always be developed at the summit 
of the one, and negative electricity at the summit of the 
other. So long as the gold leaf is in its natural state, 
it is not affected by these ; but the moment it receives 
from the condenser a feeble electricity, it is attracted 
by the pile which developes electricity of the opposite 
kind, and repelled by that which is charged with elec- 
tricity of the same kind. ‘This instrument has such 
sensibility that in dry weather, when the piles are in 
good action, a stick of gum lac rubbed with a cloth will 
produce a sensible effect on the gold leaf at a distance 
of eight or ten feet. This apparatus is represented in 
fig. To. 

It has been objected against this apparatus, that its 
indications are so irregular, by reason of its extreme 
sensibility, that it is rendered nearly useless. This 
may, in a great degree, be remedied by using for the 
condenser plates of copper gilt, since the chief source of 
irregularity arises from the chemical action of the metal 
on the moisture that adheres to the fingers. In all 
cases, the effects of the electricity of the hands or hair 
of the operator, acting by induction on the instrument, 
are to be guarded against. 


* See Bibl. Univ., Nov. 1820 ; and Annales de Chimie et de Physique, 
tom. Xvi. 


CHAP. XI. CONDENSING ELECTROSCOPES. 29 


In establishing a communication between the con- 
densing plate of the condensing electroscope and the 
ground by touching it with the finger, the finger should 
be previously moistened ; and if the hand of the opera- 
tor be naturally dry, the entire hand should be pre- 
viously bathed in distilled water, for these instruments 
in delicate cases often fail on account of the skin of the 
hand being so dry as to retain insufficient conducting 
power. 

(257’.) [Peclet’s Electrical Condenser * must not be 
excluded from this list. Fig. 75a gives it in eleva- 
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tion ; fig. 75 6 gives it in section; a is a gilded plate 

of glass varnished on its upper surface, and metallically 

connected with the gold leaves, +s; 6 is a gilded glass 

plate, varnished on both sides, but not at the circum- 

ference, and furnished with an insulating handle, d; ¢ is 
* Annales de Chim., Mai, 1840. 
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a similar gilded plate, varnished on its dower surface, 
and furnished with an insulating tube e, through which 
d can pass; gh is the stand, furnished with adjusting 
screws ; 7 is a rod, supporting a circular plate, having 
a sight in the centre, which gives a view of the gold 
leaves rs, (fig. 756), and the section of a circle k; 
m n is a glass shade, covering the leaves, &c.; 0 ¢ are 
two plates of copper, to assist the divergence of the 
leaves by their inductive action, but so placed that the 
leaves can never touch them. The instrument is thus 
used: —the upper plate ¢ is touched with the object 
to be examined, while the edge of the plate 6 is touched 
with the finger ; on removing first the finger, and then 
the object under examination, the two plates ¢ and b 
are left charged with the opposite electricities, that of 
b being all disguised ; the plate ¢ is now removed by 
means of the insulating handle, e, and the electricity 
of b becomes free, in which state it acts by induction 
on the lower plate a; and, if a be touched with the 
finger, it becomes charged with the opposite electricity 
to that of 6, which electricity is disguised by the pre- 
sence of the charge of 6; and, in its turn, disguises 
nearly the whole of the said charge of 6. The plate c 
is now returned; 6 is touched; ¢ is removed; @ is 
again touched ; and so on, repeating the operations any 
given number of times. Finally ¢ and 6 are both re- 
moved by the handle d, and the degree of divergence, 
presented by the leaves, is the evidence of the electri- 
city accumulated. Effects, inappreciable by the ordi- 
nary condenser, may be rendered evident by means of 
this apparatus. | 

(257”.) [By means of Mr. Gassiot’s Double Electro- 
scope *, (fig. 76.) the phenomena described in Chap. X. 
may be beautifully illustrated. If, for instance, (the plate 
ce being turned out of the way by the hinge d), the in- 
strument a be charged with positive electricity, its leaves 
will diverge, and the leaves of } will also diverge with 
the same electricity ; on touching 0 its electricity is 


* Proceed. Elec. Soc., p. 445. 
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disguised, and the leaves collapse ; if the instrument, 
6, be now gradually removed from a, its leaves gra- 


Ty 
dually diverge with negative electricity ; if it be brought 
back to its original position, they again collapse ; if it 
pass that point, and be brought close to a, the leaves 
diverge with positive electricity. If now the two plates 
are brought into contact, the electricity of the one will 
not exactly compensate that of the other, but a small 
portion will remain distributed between the two instru- 
ments, the leaves remaining slightly diverged. This 
portion bears a ratio to the value of m (239) ; and is 
greater as the distance between the plates is greater 
when the charge is first given. With this instrument, 
and an electrophorus (260), all the leading facts of 
inductive action may be studied. The plate ¢ is used 
when only one instrument is employed. | 
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CHAP. XII. 


THE ELECTROPHORUS. 


(258.) Ir has been shown that a small charge of 
electricity may, by decomposing the natural electricities 
of conductors, produce a comparatively great charge 
either of electricity of the same or of an opposite kind. 
This principle in the condenser and its combination 
with the electroscope has been applied to detect the 
existence of electricities too feeble to be rendered sen- 
sible by the immediate application of ordinary tests. 
We shall now proceed to explain the application of the 
same principle to the production of free electricity of 
either kind in unlimited quantity by the agency of 
a small charge originally excited by friction or other- 
wise. 

(259.) [It has been seen (257”.), that when a ( fig 
76.), is charged with positive electricity, the leaves of 
6 diverge by induction ; and that when b, under those 
circumstances, is first touched, and then removed, it 
exhibits a negative charge. If it is now discharged, and 
again returned to its old position, it again diverges by 
induction, and can be again charged with negative elec- 
tricity, by being touched and removed as before. It is 
very evident, therefore, that one charge, given to a, is 
available in producing an apparently unlimited number 
of charges in 6. Indeed, if it were not that the con- 
tact with the particles of dust and moisture contained in 
the air in time dissipates the charge of a, there would 
be no limit to the action. However, it will remain 
charged for a considerable time ; and, during that time, 
5b may be constantly charged and discharged; and, if 
the discharge is made to any piece of apparatus, in which 
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we desire to accumulate electricity, we can by this means 
add little by little till a large charge is gained. This, in 
fact, is the modus operandi of Peclet’s Condenser, when 
the middle plate 6 (fig. 75 a.) is repeatedly discharged 
on the lower plate a, till a great accumulation has been 
made: the manipulation varies only in removing the 
charged plates from 0b, instead of b from the charged 
plates. I have not alluded to the amount of the diver- 
gence exhibited by the leaves of a, as seen before and 
after b has been touched ; because the whole train of 
the preceding illustrations will have shown that it de- 
creases, as soon as contact has liberated the positive 
charge from 0b; because the effect of this charge, as 
long as it is present, is to cause the leaves of a to diverge. | 

[The power obtained on these principles of carrying 
electricity, as it were, drop by drop, gives the name 
Electrophorus to an instrument, by which this power is 
obtained under the most favourable form. ] 

(260.) The electrophorus, as it was first con- 
structed by Volta, consists then of a thick cake of resin, 
A'B (fig. 77.), on the upper surface of which negative 
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electricity is excited by rubbing or striking it with the 
fur of a cat. Let AB, a metallic disc with an in- 
sulating handle, be gradually brought near to the ex- 
cited cake. As it approaches to it, the balls F will 
diverge, (as did the leaves of 6 of the double electro- 
scope (fig. 76.), when under similar circumstances), 
by induction, and with electricity similar to that evolved - 
on the cake of resin, viz. negative. The divergence is 
VoL. IT. D 
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the evidence of the condition of the upper surface of 
the plate, or rather of the part of the system most dis- 
tant from the exciting cause ; the lower surface being 
now positive. This will he remembered from what was 
said in the chapter on “ Induction,’ (121, &c.), and 
the closer the discs are to each other, the greater is the 
divergence ; being greatest when they are in actual con- 
tact. If the upper disc is then touched, the negative 
electricity escapes ; and the positive, now disguised by 
proximity to the excited resin, may be rendered free by 
removing the disc ; and thus a succession of charges 
may be conveyed to any conductor. | 

(261.) [If the cake of resin were contained in a tin 
mould, as is actually the case in the ordinary structure 
of the instrument, the same phenomena would occur at 
the respective surfaces of the metal constituting the 
base, as occur at the disc A B ; as, for instance, if such 
an electrophorus be insulated and connected with pith- 


balls FE”. (fig.78.), and the upper surface be excited as be- 
fore (260.), the balls will diverge with negative electricity 
as in the last experiment. The reaction of this negative 
charge of the base of the instrument on the charge 
contained by the surface of the resin, operates against 
the increase, and even against the ewistence of the charge 
on the resin; a way, therefore, of escape must be 
opened to it, by connecting the base with the earth 
during the process of exciting the instrument. If the 
instrument be insulated, after the escape has been al- 
lowed, and the plate A B be gradually brought near, its 
inductive action evalts the negative condition of the 


CHAP. XII. THE ELECTROPHORUS. 5) 


resin, and so gives a further negative charge to the base ; 
which reacts with a tendency to diminish the positive 
charge which might otherwise be given to the disc. The | 
base, therefore, of the instrument, both during the charge 
and during the subsequent experiments, must be con- 
nected with the earth. ] 

(262.) [In all experiments with the electrophorus, 
the effect of the atmosphere in dissipating the electricity 
must be always included ; otherwise many anomalies, 
apparently in contradiction to the laws now laid down, 
will present themselves. Bearing these hygrometric 
effects in mind, the anomalies present a fertile series of 
lessons on induction, and may be turned to good account 
by the persevering student. | 

(263.) [The best mode of retaining the charge on the 
electrophorus, is to cover it with the disc A B, and 
touch the disc to complete the equilibrium. Under these 
circumstances the instrument has been found to retain a 
charge, without sensible diminution, for several months. | 

(264.) [There is evidently a peculiar attraction, which 
retains the electricity on the resin, in preference to per- 
mitting its escape to the metalic disc. By favour of 
this, it is very easy to have two instruments charged 
with the opposite electricities ; for nothing more is neces- 
sary than to excite one electrophorus, place the disc on 
it, touch the disc, and then take it with its positive 
charge and place it on the surface of the other electro- 
phorus, when it will part with the greater portion of its 
charge, and leave it on the surface of the resin. | 

(265.) By touching the surface of a cake of resin with 
an electrified metallic ball, the surface of the resin may 
be electrified at the points where it is thus touched with 
the electricity of the ball; and if balls oppositely elec- 
trified be provided, figures of any kind may be traced 
upon the resin in electrified outline, some with one, and 
some with the other kind of electricity. These figures 
may be made visible by blowing over the surface of the 
resin any coloured powder composed of a noncon- 
ducting substance, which will be attracted by the elec- 

n 2 


36 ELECTRO-STATICS. BOOK 1. 


trified parts of the resin, as light bodies are attracted 
by excited surfaces. These are called the figures of 
Lichtenberg. 

A powder produced by triturating in a mortar a mix- 
ture of sulphur and minium, or red lead, is sometimes 
used in such experiments. In the process of tritu- 
ration, the particles of these substances are electrified, 
the sulphur positively, and the minium negatively. 
When this powder is blown upon the resin, the sulphur 
is attracted by and adheres to those parts of the resin 
which are negatively electrified, and the minium to 
those parts which are positively electrified. These sub- 
stances having different colours, the sulphur being yellow 
and the minium red, the figures of each kind are im- 
mediately distinguishable. 

When the attention of electricians was first called to 
these experiments, it was observed that the resinous 
powder spread on the cake was subject to slow and 
irregular motions, like the spontaneous motion of ani- 
mals. Philosophers were not slow to raise up inge- 
nious theories to account for such a phenomenon. It 
was soon found, however, that the effects were produced 
by a certain small insect called Acarus, found in the 
powder of the resin. 

(266.) The best composition for the resinous plate 
of an electrophorus is a mixture of equal weights of 
shell-lac, resin, and Venice turpentine, melted together. 
These ingredients are to be poured while in a fluid 
state into a tin case prepared for their reception ; or if 
no permanent case be required, a tin rim half an inch 
deep may be used as a mov'ld for the cake. This rim 
may be placed on a marble slab on which the cake may 
be formed, and from which it is easily separated when 
cold. 

(267.) Cavallo states that an electrophorus, which 
he made of sealing-wax spread upon a thick plate of 
glass six inches in diameter, when once excited, would 
charge a coated phial several times so strongly as to 
pierce a hole through a card with the discharge. 
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THE LEYDEN JAR. 


(268.) Tun same effects produced by the electricities 
of bodies acting on each other at a distance, which 
have supplied the means in the condenser of increasing 
the power of the electroscope, and of perpetuating 
the fountains of free electricity in the electrophorus, 
are still more conspicuous in the agency which they 
place at the disposal of the electrician to accumulate 
and direct the course of charges of artificial electricity, 
by which the lightning of heaven is copied in some of 
its most conspicuous effects. 


Let C D (fig. 79.) bea large disc of glass suspended 


Fig. 79. 
aN 


by a silken thread from H, and let A B and A’ B’ be 

two insulated metallic discs of less diameter than the 

glass placed in contact with opposite faces of the latter. 
Dy a3 
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Let K be a metallic chain connecting the dise A B with 
an electrified conductor E, and K’ another connecting 
the disc A’ B’ with the ground. If the conductor 
E be strongly charged with electricity, the disc A B 
will be covered with the fluid in much greater depth, 
as has been shown in Chapter X., and the disc A’ B’ 
will be charged with dissimulated electricity of the con- 
trary kind. If the electrical machine by which the 
conductor E is supplied be kept in action, the depth of 
fiuid on A B will continue to increase, which, by in- 
creased action on the natural fiuids of A’ B’, will pro- 
duce on that disc a corresponding increase; and this 
accumulation of electricity will continue until the re- 
pulsion of that part of the electricity on A B which is 
not dissimulated exerted on the fluid diffused on the 
conductor E, and the repulsion of the latter upon the 
fluid evolved upon the cylinder, become so great as to 
stop the further propagation of electricity on the con- 
ductor E, or from the conductor to the disc A B. 

When this has taken place, let us suppose the com- 
munication of the dise A B with the conductor E, and 
the communication of the disc A’ B’ with the ground, 
to be broken. The insulated discs will then be each 
strongly charged with opposite electricities, whose com- 
bination is only prevented by the nonconducting virtue 
of the glass interposed between them. 

According to what has been explained, if A represent 
the whole charge of the disc A B, m A will be that of 
the dise A’ B’, which is all dissimulated by the attrac- 
tion of A exerted through the glass. The charge mA 
acting on the electricity of A B, retains in equilibrium 
a portion of it expressed by m? A, and the free portion 
of the charge of the disc A B will therefore be ex- 
pressed by A—m?A=(1—m?)A. 

Now, if one end of a metallic wire or chain be at- 
tached to the disc A’ B’, and the other end be brought 
into contact with the dise A B, a part of the free elec- 
tricity (1—m?)A of the dise A B will, by the con- 
ducting power of the wire, be diffused on the disc 
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A’ B’, where it will combine with, neutralise, and re- 
duce to its natural state an equal portion of the elec- 
tricity m A with which the disc A’ B’ is charged. The 
remainder of the charge is no longer capable of retain- 
ing the quantity m? A dissimulated on the disc A B. 
A portion of this will, accordingly, be liberated, and a 
further quantity will pass by the chain or wire to A B, 
where an increased quantity of the original charge will 
be neutralised, and this will continue until the whole 
charge m A of the disc A’ B’ has been neutralised. 

Of the entire quantity A of electricity with which 
the disc A B was originally charged, a portion, expressed 
by m A, therefore, will combine with and neutralise the 
electricity of A’ B’, and a quantity of uncombined 
electricity, expressed by A—Am=(1—m)A, will re- 
main. This being free will be diffused over the two 
discs ; and if they be equal and symmetrical, and the 
surface of the chain or wire be inconsiderable compared 
with them, it will be equally shared between them, each 
being charged with the quantity 4(1—m)A. 

If E be the charge of electricity which the disc AB 
would receive from the conductor in the absence of A’ B’, 
we shall have 


E 
{4 —— (aoe 2 ° o = 
B= (1 m)A; 2 A=, 


Hence the free electricity diffused on each of the discs, 
after a conducting communication has been opened be- 
tween them, will be 


(=) 
2(1—m?)~ 2(1 +m) 


But since the distance between the surfaces of the discs 
is very small, m is very nearly =1. Hence the free 
electricity diffused on each disc will be 


3 


S ; 
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that is, one fourth of the charge which the disc A B 
would have received from the conductor in the absence 
of the disc A’ B’. 

(269.) The total magnitude of the charge which 
under such circumstances the disc A B is capable of 
receiving, evidently depends conjointly on the magni- 
tude of the discs and the thinness of the glass. To the 
latter there is a limit, since the glass must have suffi- 
cient strength to resist the tendency of the opposite 
electricities diffused on its faces to force their way 
through it by their mutual attraction, and to break it. 
With all the necessary thickness of the plate of glass, 
the number (1—m?) which varies in some inverse 
proportion to that thickness is necessarily extremely 
small, and consequently the actual charge A of the 
disc A B bears avery high ratio to the charge E, which 
it would receive directly from the conductor. 

Whatever this charge may be, it must transmit 
nearly its entire influence instantaneously through the 
chain, wire, or whatever other communication may be 
made between the two discs to discharge them ; and 
in whatever way the conducting power may be viewed, 
a sudden and violent change in the electrical state of 
such conducting substance must ensue. If the in- 
termediate conductor be merely a channel of commu- 
nication through which the electric fluid of the one 
disc may pass to the other to neutralise it, so large and 
sudden an afflux of electricity may be expected to be 
attended with some violent effects. If, on the other 
hand, the opposite fluids are reduced to their natural 
state by decomposing the natural electricity of the in- 
termediate conductor, and taking from the elements of 
the decomposed fluid the electricities necessary to sa- 
tisfy their respective attractions, a still more powerful 
effect may be anticipated from so great and sudden a 
change. 

It is accordingly found that such phenomena are at- 
tended with some of the most remarkable effects pre- 
sented in the whole range of physical inquiry. If the 
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charge be sufficiently strong, and the intermediate con- 
ductor be metailic wire, it will be instantly rendered 
incandescent and will be fused. If the human body 
be made the conducting medium, however inconsider- 
able the charge may be, an effect is produced on the 
nerves, which is to most persons extremely disagreeable ; 
and if the charge be considerable, it may even have the 
effect of destroying animal life. 

(270.) With a view to divest the means of pro- 
ducing these effects of circumstances merely adventi- 
tious, and to bring the great general principle on which 
they rest more clearly into light, we have here presented 
them in a form somewhat different from that in which 
they are commonly seen in electrical experiments. 

The phenomenon which has just been explained, 
consisting merely in the accumulation of powerful 
charges of electricity of contrary kinds on the opposite 
faces of glass, by means of metal maintained in contact 
with the glass, it is evident that the form of the glass, 
and of the metal in contact with it, have no influence 
on the effects; neither has the thickness or volume 
of the metal any relation to the experimental result. 
Thus the glass, whose opposite faces are charged, 
might, without any change in the effects produced, have 
the form of a hollow cylinder or globe, or, it might be, 
a common flask or bottle. The metal in contact with 
the glass need not be massive or solid plates, but may 
consist merely of metallic foil, forming a coating on the 
glass. Indeed, metal is only used as being a con- 
venient conductor. Any other conducting substance 
which could be applied to the glass would be attended 
with like effects. 

(271.) In experimental researches in electricity, the 
form which is commonly given to the glass for this 
purpose is that of a cylindrical jar, A B (fig. 80.), 
having a wide mouth above, and a flat bottom. The 
shaded part terminating at C in the figure represents 
a coating of tin foil, attached by paste or gum-water to 
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the exterior surface of the bottom and sides of the jar, 
and a similar coating is attached to the 
corresponding parts of the interior sur- 
face. To improve the nonconducting 
power of the glass above the termina- 
tion C of the foil, it is coated with a var- 
nish of gum lac, which also renders it 
more proof against the deposition of 
moisture. 

A metallic rod, terminated in a ball, 
D, descends into the jar, and is main- 
tained in contact with the inner coat- 
ing. Such is the apparatus commonly 
called the Leypren Jar, or the LevDEN 
PHIAL. 

(272.) To comprehend the application of the Leyden 
jar to the accumulation of electricity, it is only neces- 
sary to consider the inner coating and the metallic rod 
in contact with it as representing the disc A B (fig.79.), 
and the outer coating the disc A’ B’, while the jar itself 
takes the place of the glass plate C D. If the ball D 
(fig. 80.) be placed in contact with the prime con- 
ductor of an electrical machine, and the outer coating 
be put in communication with the ground, all the 
effects will be produced which have been already so 
fully explained in reference to the glass plate, C D 
(fig. 79.), and the metallic discs in contact with it. 
The inner surface of the glass in contact with the tin 
foil will become strongly charged with the electricity 
of the conductor, and the exterior surface will be 
charged with the opposite fluid; and if a commu- 
nication be made between these by any conducting 
body, the opposite fluids will combine, and neutralise 
each other. 

(273.) If a practical illustration of the identity of the 
effects produced by the internal and external coating of 
the Leyden jar, and those produced by the two metallic 
discs represented in fig. 76., merely separated by a stra- 
tum of air (which, in principle, are the same with those 
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represented in fig. 79.), be desired, let the jar be charged 
with electricity as already described, by putting the 
ball D in contact with the conductor of an electrical 
machine, the external coating being, at the same time, 
in communication with the ground; and let it then be 
placed upon an insulating stool, as represented in fig. 81. 


Let the external coating communicate by a chain with 
the insulated pith balls F’, and let the internal coating 
in like manner communicate by a chain with the pith 
balls F. 

According to what has been formerly explained, if 
the total charge of the inner coating be represented by 
A, that of the external coating will be mA, and this 
latter will be dissimulated. ‘The free part of the charge 
A will be (1 —m*)A, by which the balls F will diverge. 
We will suppose, in the present case, that the charge of 
the inside of the jar is positive. In that case the elec- 
tricity of the balls F will be found to be positive by 
the usual tests. If the finger be now applied to the 
ball D, the free electricity will pass away to the ground, 
and the inner charge of the jar will be reduced to m?A. 
This will set free a portion of the external charge mA, 
by which the divergence of the balls F’ will be imme- 
diately produced. Indeed, the moment the finger is 
applied to D the balls F will collapse, and the balls F’ 
will diverge. If the latter be examined by the usual 
means, they will be found to be negatively electrified, 
showing that the external charge of the jar is nega- 
tive. 
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The quantity of dissimulated electricity on the ex- 
terior of the jar will now be m? A; and if the finger be 
applied to the external coating of the jar, the free elec- 
tricity will pass to the ground, and the dissimulated 
alone will remain. The balls F’ will accordingly col- 
lapse the moment the finger touches the exterior coat- 
ing, and a simultaneous divergence of the balls F will 
take place. This will arise from the liberation of a 
portion of the internal charge of the jar, by the di- 
minished force of the external charge. 

This process may be continued by alternately touch- 
ing the knob D and the external coating, until no sen- 
sible charge remains on either side of the jar. The 
process is evidently, in all its particulars, the same as 
that described and explained in reference to the two 
discs represented in fig. '76., the internal and external 
coating taking the place of the discs, and the interposing 
nonconductor being a plate of glass instead of a plate 
of air. 

(274.) It will be evident, from all that has been 
stated, that there is no real difference in relation to the 
phenomena produced between the functions of the ex- 
ternal and internal coating of the jar. In the preceding 
observations, the internal charge has been supposed to 
be received from the conductor, and the external con- 
sequently to be produced by the decomposition of 
natural electricity effected by the influence of the inter- 
nal charge. But the results would have been similar 
if the external coating were first charged by putting it 
in contact with the conductor of the machine, the in- 
ternal coating, or, what is the same, the knob D being 
at the same time in communication with the ground. 
In that case, the external charge would be of the same 
kind with the electricity of the conductor, which, in the 
present case, is supposed to be positive ; and the inter- 
nal charge would be negative. In the first instance, 
also, the balls F’ would diverge with positive electricity, 
and after touching the external coating the balls F 
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would diverge with negative electricity, and so on alter- 
nately as before. 

If the jar be charged, either internally or externally, 
at the negative conductor of an electrical machine, such 
as Nairne’s, the effects will be similar mutatis mutandis. 

(275.) The gradual discharge of a jar, by alternately 
putting its internal and external coating in communica- 
tion with the ground, may be elegantly exhibited in the 
following manner. 

Let the charged jar be placed as before on an in- 
sulating stool, and let a metallic pillar, terminated in a 
ball D’( fig. 82.), communicate by a chain with the ex- 
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ternal coating, the ball D’ being at the same level with 
the ball D, and within a distance of it great enough to 
prevent the spontaneous discharge of the jar taking 
place between the two balls. Let F be a small ball of 
metal or pith suspended by a wire or linen thread, and 
standing midway between D and D’, and communicating 
with the ground by a metallic chain. If the jar be 
charged on the inside, the ball will be attracted to 
D, and by the contact the free electricity of the inside 
of the jar will pass to the ground through the 
wire or linen thread. The ball F being thus im- 
mediately restored to its natural state, will be attracted 
to the ball D’ by the electricity now liberated on the 
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external surface of the jar, and after contact this elec- 
tricity will, in like manner, pass off through the wire or 
linen thread to the ground. The ball F will then be 
again attracted by D, and so on alternately. The ball 
F will continue to vibrate between the two balls D and 
D’, touching them alternately, and at each contact dis- 
charging the free electricity of one or other side of the 
jar, until the charge is rendered so feeble that the balls 
D and D’ are unable to attract F. The discharge may 
be completed by bringing the balls D and D’ into me- 
tallic communication with each other. 

(276.) The following experiment was one of those 
made by Dr. Franklin to illustrate the electrical state of 
jars charged with opposite electricities. 

Take two jars, and apply the knob of one to the 
positive conductor of an electrical machine, and that of 
the other to the negative eonductor. The one will be 
charged with positive, and the other with negative elec- 
tricity. Placing the jars beside each other on a table, 
so that their knobs shall be at the same level, let an in- 
sulated pith ball hang midway between the knobs. The 
ball will be attracted first by one knob, suppose that 
which is positively electrified, by contact with which 
it will be charged with positive electricity. It will 
then be repelled, and will be attracted by the other 
knob, by which its positive electricity will be neutralised, 
and by which it will be charged with negative electri- 
city. It will then be again repelled, and will be at- 
tracted by the other knob, by which the negative elec- 
tricity will be neutralised, and it will be charged with 
positive electricity, and so on. The ball will thus con- 
tinue to vibrate between the two knobs. At each con- 
tact a portion of the free electricity of each jar will be 
neutralised equal to the charge received by the ball 
from the other jar, and this will continue until all the 
free electricity of the internal charges of the jars has 
been neutralised. 

A portion of the external charges of the jars being’ 
then set free, the ball, if placed between the external 
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coatings, will, in like manner, vibrate between them till 
they are discharged, and may afterwards be again ap- 
plied between the knobs, and so on. 

(277.) To charge a jar internally, hold it between 
the hands on that part of the external surface which is 
coated with foil, and apply the knob to the conductor 
of the machine. The body of the operator in this case 
forms a conducting communication with the ground, 
which enables the jar to take its external charge. To 
charge it externally, hold it by the neck in one hand, 
and, applying the other hand to the knob, bring the ex- 
ternal coating in contact with the conductor of the 
machine. The body of the operator in this case sup- 
plied the necessary communicatien between the internal 
coating and the ground. 

If the jar be too large to be conveniently held in 
the hand, it may be charged internally by laying it on 
a table and surrounding it by a metallic chain which 
communicates with the ground. By another metallic 
chain, 2 communication may be made between the knob 
of the jar and the conductor of the machine; or this 
may be done by touching the knob of the jar with one 
ball of a jointed discharger, and the conductor with the 
other knob. It may be charged externally by a like 
process connecting the external coating with the con- 
ductor by a chain, or the discharger and the knob of 
the jar with the ground by another chain; but in this 
case the external coating must be insulated by placing 
the jar on an insulating stool. 

Instead of connecting the one or the other coating 
of the jar with the ground, it may be put into con- 
nection with the negative conductor or the rubber of the 
machine. Thus, if the jar be placed on an insulating 
stool, and a chain be carried from its external coating 
and suspended on the rubber, while another chain is 
carried from the knob to the prime conductor of the 
machine, the effect of the machine will be to decompose 
the natural electricities of both coatings, and to accu- 
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mulate the positive fluid on the one and the negative 
fluid on the other. 

(278.) The following very beautiful experiment of 
Richmann affords a striking illustration of the reci- 
procal effects of the contrary fluids diffused on op- 
posite surfaces of glass. Let C D (fig. 83.) represent 
a plate of glass suspended vertically ; and 
ab, a b’, two coatings of tin foil attached 
to its opposite faces, leaving a portion of 
the glass round their edges uncovered. Let 
F and F’ be two pith balls suspended by 
silken threads so as to hang in contact with 
the coatings respectively. If the coating 
ab be put in contact with the conductor 
of an electrical machine, while the opposite 
coating a’ b’ is in communication with the 
ground, a b will become charged with 
electricity, and the other coating a’ 6’ will 
become charged by induction with the 
opposite electricity. The ball F will be repelled by the 
free part of the charge of the face ab ; but the ball F’ 
will not be affected, because the whole charge of the face 
a’ b’ is dissimulated. 

If the apparatus be allowed to remain in this state, 
the ball F will be observed to descend slowly and gra- 
dually towards the glass, and after the lapse of a cer- 
tain time it will rest in contact with it ; and if the state 
of the opposite surfaces be then examined, they will be 
found to be discharged. This may be easily ascertained 
by applying one ball of the discharger to one surface, 
and approaching the other ball to the other surface. It 
will be found that no spark will pass between them, 
and, consequently, no free electricity will be diffused on 
either surface. 

If instead of leaving the face a’ b’ in communication 
with the ground, that communication be broken after the 
face a b has been charged, the effects will be different. 
In that case the slow descent of the ball F towards the 
glass will be accompanied by a simultaneous repulsion of 
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the ball F’ from the opposite surface, and this contrary 
motion of the balls will cease when F has descended to 
about half its original distance from the glass, at which 
time F’ will have ascended to an equal distance from the 
other surfaces. Both balls will then for a moment seem 
stationary, diverging at equal angles from the opposite 
surfaces. If they be afterwards observed, it will be 
found that both will very slowly and gradually descend 
towards the glass at equal rates, and after the lapse of a 
certain time both will rest in contact with it. 

These effects are easily explained by considering the 
agency of the atmosphere in dissipating the free part of 
the electric charges of the plate. In the first case, the 
surface a’ b’, being in communication with the ground, 
can never retain any free electricity upon it ; therefore 
the ball F’ is never repelled. The free electricity of ab 
being slowly absorbed by the contact of the air, the total 
amount of the charge of ab is diminished, and a less 
amount of the other fluid can be dissimulated by its at- 
traction on the opposite surface. A liberation of elec- 
tricity, therefore, takes place on that surface, and the 
portion thus liberated instantly escapes to the ground. 
There is thus a continual dissipation of electricity on the 
surface a b, which produces a corresponding liberation 
and escape to the ground of the electricity on a’ b’. This 
again produces a corresponding liberation of dissimulated 
fluid on ab, and so on until the whole of the charge of 
the surface a b is absorbed by the air, and the whole 
charge of the surface a’ b’ passes to the ground. 

If the quantity of dissimulated fluid on a 6 liberated 
at each instant were equal to the quantity of free elec- 
tricity absorbed by the air in the same instant, the 
quantity of free electricity on the face ab would con- 
tinue the same, and the ball F would not commence 
to descend to the glass untii all the dissimulated elec- 
tricity were liberated. But that this is not the case can 
be easily shown. Let e be the quantity of electricity 
absorbed by the air on the face ab in any small given 
interval of time. The quantity of the opposite fluid 
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which it would retain on the face a’ 6’ would be me. 
This quantity, therefore, will escape to the ground, and 
the quantity m? e, which this last would dissimulate on 
the face ab, will be set free. Hence, while the air 
absorbs the quantity expressed by e on the face a b, the 
quantity expressed by m* e will be liberated on the same 
face. But since m is a quantity nearly equal to, but less 
than unity, the quantity m7 e will be less than e, there- 
fore the quantity of free electricity lost by the surface 
in the given interval of time will be (1—m?)e. The 
rate at which the ball F will approach the glass will 
therefore depend on the quantities m and e. The former 
is dependent on the thickness of the glass, and the 
latter on the hygrometric state of the air. 

In the second case, both surfaces being insulated, 
no electricity can escape to the ground. In this case, 
when a small portion of the free electricity of a 6b has 
been absorbed by the air, a corresponding portion of 
the dissimulated electricity of a’ b’ is liberated ; but 
since it cannot, as before, escape to the ground, it re- 
mains in a free state on a’ 6’ and repels the ball F’. It 
is also, like the free electricity of the other surface, liable 
to absorption by the air. This absorption being pro- 
portional to the quantity of free electricity on the sur- 
face, will in the beginning be less than the quantity 
liberated by the diminished quantity of electricity on 
ab, and there will be, on the whole, an increase of free 
electricity on a’ b’, and an increased divergence of the 
ball F’ from the glass, and this will continue until the 
absorption of the electricity on a’ b’ by the air becomes 
equal to the quantity of dissimulated electricity liberated 
in the same time. The quantity of free electricity on 
a b will then be a maximum, and afterwards the 
quantity absorbed by the air will be more than the 
quantity of dissimulated electricity simultaneously li- 
berated, and the free electricity will consequently be 
gradually diminished in quantity until the entire charge 
has been dissipated. 

All the circumstances of these cases admit of being 
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reduced to strict mathematical analysis, by due con- 
sideration of the principles explained in the chapter on 
the dissipation of electricity by the contact of the air, 
combined with the formule by which the effects of in- 
duced electricity are expressed. (See Vol.I. p.284.) As 
those who are familiar with the processes of analytical 
science will have no difficulty in the solution of this 
problem, we shall not here pursue the subject further. 

(279.) The metallic coating of the inner and outer 
surfaces of the Leyden jar discharges no other function 
in the phenomena except to conduct the electricity to 
the surface of the glass, and, when there, to supply 
for it a free passage from point to point. Any other 
conductor would, abstractedly considered, answer the 
purpose equally well; and metallic foil is selected 
for the facility and convenience by which it may be 
adapted to the form of the glass and permanently at- 
tached to it. That like effects would attend the use of 
any other conductor may be easily shown. 

Let a glass jar be partially filled with water, and 
hold it in the hand by its external surface; let a chain 
or rod connected with the conductor of an electrical 
machine be immersed in the water. After the machine 
has been worked for some time, let the jar be discon- 
nected with it; and while it continues to be held by 
its external surface in one hand, let the other be put in 
contact with the water contained in it. A shock will 
immediately be suffered, proceeding from the discharge 
of the jar. In this case, the water being a conductor, 
performs the office of the inner coating of the jar ; and 
the hand in which the jar is held being also a con- 
ductor, communicating by the body of the operator 
with the ground, performs the office of the external 
coating. The other hand, when immersed in the water, 
plays the part of the discharger. 

(280.) It is apparent that the electricity with which 
the jar is charged either resides on the glass, or on 
the conductor by which it passes to the glass; or, 
finally, it- may be shared between these. To determine 
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this, it is only necessary to provide means of separating 
the jar from the conductor after it has been charged, 
and examining the electrical state of the one and the 
other. 

(281.) This may be very easily done if water be 
used as in the last experiment. After the jar has been 
charged as above described, let the water be poured 
from it into another glass vessel previously ascertained 
to be free from electricity. If the water thus dis- 
charged be examined, it will be found in its natural 
state. If an equal quantity of other water be now 
poured into the jar, it will be found to be still charged 
as if the original water had not been removed from it. 

(282.) A similar experiment may be made by pro- 
viding movable coatings of tin foil to fit a jar (fig. 84.) 

internally and externally. Let two 


Fig, 84. pairs of such coatings be made, so that 
oO the jar may be let into the case of ex- 
| ternal coating, its surface being in con- 
ne tact with it, and so that the internal 


coating may, by means of a metallic 
wire attached to its bottom, be let down 
into the jar. One pair of these being 
fitted to the jar, let it be charged in 
the usual manner. Let the internal 
coating be then lifted out of it, and let 
the jar itself be lifted out of the ex- 
ternal coating. If these two coat- 
ings be now examined, they will be 
found in their natural state. Let the jar be next let 
down into the other external coating, and let the other 
internal coating be let into it. If it be examined, it 
will be found charged, as if no change had taken 
place in the coatings. 

From these experiments it follows that the charges 
of electricity of the jar, both internal and external, 
reside on the glass, and not on the metallic coating ; at 
least, if they lie between them, they remain by pre- 
ference on the glass when they are separated. Sup- 
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posing the jar to be charged internally, it is easy to 
conceive that, on removing the external coating, the 
external charge m A will be retained on the glass by 
the attraction of the internal charge A. Again, on re- 
movine the internal coating, the external charge m A 
will retain a part of the internal charge expressed by 
m*A on the inner surface of the glass. The only part 
of either charge, therefore, which would be at liberty 
to be carried away by the coating would be the free 
part (1 —m’)A of the internal charge ; and it appears 
from the preceding experiments that there exists on 
non-conducting surfaces, such as that of glass, some 
feeble attraction for the electric fluids, in virtue of 
which, whenever either fluid is in a free state, in con- 
tact at the same time with a conducting and a non- 
conducting surface, the fluid will remain upon the latter 
when they are separated. 

[(282’.) A most ingenious illustration of the arrange- 
ment of the electricity on acharged surface was introduced 
by Professor Faraday, in his recent lectures.* He placed 
before him a gauze cylinder, open at the top, within 
this he placed a disc of shell-lac ; and, within the cylin- 
der, resting on the shell-lac, he placed a second smaller 
gauze cylinder. In fact, he built up an extemporaneous 
Leyden arrangement, in which an interval of air supplied 
the place of the glass, and the gauze was a substitute 
for the tin foil. The object he had in view was to con~ 
trive a system, which would permit him to place a test- 
ing instrument between, as well as outside, the coatings, 
in order to examine the condition of every part. By 
means of a brass ball, suspended with silk, he conveyed 
a spark from the prime conductor of the electrical ma- 
chine to the inner cylinder of gauze, and thus commu- 
nicated a very small charge to the system. He then took 
a proof-plane (246)., which is a small piece of leaf.gold, 
insulated on a handle of shell-lac, and applied it to the 
inner coating of the inner cylinder ; and on then ex- 
amining the centiion of the proof-plane by a Coulomb’s 
Plectroscope (246.), it was found in its original normal 

* May 20. 1848, 
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condition. It might have contained a small fraction of 
the free electricity (EK 231.), existing on the inner 
coating, which would have been evident by a more deli- 
cate test ; but it was inappreciable to the test applied. 
He then touched the outer coating of the inner cylinder, 
by passing down the proof-plane between the two ; and, 
on applying the test, he found it charged with positive 
electricity. He touched the inner coating of the outer 
cylinder, and obtained negative electricity ; he touched 
the outer coating of the outer cylinder, and obtained no 
charge. This instructive experiment can readily be 
repeated by means of either the condensing plates (222.), 
or the double electroscope (257.). It affords an actual 
demonstration of the place occupied by the electricity 
during the period of its disguise ; and opens a new 
series of experiments on the abstraction of the electricity 
from that place. | 

(283.) The Leyden jar, in its most improved form, 
is represented in fig. 85. Besides the provisions which 
have been already explained, there is 
attached to this jar a hollow brass cap, 
C, cemented into a glass tube. This 
tube passes through the wooden disc 
which forms the cover of the jar, and 
is fastened to it. It reaches to the 
bottom of the jar. The wooden disc 
which closes the mouth of the jar 
should be well dried by baking it, and 
should be varnished on both sides, and 
cemented into the mouth of the jar. 

A communication is formed be- 
tween the brass cap C and the internal 
coating of the jar by asmall brass wire 
which terminates ina knob D. This 
wire passing loosely through a small 
hole in the cap, may be removed at plea- 
sure for the purpose of cutting off all 
communication between the cap and the 
interior coating. This wire does not 
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extend quite to the bottom of the jar; but the lower 
part of the tube is coated with foil, which is in contact 
with the wire, and extends to the inner coating of the 
jar. 

At the bottom of the jar a hook is provided, by 
which a chain may be suspended to form a communica- 
tion between the external coating of the jar and other 
bodies. 

When a jar of this kind is once charged, the wire 
may be taken away, or allowed to fall out by inverting 
the jar, in which case the jar will remain charged, since 
no communication exists between its internal and ex- 
ternal coating ; and as the internal coating is protected 
from the contact of the external air, the absorption of 
electricity by that cause is prevented : an electric charge 
may thus be transferred from place to place, and pre- 
served for any required time. 

(284.) In the construction of cylindrical jars it is 

impossible to obtain glass of an uni- 


LE form thickness. For this reason jars 
ae of the spherical form, represented in 
fig. 80., have sometimes been preferred. 


ne (285.) Jars have sometimes been 
= constructed of metal, coated with wax. 
A long-necked phial, made of sheet tin, 
WM is coated on the outside with sealing- 
Han wax, to the depth of three tenths of an 
inch. Tin foil is then attached to the. 
sealing-wax, covering every part of the 
vessel except the neck. In such a jar, the tin plate of 
which it is originally formed performs the office of 
the inner coating ; the sealing-wax of the glass and the 
tin-foil attached to the outside represents the external 
coating. 

(286.) By charging a single jar, an unlimited num- 
ber of jars connected together may be charged with very 
nearly the same quantity of electricity. The general 
principle on which this process depends is only another 
of the many applications of the play of induction, 

B 4 


50 ELECTRO-STATICS. BOOK I. 


Let A,, B,, A, B., A;, B;, &c. (fig. 87.) represent a 
series of metallic discs, separated in pairs by plates of 


Fig. 87. 


ns > 
LS |e3) 


glass, C, C, C, &c., or other nonconducting matter, 
Let movable bars of metal be interposed between B, 
and A,, B, and A;, &c.; and let the last disc of the 
series be in communication with the ground. Let a 
charge of electricity, positive for example, be given to 
A, by putting it in communication with the con- 
ductor of an electrical machine, and let the charge thus 
imparted to it be expressed by Z. 

(287.) [Now, if m, as before (231.), expresses theratio, 
dependent on the thickness of the glass, it is very evi- 
dent that the respective positive charges of A,, A,, Ag, 
&e. will be Z, mZ, m?Z, &c., and that the charge of the 
nth plate, A,, will be m”’"Z ; in like manner it appears 
that the negative charges of the series B,, B,, B;, will 
be mZ, m*Z, m°Z, &c.; and the charge of B, will 
be m"Z. The charges, therefore, on the respective 
coatings of the last plate is in the ratio of m™'Z: m Z 
=Z:mZ. These conditions are of course true, only 
when all the glass plates are of equal thickness. | 

(288.) To apply this method to the Leyden jars, let 
A,,A,;, Az; A* (fg. 88.), be a series of jars placed on 
insulating stools ; and let C be metallic chains forming 
a communication between the external coating of each 
jar and the internal coating of the succeeding one. Let 
D be a chain forming a communication between the ex- 
ternal coating of the last jar and the ground. 
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Let the chain D’ be carried to the conductor of an 
electrical machine, from which the first jar shall receive 


its charge Z. [|The whole series will then be charged 
in the same manner as were the plates (fig. 87.) ; and 
the more nearly m approaches to unity, the more nearly 
will the intensity of the charge of the last jar equal 
that of the first. 

If, while the series is insulated, a discharge be 
made by connecting the outer coating of the last jar 
with the inner coating of the first, the compensating 
quantity of electricity required by the former will be 
m°Z. The free electricity then remaining to be distri- 
buted between the coatings will be Z—mZ=(1—m.) Z; 
which exceeds the free electricity remaining after a 
proper discharge between the coatings of the same jar, 
(268.), in the proportion of 1—m"Z: 1—mZ. When 
such a neutralisation is effected between the extremes of 
the series, the intermediate plates neutralise each other, 
by allowing the return of the respective electricities. | 

(289.) Instead of thus producing a system of simul- 
taneous but separate discharges, an arrangement may 
be made by which all the separate discharges may be 
combined so as to produce one discharge, of which the 
force shall be equal to the sum of all the separate ones. 
For this purpose, after the series of jars has been 
charged, let the chains C connecting the external 
coating of each jar with the internal coating of the 
succeeding one be removed, and let them be carried 
from knob to knob, so as to connect all the internal 
coatings. Let another chain be carried from stool to 
stool, and put in contact with the jars so as to form an 
unbroken communication between the external coatings. 
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[By this means the sum § of all the positive charges 
is obtained, and the sum S of all the negative. The 
respective values of the sums are readily shewn to be 


S—Z(1+m+m+me4+.... +m!)=Z—-; 


=Zm(1+m+m+m+.... +m" )=mZ 


nm 


as would be exactly 


equal to n, the number of jars, but as it is something 
less than unity, every turn of the series falls short of 
unity ; and, therefore, the sum of the united charges is 
rather less than n times the charge of the first jar. The 
more extensive the series, the greater is this difference. 
This consecutive charging of jars is very instructive, 
in that it presents evidence of the characteristics of 
charge: it shows many features of induction, and es- 
pecially of that polarity of molecules of which fur- 
ther mention will be made when we come to describe 
Faraday’s researches on static electricity, (Chap. 8.) 
(290.) When several charged jars are thus combined 
for the purpose of obtaining a more energetic discharge 
than could be given by a single jar, the system is called 
an electrical battery. The method of charging the bat- 
tery, which has been explained above, by giving a direct 
charge to the first jar only, and effecting the charge of 
the others by induction, is called charging by cascade. 
It is not always convenient in practice to charge a 
battery by cascade. The jars composing the battery are 
usually placed in a box or case, as represented in fig. 89. 
This case or box is formed of wood, and is coated on 
the inside with tin foil, on which the jars rest, and 
which forms a communication between their external 
coatings. This metallic lining of the box communicates 
with a metallic ring seen in front of it, by which, in 
charging the battery, the external coatings of the jars 
are put in communication with the ground. The knobs 
of the jars are connected by rods which pass through 


If m were unity, the multiple 
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holes in them. These rods afford a metallic connec- 
tion between the internal coatings of the jars. Each 


Fig. 89. 
oe oe a A 
Ne es. ' 
& 


row of jars is connected with the others by placing rods 

of metal transversely or at right angles with the former. 

It is convenient to lay these transverse rods loosely upon 

the others, so that they may be easily removed or re- 

placed. By this means it is always easy to charge only 

a single row of jars, or two or more rows, to the exclu- 

sion of the others, according 

Fig. 90. to the strength of the charge 

GO “a0 8 which is required. In the 

figure all the twelve jars are 

connected by two short trans- 

| verse rods, one of which lies 

across the first and second rows, 

va, 9 and the other across the second 

ce and third rows of jars, as re- 
presented in fig. 90. 

(291.) An electrical battery is charged and dis- 
charged in the same manner as a single jar. To charge 
it, let a metallic communication be made between one 
of the knobs of the jars, or of the rods by which they 
are connected, and the conductor of the machine, and 
at the same time let a communication be made between 
the external coatings of the jars (by means of the ring 
before mentioned) and the ground. Let the machine 
be then worked until the necessary charge is given to 
the jars. Other things being the same, it may be 
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stated, generally, that the amount of the charge which 
a battery is capable of receiving, or the force of the bat- 
tery, is in the direct ratio of the quantity of coated 
surface. 

(292.) In charging a jar or battery by means of an 
electrical machine, there is no external or obvious means 
by which it can be known when the charge has been 
effected——that is to say, when the conductor has com- 
municated to the interior of the jar or battery as much 
electricity as it is capable of receiving. It is to be con- 
sidered that the internal coating of the jars is, in effect, 
a continuation of the conductor ; and if the jars had no 
external coating, the communication of the internal coat- 
ing with the conductor would be attended with no other 
effect than the distribution of the electricity over the 
conductor and the internal coating, according to the laws 
of electrical equilibrium. But the effect of the external 
coating is to dissimulate, or render latent, tne electricity 
as it flows from the conductor ; so that the repulsion of 
the portion of it which remains free is less than the ex- 
pansive force of the electricity of the conductor, and an 
afflux of the fluid from the conductor accordingly takes 
place. This process goes on, until the increasing force 
of the free electricity on the internal coating of the 
jars becomes so great that the force of the fluid on the 
conductor can no longer overcome it, and then the 
flow of electricity to the jars from the conductor will 
cease. 

It appears, therefore, that during the process of charg- 
ing the jars, the depth or tension of electricity on the 
conductor is just so much greater than that of the free 
electricity in the jars as is sufficient to sustain the flow 
of electricity from the one to the other; and as this is 
necessarily so extremely minute an excess as to be in- 
sensible to any measure which could be applied to it, 
we may assume that the depth of electricity on the con- 
ductor is equal to that of the free electricity on the in- 
terior.of the jars. If A, as before, express the actual 
depth of the electric fluid at any time on the interior 
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coating, (1 —m?)A will be the depth of free elec- 
tricity ; and since, throughout the process, m does not 
change its value, it follows that the actual depth of 
the electricity, and therefore the actual magnitude of 
the charge, is proportional to the depth of free elec- 
tricity on the interior of the jar, which is sensibly the 
same as the depth of free electricity on the conductor. 
It follows, therefore, that the magnitude of the charge, 
whether of a single jar or several, will always be pro- 
portional to the depth of electricity on the conductor of 
the machine from which the charge is derived. 

If, then, during the process of charging a jar or bat- 
tery, an electrometer be attached to the conductor, this 
instrument, at first, will give indications of a very feeble 
electricity, the chief part of the fluid evolved by the 
machine being dissimulated on the inside of the jars. 
But as the charge increases, the indications of an in- 
creased depth of fluid on the conductor become apparent; 
and at length, when no more fluid can pass from the 
conductor to the jars, the electrometer becomes station- 
ary, and the fluid evolved by the machine escapes at the 

points, or otherwise into the circumjacent air. 
_ Henley’s quadrant electrometer, described in (249.), 
is the instrument commonly used for this purpose. It 
is inserted in a hole on the conductor ; and when the 
pith ball attains its maximum elevation, the charge of 
the jars may be considered to be completed. 

(293.) The charge which a jar is capable of receiv- 
ing, besides being limited by the strength of the glass 
to resist the mutual attraction of the opposite fluids, and 
by the imperfect nonconducting power of that part of 
the jar which is not coated, is also limited by the im- 
perfect nonconducting power of the air itself. If other 
causes, therefore, permitted an unlimited accumulation 
of electricity in a Leyden jar, its discharge would at 
length be determined by the elasticity of the free elec- 
tricity within it overcoming the opposing pressure of 
the air; and accordingly the fluid of the interior would 
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pass over the mouth of the jar, and unite with the op- 
posite fluid of the exterior surface. 

(294.) This may be illustrated by the following very 
beautiful experiment. Let a charged jar be suspended 
under the receiver of an air-pump in a dark room, and 
let the air within the receiver be slowly and gradually 
rarified by the action of the pump. When the internal 
fluid is sufficiently relieved from the restraining pres- 
sure of the air, it will be seen to overflow the mouth of 
the jar, and descend the sides in a cascade of light to 
meet and combine with the external fluid. 

(295.) The electrometer attached to the conductor 
indicates the epoch at which the charge is completed, 
but it affords no direct or exact measure of the actual 
quantity of the charge. If the value of m correspond- 
ing to the glass of the jars were known, and the depth 
E of free electricity on the conductor were determined 
by the pruof plane and the electrometer of Coulomb, 
then the depth of fluid on the interior of the jars would 
be expressed by 


E 
—1—’m 

in the same manner as in the case of the condenser ; 
and this multiplied by the superficial magnitude of the 
coating would give the total amount of the charge. 

(296.) This method, however, has not been resorted 
to in practice, and the strength of the charge has been 
generally estimated, without much precision, by one or 
other of its effects. When a charge of electricity is 
passed through a metallic wire, an evolution of heat 
takes place in the wire, which increases with the thin- 
ness of the wire and the force of the charge. This 
heat may become so considerable as to fuse the wire. 
This test of the strength of the charge was proposed by 
Mr. Cuthbertson. Thus, the strength of the charge 
would be taken to be proportional to the length of wire 
of some given metal, of some given diameter, which it 
is capable of fusing. This method is, however, in- 


CHAP. XIII. THE LEYDEN JAR. 63 


capable of any tolerable degree even of approximation, 
much less of numerical estimation. 

(207.) The extent of the charge which a jar is 
capable of receiving is found to be increased by moist- 
ening its coating. This circumstance was first observed 
by Brooke and Cuthbertson, who found that a jar 
which had been recently coated, and on which the 
solution of gum had not yet dried, received a greater 
charge than could be afterwards communicated to it. 
By breathing into a dry jar, it will acquire a power of 
receiving a greatly augmented charge. Mr. Cuthbert- 
son, in March, 1796, on a dry day, found that by a 
battery of fifteen jars, containing seventeen square feet 
of coated surface, he could fuse eighteen inches of wire; 
but that by breathing into each jar through a glass 
tube, so as to leave a film of moisture deposited on the 
inner coating of each jar, the same battery received a 
charge which fused sixty inches of the same wire. 

(298.) Lane’s discharging electrometer, represented 
in fig. 91., is an instrument consisting of a bent glass- 
rod, A BC, at one end of 
which, C, is a brass socket, 
by which it may be attached 
to a charged jar or electrified 
conductor ; and to the other 
end is attached a brass ball, A, 
perforated by a hole, through 
which a short brass rod, D E, 
terminated in balls, passes, and in which it freely moves. 
When the instrument is used, one of the balls, D for 
example, is put in communication with the ground, or 
with the external coating of the jar, and the rod D E 
is moved through the hole in A, until E is brought within 
such a distance of the electrified conductor or knob of 
the jar that a spark will pass from one to the other ; and 
the force of the charge is estimated by the distance 
through which the spark is projected. 

This instrument is shown attached to a jar in fig. 92., 
where the corresponding parts are marked by the same 
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letters. The ball D is connected by a chain with the ex- 
ternal coating of the jar. 

The indications of this instru- 
ment are modified by so many 
causes, that, as a measure of the 
electric force of the charge, it has 
but little value. The distance 
through which the spark will be 
projected will vary with the hy- 
grometric state of the air, and 
probably with its temperature and 
other qualities. It will also vary 
with the magnitude and form of 
the part of the conductor or the 
knob of the jar to which it is 
presented. 

(299.) Henley’s universal discharger, an instru- 
ment of considerable convenience and utility in expe- 
rimental researches in electricity, is represented in 
Jfig.93. It consists of a wooden table, to which two 


Fég. 93. 
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glass pillars, A A’, are attached. At the summits of 
these pillars are fixed two brass joints capable of re- 
volving in a horizontal plane. To these joints are at- 
tached brass rods, C C’, terminated in balls, DD’, and 
having glass handles, E E’. These rods play on joints 
at BB’, by which they can move in vertical planes, 
The balls D D’ are applied to a small wooden table sus- 
tained on a pillar capable of having its height adjusted 
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by a screw, 8. On the table is inlaid a long narrow 
strip of ivory, extending in the direction of the balls 
DD’. The balls D D’ can be unscrewed, and one or 
both may be replaced by forceps, by which may be 
held any substances through which it is required to 
transmit the electric charge. One of the brass rods, C, 
is connected by a chain or wire with the inner coating 
of the jar or battery from which the charge is to be 
transmitted, and the other, C’, is connected with the 
outer coating. The charge is transmitted by bringing 
the balls D D’, with the substance to be operated on 
between them, within such a distance of each other as 
will cause the charge to pass from one to the other 
through the intermediate substance. 

(300.) Cuthbertson’s discharging electrometer, repre- 
sented in fig. 94., consists of two glass pillars supported 


on a table of wood. Upon these pillars are fixed two 
brass balls, B and E. Through the ball B an opening 
is cut in which the lever C D, terminated in brass balls, 
is inserted, and in which it rests on a well-constructed 
knife-edge on which it is exactly balanced. A small 
sliding weight, L, is placed on the arm B D, by the ad- 
justment of which any required preponderance can be 
given to the opposite arm, BC. The arm B D is gra- 
duated to indicate the number of grains weight at the 
centre of the ball D, which would be in exact equi- 
librium with the preponderance which C acquires from 
the position of the slider L. Another horizontal arm, 
B D,, is fixed to the ball B, terminated in a ball D’, 
VOL. II. F 
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which is in contact with D when the lever C D is in 
the horizontal position. By the chain G the balls C D 
and D’, and the levers to which they are attached, are 
put in communication with the internal coating of the 
jar or battery, the free electricity of which will there- 
fore charge the balls D and D’, and by the chain F 
the ball E is put in communication with the external 
coating, the electricity of which, being dissimulated, will 
not affect the ball E. The balls D and D’, being simi- 
larly electrified, will repel each other ; and as soon as 
the charge of the jar is so great that the repulsive force 
given to the balls D and D’ by its free electricity is 
sufficient to overcome the preponderance given to the 
ball C by the position of the sliding weight, the ball 
D will be repelled by the fixed ball D’ ; and when the 
former comes into contact with E, the jar or battery 
will be discharged. 

Another form of this instrument is represented in 
fig. 95., having a quadrant electrometer attached. The 


corresponding parts are marked by the same letters, so 
that its construction and operation will be easily un- 
derstood. In this case D’ and D, receiving electricity 
from the inner coating, repel each other. The knife 
edge is within B, and the repulsion depresses C until 
it touches EK, when the discharge is effected. 
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It is said that the accuracy of this instrument is 
confirmed by the results of experiments. Mr. Singer 
states, that two inches of steel wire employed for the 
hair springs of watches were fused by being placed in 
the circuit through which the discharge of the jar was 
passed when the beam CB was loaded with fifteen 
grains, and that the same jar was capable of fusing 
eight inches of the same wire with the charge which it 
acquired by loading the beam with thirty grains. If, 
instead of increasing the weight of the beam beyond 
fifteen grains, two such jars be employed, the eight 
inches of wire are equally fused. Hence it appears by 
experiment, as is evident by theory, that whether the 
intensity of the charge be doubled, or the extent of 
charged surface be doubled, the effect produced by the 
discharge is the same. 

Before we dismiss the subject of the accumulation of 
electricity by the aid of induction, we shall describe 
two instruments which are applicable to cases in which 
neither the common condensers nor the Leyden jar can 
be applied. 

(301.) Cavallo’s multiplier, represented in fig. 96., 


consists of four metallic plates, A, B, C, and D. The 

disc A is supported on a glass pillar, by which it is in- 

sulated ; this glass pillar is fixed into a wooden table 

which supports the apparatus. The disc B is likewise 
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sustained by a glass pillar, which is fixed in a lever 
EF, moving on a pivot at E. The disc C is sup- 
ported on a glass pillar fixed in the table ; and, finally, 
the disc D is supported on a metallic pillar attached to 
a slider G, by moving which backwards and forwards 
the distance between the faces of the disc C and D may 
be increased or diminished at pleasure. A small curved 
wire H is attached to the disc B; and when the discs A 
and B have their surfaces at the distance of about the 
twentieth of an inch, the wire H is in contact with a me- 
tallic pillar, K, which communicates with the ground. 

Let us suppose the disc A to be put in communi- 
cation with any feebly electrified conductor ; and sup- 
pose, for example, that the electricity with which it 
becomes charged is positive. The dise B being close to 
A, and through the wire H, and the pillar K in com- 
munication with the ground, this pair of discs is in the 
condition of the two coatings of a Leyden jar, or of 
the plates of a common condenser, and the disc B will 
be accordingly charged with’ negative electricity. Let 
the lever EH be now moved to the position represented 
by the dotted lines. The contact of the wire H with 
the pillar K being broken, the escape of the negative 
electricity from the disc B is prevented ; and the wire H, 
in the new position given to this dise, coming into 
contact with the back of the disc C, the negative elec- 
tricity of B, no longer dissimulated by the proximity of 
A, is shared with the disc C through the conducting 
wire. But the proximity of the disc D, producing on 
C the effect of a condenser, or of the opposite coating of 
a Leyden jar, nearly the whole of the negative charge of 
B will be attracted to C. By restoring the lever to its 
first position and then drawing it back again, this pro- 
cess may be repeated, and may be continued until C 
becomes so charged with the negative electricity that it 
can receive no more of the fluid from B. The charge 
of C in this instrument is evidently limited by circum- 
stances similar to those which limit the charge of the 
Leyden jar. 
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(302.) Nicholson’s spinning condenser, represented 
in fig. 97., consists of a metallic vase, A, having a long 
steel axis, which passes through 
Fig. 97. a hole in the stand H, and rests 
at its pointed end K in an ad- 
justible socket at C. The use 
of the vase is to preserve by its 
weight for a considerable time 
a spinning motion given to it 
by the finger and thumb applied 
to the top of the instrument. 
The shaded parts, D and E, re- 
present two circular plates of 
glass nearly an inch and half in 
diameter. The upper plate is 
fixed to the vase, and revolves 
with it, while the lower is fixed to the stand. In the lower 
plate are inserted two metallic hooks, F and G, diame- 
trically opposite to each other; they are cemented into 
holes drilled into the edge of the glass: in the upper 
plate are inserted, in like manner, two’small tongues of 
the fine flatted wire used in making silver lace; these 
tongues are bent downwards, so as to strike the hooks at 
each revolution, but in all other positions they move 
without touching any part of the apparatus. At C isa 
screw, which, by raising or lowering the vase, keeps the 
faces of the glass planes at any required distance from 
each other. The contiguous faces of the glass planes 
are coated with segments of tin-foil. Each of the 
tongues from the upper discs communicates with one 
segment of tin-foil from the same disc ; the hook F also 
communicates with that coating of the lower plate 
which is nearest to it ; but the hook G is entirely insu- 
lated from the whole apparatus, and is intended to com- 
municate with the electrified body or an atmospheric 
conductor. The lower coating nearest to G is made to 
communicate permanently with the stand H, and conse- 

quently with the earth. 
In this situation, suppose the motion of spinning to 
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be given to the apparatus. One of the tongues will 
strike the hook G, by which means the upper coating 
annexed to that tongue will assume the electric state of 
the body with which G communicates, and the electric 
charge thus received will be greater in consequence of 
the proximity of the lower insulated plane, which, at 
that instant, it is directly opposite. The tongue G, 
with its plate or coating, proceeds onward, and, after 
half a revolution, arrives at the situation to touch the 
hook F. The upper coating, with its tongue, the lower 
coating on the side of F, and the hook F itself, must 
then constitute one jointly insulated metallic mass, 
through which the charge of free electricity received at 
G is dispersed. Of this electricity the greater part 
will be determined towards the hook F, because of its 
pointed form. The motion being continued, the coat- 
ing and its tongue instantly pass on, leaving F elec- 
tritied, and proceed to bring another charge from G to 
be deposited at F, as before. The electroscopic balls 
at F will therefore be very speedily made to diverge. 
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CHAP. XIV. 


EXPERIMENTS ILLUSTRATING ELECTRICAL ATTRACTION 
AND REPULSION. 


(303.) Havine in the preceding chapters explained the 
construction, form, and operation of the chief instru- 
ments of experimental research in electricity, we shall 
now conclude the present Book by a statement of a 
few of the more remarkable experiments made with 
them to illustrate the effects of electricity. 


EXPERIMENT I. 


(304.) Let the prime conductor of the electrical 
machine be removed ; and when the cylinder or plate 
is being worked, let the back of the hand be brought 
near to the glass at the part where it passes from 
under the silk flap, and where, therefore, it is strongly 
charged with positive electricity. A peculiar sensation 
will be produced on the skin of the hand resembling 
what would be felt by touching a cobweb. 

This may be accounted for by the natural electricity 
of the hand being decomposed, and the negative fluid 
being attracted to the surface of the skin near the 
glass. The small hairs on the skin are thus negatively 
electrified ; and being attracted by the opposite electricity 
of the glass, they are drawn from their roots with a 
slight force. 


ExPERIMEnNT II. 


(305.) Let a small ball coated with gold-leaf, and 
supported by a silken thread, be hung between two con- 
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ductors, so as to be at a small distance from each. Let 
one of the conductors be insulated, and receive elec- 
tricity from the machine, and let the other com- 
municate with the ground. The ball will continually 
vibrate between the two conductors, alternately touching 
each. 

This is easily explained. The insulated ball in its 
natural state is attracted by the electrified conductor, 
and when electrified by contact with it is repelled. It 
strikes the other conductor, to which it gives up its elec- 
tricity, which passes to the ground. The ball being 
restored to its natural state is again attracted, and sub- 
sequently repelled by the electrified conductor, and 
again strikes the other conductor, and so on. 


Experiment III. 


(306.) On the same principle is constructed the well- 
known apparatus, called the electrical bells, represented 
in fig. 98. 

A B and C D are two metal 
rods supported on a glass pillar, EF. 
From the ends of these rods four 
bells, A’, B’, C’, D’, are suspended 
by metallic chains. A central bell, 
G, issupported on the wooden stand 
which sustains the glass pillar E F; 
and this central bell communicates 
by a chain, G K, with the ground. 
From the transverse rods are also 
suspended by silken threads four 

= small brass balls, H. The trans-- 
verse als being put in communication with the con- 
ductor of an electrical machine, the four bells A’, B’, 
C’, D’, become charged with electricity. They attract 
and then repel the balls H, which, when repelled, strike 
the bell G, to which they give up the electricity they 
received by contact with the bells A’, B’, C’, D’, and 
this electricity passes to the ground by the chain G K. 
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The bells will thus continue to be tolled as long as 
any electricity is supplied by the conductor to the bells 
HAG BB 5 5 IDs 


EXPERIMENT LV. 


(307.) Let a skein of linen thread be tied in a knot 
at each end, and let one end of it be attached to some 
part of the conductor of the machine. When the ma- 
chine is worked the threads will become electrified, and 
will repel each other, so that the skein will swell out 
into a form resembling the meridians drawn upon a 
globe. 


EXPERIMENT V, 


(308.) Let a metallic point be inserted into one of 
the holes in the prime conductor, so that, in accordance 
with what has been explained, a jet of electricity may 
escape from it where the conductor is electrified. Let 
this jet, while the machine is worked, be received on 
the interior of a glass tumbler, by which the surface of 
the glass shall become charged with electricity. 

If a number of pith balls be laid upon a metallic 
plate communicating with the ground, and the tumbler 
be placed with its mouth upon the plate, including the 
balls within it, the balls will immediately begin leaping 
violently from the metal and striking the glass ; and this 
action will continue till all the electricity with which 
the glass was charged has been carried away. 

This is explained on the same principle as the former 
experiments. The balls are attracted by the electricity 
of the glass, and when electrified by contact are re- 
pelled. They give up their electricity to the metallic 
plate, from which it passes to the ground ; and this 
process continues until no electricity remains on the 
glass of sufficient strength to attract the balls. 
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Experiment VI. 


(309.) Let a disc of pasteboard or wood, coated 
with metallic foil, be suspended by wires or threads of 
linen from the prime conductor of an electrical ma- 
chine ; and let a similar disc be placed upon a stand, 
capable of being adjusted to any required height. Let 
this latter disc be placed immediately under the former, 
and let it have a metallic communication with the 
ground, Upon it place small coloured representations 
in paper of dancing figures, which are prepared for the 
purpose. When the machine is worked the electricity 
with which the upper disc will be charged will attract 
the light figures placed on the lower disc, which will 
leap upwards, and after touching the upper disc, and 
being electrified, will be repelled to the lower disc ; 
and this jumping action of the figures will continue as 
long as the machine is worked. An electrical dance is 
thus exhibited for the amusement of young persons. 


Experiment VII. 


(310.) Let a small metallic bucket, B (fig. 99.), 


Fig. 99. 


fi 
a 


be suspended from the prime conductor of a machine, 
and let it have a capillary tube, C D, of the siphon 
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form immersed in it ; or let it have a capillary tube in- 
serted in the bottom, the bore of the tube being so 
small that water cannot escape from it by its own 
pressure. When the machine is put in operation, the 
particles of water becoming electrified will repel each 
other, and immediately an abundant stream will issue 
from the tube; and as the particles of water, after leav- 
ing the tube, still exercise a reciprocal repulsion, the 
stream will diverge in the form of a brush. 


Experiment VIII. 


(311.) If a sponge, saturated with water, be sus- 
pended from the prime conductor of the machine, the 
water, when the machine is first worked, will drop 
slowly from it; but when the conductor becomes 
. Strongly electrified, it will descend abundantly, and in 
the dark will exhibit the appearance of a shower of 
luminous rain. 


ExpERIMENT IX. 


(312.) Let a piece of sealing-wax be attached to the 
pointed end of a metallic rod ; set fire to the wax, and 
when it is in a state of fusion blow out the flame, and 
present the wax within a few inches of the prime con- 
ductor of the machine. Strongly electrified myriads 
of fine filaments will issue from the wax towards the 
conductor, to which they will adhere, forming a sort of 
net-work resembling wool. This effect is produced by 
the positive electricity of the conductor decomposing 
the natural electricity of the wax ; and the latter being 
a conductor when in a state of fusion, the negative 
electricity is accumulated in the soft part of the wax 
near the conductor, while the positive electricity escapes 
along the metallic rod. The particles of wax thus 
negatively electrified, being attracted by the conductor, 
are drawn into the filaments before mentioned. ( Leit- 
head on Electricity. ) 
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CHAP. XV. 


ON THE ELECTRICITY EVOLVED BY THE FRICTION OF 
WATER AND STEAM AGAINST OTHER BODIES. 


(313.) Onn day in the autumn of 1840, a workman 
at Sighill, near Newcastle, accidentally placed one of 
his hands in a jet of steam, which was issuing from a 
fissure in some cement of chalk and oil placed around 
the safety-valve of a steam-boiler, his other hand being 
at the time adjusting the weight on the lever ; and he 
was greatly surprised at perceiving a spark, and receiv- 
ing a smart electrical shock. Mr. Armstrong, of New- 
castle, a gentleman attached to science, saw in a moment 
that this fact was the first fruits of a new line of re- 
search which was well worthy of pursuit, and he spared 
no pains in following it out. ‘The results of his early 
enquiries appear in the November number of the 
Philosophical Magazine. 

(314.) He found the boiler built in masonry: an- 
tecedently to his arrival, it had been cleaned from a 
deposit of calcareous matter, which had been followed 
by a great reduction of electric effects. About a week 
afterwards the incrustation had been regained, and the 
electric effects were increased. He attached a wire, 
having a metal plate at one end, and a brass ball at the 
other, to an insulating handle ; and on placing the plate 
in a jet of steam, and the ball within a quarter of an 
inch of the boiler, he obtained sixty or seventy sparks 
per minute: he also readily charged a Leyden jar. 
The pressure of the steam at first was 35 lbs. ; and, as 
it diminished, the electric action also diminished. He 
found the electricity of the steam to be positive. He 
could find no indications of electricity about the boiler, 
which was, indeed, in connection with the earth ; and 
this, as we shall presently see (316.), was the reason 
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of its appearing neutral. He tried another boiler at 
Sighill, which, as well as the preceding, was supplied 
with well water, and succeeded in obtaining similar 
effects. On failing to obtain electricity from a third 
boiler, supplied with pure water, he inferred that the 
phenomena were partly due to the nature of the water ; 
which, in the former case, contained sulphate of lime, 
oxide of iron, and insoluble argilaceous matter. Pro- 
fessor Faraday, in a note to the above, conceives that 
the phenomena might be due to an exaltation of the 
known effects of evaporation,— those of which men- 
tion is made hereafter. (Atm. Elec. § 6.) 

(315.) Mr. Armstrong subsequently went through 
a regular series of experiments, in order to determine 
the situation at which the vapour first commenced being 
electrized ; whether it is so in the boiler, or becomes so 
during its passage through the orifice, or only when it 
escapes into the air. Before commencing the experi- 
ments, he blew off some steam through a stop-cock 
close to the boiler, and obtained no electrical effects ; 
which was proof sufficient that they are not due, as 
he at first thought, to the character of the water 
-in the boiler; for, in this case, it was the same well 
water as that previously employed. His arrange- 
ment for determining the locality of electrization was 
this — he affixed to the above mentioned stop-cock 
a glass tube, having a stop-cock at the extremity, 
and another in the interval. On opening all three, the 
intermediate one gave no signs of electricity, whilst the 
upper one was highly positive. Whence it appeared to 
him probable that the electricity was not developed 
until the escape of the vapour into the air. But he felt 
it difficult to account for the absence of negative elec- 
tricity, unless the extreme supposition were taken, that 
the condensation, which takes place in the jet, sets at 
liberty the electricity which the vapour had absorbed 
during its formation. He proved, however, that the va- 
pour, when in the boiler, contained no free electricity, by 
introducing a metal point through the intermediate stop- 
cock, and then closing the latter to prevent the escape 
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of steam; for, under these circumstances, the metal 
gave no electrical indications.* 

(316.) Mr. H. Pattinson describes f the results of 
some experiments he made with locomotive engines on 
the Newcastle and Carlisle Railway, to which he was 
led by Mr. Armstrong’s discovery. In order to collect 
the electricity from the steam, he employed, first, a 
wire terminating in many points; and then a hollow 
truncated zine cone, interlaced with copper wire, and 
furnished with a great number of points. The cone 
was three feet high, and its base three feet in diameter. 
He obtained sparks three or four inches long ; and, by 
the latter of the two arrangements, he increased the 
volume of each spark, but not its length. He succeeded 
in insulating the locomotive on blocks of wood; and 
then was the first to find that, while the steam was 
charged with positive, the boiler was highly charged 
with negative, electricity. The inference he drew from 
his various experiments was the same as that suggested 
in Faraday’s note, viz. that this liberation of elec- 
tricity during vaporization is the same as that with 
which philosophers were already familiar, but on a 
much less extended scale. It appeared to him that the 
electricity was generated at the moment of vaporiza- 
tion ; but he felt that this theory did not account for 
the variations of intensity, and the difference of in- 
tensity observed with boilers under the same pressure. 
He was induced to think it probable that a chemical 
action between the metal and the water exalts the elec- 
trical condition of the newly-formed vapour. In refer- 
ence to this he notices that boilers, having copper tubes, 
give the greatest electrical effects. He concludes with 
remarking how curious a fact it is that locomotive 
machines are transformed into enormous electric ma- 
chines, in which the vapour corresponds to the glass 
plate of a common machine, and the boiler to the 
cushions ; and in this observation he unconsciously. 
publishes the elements of the true theory which, as will 
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be seen in the sequel, was afterwards developed by 
Faraday (338.). 

(317.) Mr. Armstrong, also, on continuing his ex- 
periments, insulated the boiler, and obtained no effects 
until the jet was opened, when the boiler was highly 
negative ; and the positive state of the steam had cer- 
tainly diminished in quantity. He found, also, that 
there was more electricity when the stop-cock was par- 
tially closed than when it was entirely open. He now 
was of opinion that, in proportion as the steam forms 
in the boiler, it absorbs electricity from neighbouring 
bodies, in order to obtain the neutral state; and that 
when, by condensation, this vapour returns to water, 
the electricity thus absorbed becomes free ; and hence 
the positive electricity found in the jet; and that, if 
the boiler is insulated, it, as well as the uncondensed 
vapour contained in it, is negative, provided the vapour 
can escape, but not otherwise; for if the steam is 
retained in the boiler, the evaporation will not be at- 
tended with any increase of volume, and hence absorp- 
tion of electricity cannot take place: whereas, when 
water is converted into vapour, its capacity is so altered, 
that it seemed to him rational to suppose that the quan- 
tity of electricity sufficient for rendering it neutral 
cannot be the same under both forms. He felt one 
serious objection to this theory, in the fact of its as- 
suming that the boiler is negative independently of the 
condensation of the steam; and hence, if the exit of 
the steam be viewed exclusive of its condensation, there 
would be a development of negative electricity without 
an equivalent of positive.* 

(318.) M. Schafthceutl describes experiments T 
which he undertook (on finding scarcely any appreci- 
able signs of electricity from a Perkins’s boiler, under 
a pressure of 40 atmospheres) in order to determine 
whether this neutral effect were due to the absence of 
deposits in the boiler. He is the first to notice that the 
success of the experiments appears essentially to depend 
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on the quantity of water, in very minute division, which 
the steam carries out with it, which favourable circum- 
stance is indicated by a peculiar noise; but he infers 
that the positive electricity is due to the condensation 
of the vapour, and the separation of the resulting 
water, and not to friction. He had suspected friction 
might occur in the bell glass wherein he condensed 
the steam ; he therefore inverted the bell ; and having 
placed some water in it, he allowed the steam to blow 
on the water, where condensation occurred, without 
friction, and electric effects were produced. He found, 
also, that distilled water, solution of common salt, or 
solution of sulphate of lime, under similar circum- 
stances, produced the same amount of electricity. 

(319.) Mr. J. Williams, in the Phil. Mag. for Feb. 
1841, states that in 1838, on observing the repulsive 
character of the particles of steam, he thought them 
electrical ; and that, on insulating the vessel in which 
the steam was formed, he found it decidedly negative 
when steam was blown off at a high pressure. He 
does not appear to have followed out this idea. 

(320.) Pursuing his opinion of the development of 
electricity being due to change of capacity *, Mr. Arm- 
strong examined the condition of jets of air, liberated 
under a high pressure, which he had condensed in a 
strong vessel to the amount of eight atmospheres. He 
found these jets, like those of steam, to be highly posi- 
tive, while the vessel was generally negative, and some- 
times furnished sparks a quarter of an inch long. The 
vessel was occasionally positive; this being the first 
indication of an anomalous effect often manifested in 
future experiments, and ultimately investigated by Fa- 
raday (332.). He succeeded better in cold and moist 
weather than warm and dry; and this tended to 
strengthen his opinion in favour of condensation. 

(321.) M. Peltier gives the following observations t 
on the electricity of evaporation, as illustrating the 
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earlier experiments of Armstrong and of Pattinson. — 
1. If a drop of pure water is placed in a red-hot plati- 
num capsule, it undergoes certain tumultuous and gira- 
tory motions, during which the platinum remains dry : 
it then flattens out, wets the capsule, and is at once 
dissipated in vapour; but no electrical effects take 
place. 2. The same phenomena attend a weak solution 
of common salt, with the exception that it leaves behind 
it an incrustation of salt. 3. But when the incrusta- 
tion is dissolved, by adding a second drop of the solu- 
tion of salt, the water, thus more highly saturated, is 
gradually reduced in quantity ; certain decrepitations 
succeed, attended by saline projections, and simultane- 
ously with them negative electricity is developed. If 
the platinum is now cold enough to allow of being 
wetted, the liquid goes off in vapour, but with no 
electric effect. 4. The same occurs when salts them- 
selves are used instead of solutions. The electricity, 
in these cases, is not produced when the superabundant 
water is being separated ; but, at the moment when a 
chemical decomposition takes place, i. e. when the mole- 
cules of water of crystallization are released from com- 
bination. Whence he inferred that, to produce the 
effects observed by Mr. Armstrong, water, saturated 
to the point of affording a deposit, was necessary ; also 
a high temperature ; and that the electricity increases 
with the deposit, and varies with the temperature. 
He subsequently modified these views ; and in a com- 
munication made to the Philomatic Society, Jan. 2. 
1841, after alluding to the production of electricity 
from the vapour of pure water in a copper boiler, under 
high pressure, which with previous philosophers he 
found positive, while the boiler was negative, he says 
that the quality of the water, the pressure, the form 
and material of the appendage forming the orifice, vary 
the tension and the nature of the electricity. 

- (322.) M. dela Rive was of opinion* that thus far 
the various experiments had by no means established 
the cause whence so abundant a development of the 


* Arch. de l’Elect. t.i. p. 174. 
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electricity of tension originated. Many of the expe- 
riments were in favour of vaporization, and in this 
respect the solution of the question had been approached, 
but not attained. 

(323.) Mr. Armstrong pursued his inquiries, and 
besides confirming the facts relative to condensed air, 
he found that, when the air was dried by the presence 
of potash, almost the same effects occurred ; it is fit to 
mention that the weather at the time was mild and 
damp. (336.) He found, on the other hand, that, if the 
vessel were made very dry by heat, no effects were pro- 
duced. He noticed a peculiar noise attending some of 
the successful experiments, which appeared to cor- 
respond with that heard by Schafthceutl. 

(324.) He had, by this time, at his command a 
boiler (fig.99 a.), constructed for Fig. 99 a. 
the special purpose of investi- 
gation. It was made of gun- 
metal, an alloy of copper and 
tin; was of cylindrical form, 
30 in. by 4 in.; could be used 
with safety to 250 lbs. pressure 
per square inch, and was mounted 
on glass legs. A copper tube, E, 
proceeding from the top of the 
boiler, entered the furnace, and, 
after several coils, emerged late- 
rally, when it was terminated by 
a stop-cock. This tube was for 
drying the steam. It could be — —— 
removed at pleasure. In the course of experiments 
with this instrument, he discovered, with surprise, that 
the steam in some cases was negatively electrised, and 
the boiler positively. The only clue he could then 
obtain towards unravelling this mystery, which so over- 
threw his previous theories, was, that when the tem- 
perature of the upper part of the boiler was very greatly 
elevated, the change occurred ; but he suspected there 
were other causes present. When he allowed the steam 
to escape en masse out of the safety-valve, no electrical 
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effects were obtained. On trying the comparative 
effects of steam at different pressures, with 3 lbs. he 
obtained 5 or 6 sparks per minute; he doubled this 
with 15lbs.; tripled with 50lbs.; quadrupled with 
120 lbs., and not more than quintupled with 250 lbs. 
He does not appear to have been able to classify the 
various anomalies presented by the change of electric 
state; but he remarks that he has often obtained a 
negative jet from the tube, while a positive jet escaped 
from the safety-valve. By allowing the vapour to expand 
without condensing, by means of a hot metal cylinder 
affixed to the tube, he found that the steam, which 
passed on, was as much electrised as before; and 
hence he inferred dilatation was not the cause. Putting 
out of the question other causes, which were not in- 
fluential, there appeared to him nothing left but to 
attribute it to the precipitation of the vapour, and he 
appears to trace the opposite condition of the boiler to 
the influence—the inductive influence apparently —of 
the electricity of the precipitated vapour; but he feels 
the difficulty of his position from the fact, that the 
electricity of the boiler appears altogether independent 
of the proximity of the jet. 

(325.) Finding that the negative tendency of the jet 
increased as the boiler was used, he was induced to 
wash the boiler first with water which did not, then 
with potash which did, restore it to its primitive con~ 
dition. Soda acted like potash: a little nitric acid in 
the water made the vapours negative ; hydrochloric 
had no effect, nor had sulphuric, even when iron filings 
were introduced; lime made the vapour positive ; 
common salt, no effect ; nitrate of copper, negative. 

(326.) The idea now occurred to Mr. Armstrong of 
taking advantage of this new source of electricity in a 
practical point of view, for he conceived that a vaporo- 
electric apparatus might be constructed to supply the 
place of the common machine.* In pursuance of this 
idea he constructed + a boiler of forged iron (fig. 99 b.), 


* Phil. Mag. May and July, 1841. + Phil. Mag. Jan. 1843. 
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three feet long and twelve feet diameter, with a series 
of steam jets at E. The rod BD and the conductor C 


Fig. 99 6. 


were subsequently added* at the suggestion of Captain 
Ibbetson. He had by this time discovered that the 
development of electricity takes place at the moment 
when the steam is subjected to friction, and that hard 
wood was the best material for it to rub against; and he 
also found it necessary that water be mingled with the 
steam in order to produce considerable effects ; but he 
could not trace to friction alone the great developement 
of electricity which here took place, for the apparatus 
was seven times more powerful than a large electrical 
machine, so that it would appear he attributed the 
effects at that time to the joint influence of friction 
and condensation. 

(327.) In the interval between the publication of 
the last letters of Mr. Armstrong, Professor Faraday 
was engaged in a series of researches, the results of 
which clear up many of the difficulties that had here- 
tofore presented themselves. t His generating apparatus 
was an insulated boiler of the capacity of ten gallons, 
and he worked to two-fiths of our atmosphere. 

(328.) At the outset, he satisfied himself that the 
electricity was neither due to evaporation nor conden- 


* Proceed. Elec. Soc. p. 527. 
f Phil. Trans. Part I. 1843, p.17. Read Feb. 2. 
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sation ; for if the valve were taken out, no electricity 
was manifested, though the evaporation was then very 
great: again, if the boiler were excited with resin, 
opening the valve produced no change. Moreover, he 
devised means which will be mentioned presently 
(332—334.), of making the boiler positive, negative, or 
neutral with the same steam, and therefore with the 
same evaporation. 

(329.) Then he HG Se 
proved that steam 
alone is not suf- ae 
ficient... He  at- 
tached to his boiler 
ahorizontal tube, to 
which the “steam- 
globe” (fig.99 c.) 
could be screwed : 
at the further side 
of the globe va- Fig. 99 d. 
rious forms of jet 


could be fixed, as Qa 
(fig. 99 d.), which 
he terms the 


cone apparatus, 
and which is an admirable exciter. The following 


results are highly instructive : — 


—= aE 


“If there be no water in the steam globe, upon opening the steam-cock, 
the first effect is very striking; a good excitement of electricity takes 
place, but it very soon ceases. This is due to water condensed in the 
cold passages, producing excitement by rubbing against them. Thus, if 
the passage be a stop-cock, whilst cold it excites eleetricity with what is 
supposed to be steam only ; but, as soon as it is hot, the electricity ceases 
to be evolved. If, then, whilst the steam is issuing, the cock be cooled by 
an insulated jet of water, it resumes its power. If, on the other hand, it 
be made hot by a spirit-lamp before the steam be let on, then there is no 
first effect. On this principle I have made an exciting passage by sur- 
rounding one part of an exit tube with a little cistern, and putting spirits 
of wine or water into it.”’ (2089). 


(330.) But the particles must be pure water. Dis- 
tilled water in the globe produced the effect: the ad- 


dition of common salt, sulphate of soda, nitre or sul- 
a 3 
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phuric. acid rendered the steam neutral; so did the 
common water of London. Potasn, or any substances 
which gave conducting power to water, destroyed its 
exciting power as effectually as moisture destroys the 
exciting power of flannel. Ammonia, which adds but 
little to the conduction of water, did not destroy the 
power ; but sulphate of ammonia, produced by the further 
addition of a little acid, did. 

(331.) The influence of the rubbed substances he next 
investigated by the successive employment of ‘‘ cones of 
various substances, either insulated or not ; and the fol- 
lowing, namely, brass, box-wood, beech-wood, ivory, 
linen, kerseymere, white silk, sulphur, caoutchouc, oiled 
silk, japanned leather, melted caoutchouc, and resin, all 
become negative, causing the stream of steam and water 
to become positive.” The rubbed substances were like- 
wise examined by placing them on insulating handles, 
and holding them in the jet. Of thirty substances thus 
tried, ali were rendered negative though not in the same 
degree ; for instance, “ quill and ivory had very feeble 
powers of exciting electricity as compared to other 
bodies.” 

(332.) Mr. Faraday then alludes to the almost neu- 
tral effect of some bodies, especially ivory, already men- 
tioned, and shows how it enabled him to test the series 
of substances by furnishing him with a neutral jet. He 
then adverts to effects produced by a positive jet, 
‘* which, if not understood, would lead to great con- 
fusion’’—that a wire gauze, for instance, when in the 
jet near the ewit, is rendered negative ; because, as he 
explains, under such circumstances it is forcibly rubbed 
by the issuing stream ; but if further removed, it is made 
positive, acting then only as a collector from the already 
excited stream; there is also a neutral point. These 
double effects do not occur with a neutral stream from 
an ivory jet. 

(333.) He adds— 


** With dilute sulphuric acid in the steam-globe, varying from extreme 
weakness to considerable sourness, J used tubes and cones of zinc, but 


CHAP, XV. ELECTRICITY EVOLVED BY STEAM. 87 


could obtain no trace of electricity. Chemical action, therefore, appears 
to have nothing to do with the excitement of electricity by a current of 
steam,”’ (2106.) 

The remarkable circumstance of water being positive 
to so many bodies, is then noticed ; as also the proba- 
bility that it may “find its place above all other sub- 
stances, even cat's hair and oxalate of lime.” 

(334.) The effect of oil of turpentine in producing 
negative electricity in the steam, and positive in the 
boiler, is next described. ‘“‘ Hog’s lard, bee's wax, castor- 
oil, resin applied dissolved in alcohol, these, with olive 
oil, oil of turpentine, and oil of laurel, all rendered the 
boiler positive, and the issuing steam negative.” Some 
substances give variable results; but it is easy to com- 
prehend that, according as a substance may adhere to 
the body rubbed, or be carried off by the passing stream, 
exchanging its mechanical action from rubbed to rubber, 
it would give rise to variable effects. These effects of 
oil involve the necessity of attention being paid to the 
condition of the screws connected with the various pas- 
sages ; for the unsuspected presence of a little oil may 
mar the effect of every arrangement ; and perhaps some 
such influence may have been present to produce a few 
of the contradictory results we have noticed. 

The author then goes on to explain how the introduc- 
tion of oil virtually converts the watery globules, so far 
as their rubbing surface is concerned, into oil globules, 
by forming a film on their surface ; and this, too, ex- 
plains the “ fact, that alkalined water, having no power 
of itself, should deeply injure the power of olive oil or 
resin, and hardly touch that of oil of turpentine ; for 
the olive oil or resin would no longer form a film over 
it, but dissolve in it; on the contrary, the oil of turpen- 
tine would form its film.” 

(335.) Conceiving thus that steam, as such, was 
merely the mechanical agent to carry onward the rub- 
bing particles, Mr. Faraday proceeded to experiment 
with compressed air, condensed into a strong copper box, 
which had been previously carefully cleaned from all 
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traces of oil by caustic potash: the average quantity of 
air which could be issued at each blast was 150 cubic 
inches. When common undried air was used, it rendered 
the cone negative, exactly as the steam and water had 
done. 


* This,”’ as the author expresses it, “‘ I attribute to the particles of water 
suddenly condensed from the expanding and cooled air rubbing against 
the metal or wocd: such particles were very visible in the mist that ap- 
peared, and also by their effect of moistening the surface of the wood and 
metal. The electricity, here excited, is quite consistent with that evolved 
by steam and water; but the idea of that being due to evaporation is in 
striking contrast with the actual condensation here.” (2130.) 

(336.) When the same experiments were repeated 
with dry air (dried by having placed potassa fusa in the 
box), it was found quite incapable of exciting electricity, 
precisely as had been proved to be the case with dry 
steam. The introduction of water, saline, or acid solu- 
tions, or the oils, in the course of the stream of common 
air, produced exactly the same effects “ as if these sub- 
stances had been carried forward in their course by 
steam.” 

(337.) A few experiments were tried, in conclusion, 
with the air current and dry powders. The results were 
somewhat irregular from the very nature of the rubbing 
materials, for in some cases they adhered to the cones 
and became the rubbed. 

(338.) The memoir is terminated with the following 
deduction : — 


** Finally, I may say that the cause of the evolution of electricity by the 
liberation of confined steam is not evaporation; and further, being, I 
believe, friction, it has no effect in producing, and is not connected with 
the general electricity of the atmosphere : also, that as far as I have been 
able to proceed, pure gases, 7. e. gases not mingled with solid or liquid 
particles, do not excite electricity by friction against solid or liquid 
substances.”’ s 

(339.) Several of the elements of this theory, as our 
readers have seen, had presented themselves to other phi- 
losophers ; but until Mr. Faraday had investigated the 
subject, their connection had not been clearly developed, 
nor had those actions, which have no influence in the ul- 
timate effect, been distinctly defined. 
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(340.) In the month of July, subsequent to the read- 
ing of this memoir, Mr. Addams illustrated the subject, 
before the members of the United Service Institution, by 
means of a boiler constructed for the lecture-room, which 
was heated by iron cylinders contained in tubes passing 
through the water. Without dwelling on the power of 
that instrument, we will conclude this chapter by a de- 
scription of one on a gigantic scale constructed, by Wat- 
son and Lambert of Newcastle, for the directors of the 
Royal Polytechnic Institution, and just erected in the 
large lecture-theatre of their establishment ; and to which 
Mr. Armstrong has given the name “ Hydro-Electric 
Machine,” in compliment to Professor Faraday, who has 
furnished so clear a demonstration of the influence of 
watery particles in producing the effect.* 


ARMSTRONG’S HYDRO-ELECTRIC MACHINE. % 


(341.) Fig. 99 e. represents the machine. A is a cylin- 
drical tubular boiler of rolled iron-plate ; its extreme 
length is seven feet six inches, one foot of which is oc- 
cupied by the smoke chamber, making the actual length 
of the boiler six and a half feet: its diameter is three 
and a half feet. The furnace B and the ash-hole C 
are contained within the boiler, and are furnished with 
a metal screen to be applied for the purpose of exclud- 
ing the light during the progress of one class of experi- 
ments. D is the water guage. E the feed valve. FF 
two tubes leading from the valves II to the two tubes 
GG. HH are forty-six bent iron tubes, terminating in 
jets ; either half, or the whole, of which may be opened 
by means of the levers K K. L is a valve for liberating 
steam during the existence of the maximum pressure. 
M is the safety valve ; N is a cap covering a jet, that is 
employed for illustrating a certain mechanical action of 
a jet of steam. OO, &c., are six stout pillars of green 
bottle glass, by means of which the boiler is insulated at 
three feet from the ground. P is the first portion of the 

* Phil. Mag. Sept. 1843. 
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funnel, Q the second portion, which slides into itself by 
a telescope joint, so that the boiler may be insulated 
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case, furnished with four rows of points, which is placed 
in front of the jets in order to collect the electricity from 
the ejected vapour, and thus prevent its returning to 
restore the equilibrium of the boiler. When a great quan- 
tity of electricity is required, the case is brought within 
a few inches of the jets ; when long sparks are needed, 
it is moved to a distance of about two feet. The max- 
imum pressure at the commencement of experiments is 
ninety pounds, which gradually gets reduced to forty 
or lower. | 

[ (342.) The portion of the apparatus, which is pecu- 
liarly connected with the generation of electricity, is the 
series of bent tubes with their attached jets. Mr. Arm- 
strong very kindly superintended the structure of the 
boiler, and made repeated experiments in order to deter- 
mine the most favourable conditions for obtaining the 
maximum effect. He had seen, with Professor Fara- 
day, that moist steam is absolutely essential to the deve- 
lopment of electricity ; and, as high pressure steam is 
dry in the jet, which proceeds directly from the boiler, 
he has found a means of obtaining just sufficient conden- 
sation for the object in view, by interposing the bent 
tubes, H, between the boiler and the jets, where Fara~ 
day placed the “steam globe.” For causes which are 
not at present apparent, he found that tubes of lead or 
tin were far less efficient than those of iron. The form 
and material of the jet exercise very great influence over 
the results. He has found partridge wood superior to 
any other material. The wood is formed into hollow | 
cylinders, which are contained within an iron case, as 
in the annexed figure (fig. 100.). By this contrivance, 
Mr. Armstrong is of 
opinion, that a greater 
amount of friction a- 
gainst the inner sides 
of the cylinder is ob- 
tained. The particles 
of water may be thus 
regarded as the glass plate of an electric machine, to 
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partridge wood as the rubber, and the steam as the 
rubbing-power. | 

[(343.) The electricity produced by this engine is not 
so remarkable for its high intensity, as for its enormous 
quantity. The maximum spark obtained by Mr. Arm- 
strong, in the open air, was twenty-two inches ; the ex- 
treme length, under present circumstances, has been 
twelve or fourteen inches ; but the large battery, expos- 
ing nearly eighty feet of coated glass, which, under fa- 
vourable circumstances, was charged by the large plate 
machine seven feet in diameter, in about fifty seconds, is 
commonly charged by the hydro-electric machine in eight 
or ten seconds ; and, on one occasion, was several times 
charged in three and a half.seconds. The sparks which 
pass between the boiler and a conductor, are exceedingly 
dense in appearance. Their quick succession gives 
them more the character of the galvanic flame ; indeed, 
they produce analogous effects ; for instance, they not 
only inflame gunpowder by their direct action, but even 
ignite paper and wood-shavings, which never before oc- 
curred with the electricity of tension. Chemical decom- 
positions also are much more readily effected by elec. 
tricity of tension from this source than by that from any 
other. A series of electrolytic effects are given in the 
September number (1843.) of the Philosophical Maga- 
zine, to which we refer. The current, when passed 
through a galvanometer, caused the astatic needle to 
oscillate between twenty and thirty degrees; it also 
formed an electro-magnet, which deflected a needle. | 

[ (344.) The situation of this engine, in the same room 
with the colossal electrical machine (having a plate seven 
feet diameter, rotated by steam power), furnished a very 
favourable opportunity, not merely of contrasting the 
effects of the two, but of employing them simultaneously. 
On placing the large battery on an insulating stool, be- 
tween the prime conductor and the boiler, and connect- 
ing the inner coating with the former and the outer 
with the latter, we several times failed in communicat- 
ing a charge: on reversing connections, it was accom- 
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plished more readily, but in far longer time than would 
have been required by the boiler alone. Again, when 
the aurora, obtained by passing the electricity from the 
prime conductor through an exhausted tube four or five 
feet in length, was contrasted with that produced from 
the electricity of the boiler passing through the same 
tube, the latter was by many degrees more brilliant ; 
but when the boiler was connected with one end of the 
tube, as it stood on an insulating stool, and the prime 
conductor with the other, the brilliancy greatly dimi- 
nished. The first crude idea seemed to be that, if the 
earth in its normal condition could supply to the boiler 
electricity equivalent to the production of a certain effect 
in a certain time, the prime conductor in its positively 
charged state would produce a greater effect. But more 
mature reflection soon connected the fact of actual di- 
minution of effect with the known laws; for, as the 
maximum supply of positive electricity which the con- 
ductor could furnish was at most not a fourth of that 
required by the negative boiler, and as the supply from 
the earth was unlimited, the whole equilibrium was re- 
stored in the one case, and only a portion of it in the 
other. * | 

[(345.) Electrical developements, somewhat analogous 
to these, have lately been obtained by Dr. Elice, by 
firing a gun against the collecting plate of a condenser, 
or against discs of pewter, tin, glass, resin, wood, paper, 
&c.; in all cases, he found the body, against which he 
fired, positively electrized. He detected electricity in 
the gun itself, but not to any extent. He obtained 
similar effects from the discharge of an air-gun, the 
discs being, as before, positive. But no electricity was 
evolved from the mere burning of gunpowder on the 
plate of the electroscope. These effects are evident 
illustrations of the friction of watery particles against 
other bodies, and are strong confirmations of the accu- 
racy of Mr. Faraday’s views. | 


* Abstract from Elect. Mag. No.2. Oct. 1843. 
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ATMOSPHERIC ELECTRICITY: 
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CHAPTER I. 


ON THE ELECTRICITY OF THE ATMOSPHERE IN CLEAR 
WEATHER. 


(1.) Amone the innumerable relations of the electric 
fluid with the phenomena of nature, there are none which 
present so many circumstances of general interest as its 
connection with the various states and appearances of 
the atmosphere. Indeed, it were difficult to name any 
atmospheric change which is not directly or indirectly 
connected with electric agency. It is true that these 
phenomena, fugitive and transitory as most of them 
are, have not been, in every case, traced to their causes ; 
that the relation of many of them to the agency of 
electricity is rendered probable from general appear- 
ances, rather than distinctly and satisfactorily demon- 
strated ; that some of them, which are evidently of 
electric origin, nevertheless have not been explained by 
or reduced to any of the known laws which govern that 
physical agent ; — still, there is much that falls under 
the general principles of electrical science ; and those 
phenomena which remain without any, or without satis- 
factory explanation, require to be stated, that those 
who pursue this part of physical science, with the view 
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to extend its limits, may be guided to the proper sub- 
jects of observation and investigation. 

We shall first, then, state generally the apparatus 
used for observing the electric state of the air, and shall 
next proceed to explain the results at which those phi- 
losophers have arrived whose attention has been directed 
to atmospheric electricity. 


{. Apparatus for observing the Electricity of the 
Atmosphere. 


(2.) To construct a stationary apparatus for ob- 
serving the electric state of the air, let a rod of iron, 
from twenty to twenty-five feet in length, be erected at 
the top of the building in which the observatory is 
placed, and let it be carefully insulated at the points 
where it meets the roof and other parts of the building. 
The lower parts of this rod should be in metallic com- 
munication with an electroscope placed in the observa- 
tory, by means of a chain or bar capable of being 
removed at pleasure. A moveable communication should 
also be provided between the pointed rod and a me- 
tallic bar continued to the ground, so that in cases of 
thunder storms, or at any other time when the elec- 
tricity of the air is so strong as to be attended with 
danger, it may be allowed to escape to the earth by 
putting the pointed rod in communication with this 
conductor. If it be desired to observe the electric state 
of the air when it is strongly charged, the bar connecting 
the pointed rod with the conductcr may be brought so 
near the latter as to allow the chief part of the electricity 
to pass through it to the ground; and, at the same time, 
the connection of the electroscope with the pointed rod 
being preserved, a sufficient quantity of electricity will 
affect it to indicate the species of electricity with which 
the air is charged.* 


* For a detailed account of an apparatus of this kind, see Read, Phil. 
Trans. 1792. 
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(3.) For occasional observations a convenient and 
portable apparatus may be formed with a common fish- 
ing-rod, which is divided into several pieces capable of 
being united at pleasure, so as to form a single rod of 
considerable length. To the extreme piece of this let 
a rod of glass, terminated by a fine metallic point, be 
attached ; a metallic wire attached to this point is car- 
ried to the electroscope, which will thus receive the elec- 
tricity collected by the the point of the rod. This rod 
may be elevated in any situation in which it is desired 
to examine the electric state of the air. 

(4.) Various forms of electroscopes, some of which 
have been already described in Book I. Ch. XI., are used 
to observe atmospheric electricity. Saussure used two 
fine metallic wires, each having a small pith ball sus- 
pended at its lower extremity, and having its upper end 
attached to a rod of metal inserted in the top of a square 
tube of glass about two inches in the side. The two 
balls were suspended in contact in the interior of this 
tube, and the extent of their divergence was measured 
by a scale drawn on one of. the sides of the tube. To 
the upper extremity of the rod supporting the wires was 
screwed a pointed conductor, composed of three parts fit- 
ting into each other, each measuring from three to four 
inches in length. This conductor, being elevated in the 
air, collected the electricity. To preserve the electro- 
scope from the effect of the weather, a brass cap was 
provided, which was screwed upon the rod supporting 
the wires at the foot of the conductor. 

This apparatus is usually affected sensibly by the 
electricity of the air, when raised in the atmosphere te 
the height of ten or twelve feet above the head of the 
observer. In order to compare numerically the in- 
tensity of the electricity which produces different de- 
grees of divergence of the wires, Saussure adopted the 
following ingenious method. Having constructed two 
electroscopes as similar to each other in all respects as 
possible, and removed the conductors from them, he 
electrified one of them so as to produce a certain 
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divergence, six lines for example, of the balls. He 
then brought into contact the metal rods of the two 
instruments, so as to share equally between them the 
electricity with which the first was charged. The di- 
vergence was now reduced to four lines. Hence electric 
charges in the ratio of 1 to 2, corresponded to diverg- 
ences of the balls in the ratio of 2 to 3. The second 
electrometer being discharged and again put in com- 
munication with the first, the remaining charge of the 
latter was again shared equally between them, so that 
the first remained charged with only a fourth of its 
original electricity. The separation of the balls was 
now found to be 2°8 lines. By continuing this process, 
a table was constructed by which the ratio of the inten- 
sities of the electricity could always be approximatively 
inferred from the extent to which the balls were sepa- 
rated. It is evident that such a table will not be the 
same for all electroscopes. Each observer must, there- 
fore, construct, from immediate observation, a table 
suitable to the individual electroscope which he uses. 

Volta used, for a like purpose, an apparatus similar 
to that of Saussure, but adopted the straw electroscope. 
He assumed that the angles of divergence of the blades 
of straw within the limits of 26° are sensibly propor- 
tional to the intensities of the electric charges, and that, 
provided the blades exceed an inch or two in length, 
the results are not affected by any small variation of 
length. It is safer, however, to construct a table ac- 
cording to the method explained above, whatever be the 
form of the electroscope. 

To augment the sensibility of the instrument, Volta 
also fixed a lamp to the point of the conductor (Introd. 
99.), and interposed a condenser between the con- 
ductor and the electroscope. Both of these expedients, 
however, render the indications of the instrument un- 
certain. In the process of combustion electricity will 

e liberated, the effects of which will combine with that 
of the atmosphere in affecting the electroscope ; and 
unless the plates of the condenser be formed of gold or 
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platinum, or be coated with these metals, their oxidation 
by the deposition of moisture upon them would produce 
disturbing effects. 

(5.) In some cases, the multiplier or galvanometer 
is advantageously applicable for meteorological purposes. 
Since, however, the electric current transmitted through 
it in such applications has greater intensity than that 
which is produced in voltaic arrangements, greater pre- 
cautions must be taken to insulate the wire. For this 
purpose the Wire, wrapped in the usual manner with 
silk, may be immersed in a concentrated solution of 
gum lac in alcohol. When well coated with this varnish, 
the electricity will not escape from one convolution to 
another. These instruments will be more fully explained 
hereafter. 

In the application of the multiplier to detect the elec- 
tricity of the air, one extremity of the wire is attached 
to the foot of a pointed insulated conductor elevated to 
the proper height in the atmosphere, and the other ex- 
tremity communicates with the ground. The air and 
the earth being in opposite electrical states, a current 
will pass through the wire, the intensity of which will 
be indicated: in the usual manner by the deviation of the 
magnetic needle. 


Il. Of the ordinary State of the Atmosphere. 


(6.) One of the earliest results of the observation 
of the electrical state of the air was the discovery of the 
fact, that, in clear weather, when the natural state of the 
atmosphere is undisturbed by clouds, it is always charged 
with positive electricity, and the surface of the earth is, 
on the contrary, charged with negative electricity. 

Volta explained this fact, by stating that in the evapo- 
ration of water the natural electricity of the liquid is de- 
composed, the positive fluid escaping with the vapour, and 
the negative fluid remaining on the vessel in which the 
liquid is evaporated ; and, this process going on upon a 
large scale in the oceans, seas, and other large collections 
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[of water, might charge the atmosphere with free posi- 
tive electricity. But we have seen from Peltier’s expe- 
riment, that mere evaporation without chemical de- 
composition is not enough; we have seen, too, from 
Armstrong's and Faraday’sexperiments,that mere evapo- 
ration without friction is not enough ; we are hence led 
to modify our views, and consider how far chemical effects 
and friction can be included as operating causes in the 
electrization of the atmosphere.] 

[(7.) It is certain that such essential * chemical effects, 
as the liberation of particles of water of crystallisation 
from combination with salts, do not exist in the evapo- 
rations to which common consent has ascribed the elec~ 
tricity of the atmosphere, and philosophers have felt 
that the cause here assigned is inadequate to the effect. 
If they tacitly accept the theory, it is rather for want 
of a better, than from any feeling of conviction. They 
cannot imagine the connecting links between its assumed 
chemical origin and its ultimate conversion into the 
lightning-flash. | 

[(8.) As the friction of watery particles is a dis- 
covery only just matured, the idea has not yet occurred 
of including it in the investigation of atmospheric elec- 
tricity. Though the present state of our knowledge 
does not justify us to hazard an answer, yet we are 
called on to propose the question — Do the watery 
particles with which the atmosphere is charged acquire 
positive electricity as they are rubbed by the wind 
against the earth, and all it sustains, as hills, rocks, 
trees, &c., in the same manner asthe stream of steam 
and water becomes positive by rubbing against the jet? 
If so, what connection may not be traced between the 
hurricane winds of the tropics and the prevailing light- 
ning storms with which those regions abound? Does 
the friction together of two currents of air, charged to 
different degrees with moisture, develope the two elec- 
trical states ? ] 


* Vide chap. xv. s. 321. 
H 2 
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[Throwing out these hints, we come to consider the 
actual conditions presented by the atmosphere. The 
first fact which presents itself, is the extreme irregu- 
larity in the distribution of the electricity: and this 
would necessarily ensue from either theory ; for 
local variation is an essential element in any view which 
we may be induced to adopt. Each theory includes 
evaporation, either as producing the electricity, or as 
providing the rubbing particles ; so that, in the sequel, 
we may safely adopt the current language, without 
pledging ourselves against conviction to either theory, 
in the present undecided state of the question. | 

(8.) If the evaporation or other processes by which 
positive electricity is supplied to the atmosphere were 
uniform over the surface of the globe, the spherical 
shell of air by which the globe is enclosed would 
be uniformly charged with positive electricity, and, 
being a non-conductor, it would be related to the crust 
of the globe on which it rests in the same manner as 
the cake of an electrophorus is related to the metallic 
disc in contact with it. The positive electricity of the 
atmosphere will then act by induction on the natural 
electricities of the superior parts of the earth ; and, if 
we suppose them to possess conducting power in the 
same degree throughout the surface, the positive fluid re- 
sulting from the decomposition would be driven down- 
wards, while the negative fluid would be drawn towards 
the surface, and would augment the intensity of the 
negative fluid already collected there from other causes. 

Thus, the atmosphere over different parts of the 
surface of the earth will receive different quantities of 
electricity; and, since air is a non-conductor, the in- 
equality of the electric state thus produced will continue, 


except so far as it may be modified by the effects of 
atmospheric currents. 


Ill. Diurnal Variation of the Electricity. 


(9.) The electric state of the air depending then 
on the results of the evaporation of water on the 
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surface, that state may naturally be expected to be 
subject to periodical changes corresponding in some 
definite manner to the changes incidental to the process 
of general evaporation ; and, as these latter changes must 
be related to the influence of the sun on the atmosphere, 
a series of vicissitudes in the electricity of the air may 
be looked for, having some correspondence with the 
rising and setting of the sun and the epochs of noon 
and midnight. Observation accordingly sanctions this 
anticipation. 

If the electricity of the air be examined by proper 
electroscopic instruments at and immediately after mid- 
night, its intensity will be found to be gradually de- 
creasing ; and this decrease will continue till a little 
before sunrise, when the intensity, becoming stationary 
for a short time, will afterwards begin to increase at a 
slow rate. This increase will continue, becoming more 
rapid for some hours after sunrise, when it will attain a 
maximum ; after which it will again decrease, at first 
slowly, and afterwards more rapidly. This gradual 
decrease will continue for some time after the sun 
passes the meridian, when it will cease, the electrical 
intensity again attaining a minimum. It will then 
begin to increase, at first slowly and afterwards more 
rapidly, until it attains another maximum some time 
after sunset. It will then begin to decrease, and con- 
tinue to decrease until midnight. 

(10.) If the line MN M (fig. 101.) be imagined 


Fig. 101. 


M v ak A N @ $s Ay M 


to represent the interval of time between midnight and 

midnight, its middle point, N, representing the inter- 

mediate noon, and the other points the various hours 

before and after noon; and if from each point, such as 
be are 
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P, a perpendicular be drawn representing the intensity 
of the atmospheric electricity at the hour corresponding 
to P, a curve would be formed, the distances of which 
from the line MNM would represent the electric 
state of the atmosphere. 

The undulating line XbBOD’ B’X then represents, in 
its general character, the diurnal variation of the elec- 
tricity of the atmosphere when the weather is clear and 
no extraordinary disturbing influence intervenes to mo- 
dify the common effects. The points a and a’ represent 
the times of the morning and evening minima, and the 
perpendiculars ab and a’b’ the values of these minima ; 
and the points A and A’ represent the morning and 
evening maxima, and the perpendiculars A B and A’ B’ 
the values of these maxima. 

(11.) If, throughout the same parallel of latitude, 
no disturbing cause be supposed to be in operation, and 
the production of electricity in the same position of 
the sun be every where the same, the state of the 
electricity of the air around the parallel may be repre- 
sented in a similar way. Let EN W M (fig. 102.) re- 

Fig. 102. present the parallel; EN W the 
enlightened, and EM W the dark 
part; CS the direction of the 
meridian passing through the sun. 

At the point N the time will 
be noon, and at M it will be mid- 
night ; at E it will be sunset, and 
at W sunrise. The point a re- 
presents the place where the elec- 
tricity is at the morning minimum, 
and a’ where it is at the evening 
minimum. In like manner, A and 
A’ represent the places where the 
electricity is at the morning and 
evening maximum. The curve of 
electric intensity has therefore the form of an oval; the 
longer axis, B B’, being inclined at a small angle to the 
direction of the sun ; and the lesser axis, aa’, being at 
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right angles toit. As the position of the sun is gradually 
changed by its apparent motion from east to west, 
these axes of the oval follow it, always keeping the 
same relative position with respect to it in the absence 
of disturbing causes. 

(12.) The first philosopher who presented a com- 
plete and connected series of observations on the elec- 
tricity of the air was ScuusBierR; who observed at 
Stuttgard, and published his observations, taken at va- 
rious hours, daily, from May 1811 to June 1812. As 
an example of the actual succession of changes exhi- 
bited in a single day, the following table of the observ- 
ations taken on the 11th of May, 1811, will serve. 


Hour Electrometer. | Hygrometer. | Thermometer. | Weather. 

4 Aa.M. 8 3 

Bs mais es ae it Be Revectly clear pote a 

6 8 87 10°5 I ort time the eee 

7 11 86 12°1 ecame vaporous, and 

8 12 84. 13°5 dew began to fall. 

9 10 76 ; 15°5 | 
10 8 70 17:0 The heavens clear to 
12 7f 63 20°1 the horizon ; the tint 

22. M. 63 61 21°6 of the firmament a 

4 55 60 21°35 pure blue. 

5 5 62 20:9 

6 6 Ue 200 Vapours begin to be; 

ve 8 72 17°5 5 

ge 19 83 15°5 formed, and dew falls. | 

4 | 8 86 1 
104 7 88 isi Heavens perfectly clear.) 
3) 63 88 1 


IV. Annual Variation of the Electricity. 


(13.) As the diurnal change in the position of the 
sun, relatively to a given place, produces a periodical 
variation in the electric state of the air, the change of 
its declination, from month to month, may be expected 
to be followed by some corresponding periodical effect 
on the mean amount of the maxima and minima values 
of the electricity. On comparing the mean values from 
month to month, it is accordingly found that the values 

H 4& 
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of the two daily maxima and minima undergo a pro- 
gressive decrease’ from January to July, and a pro- 
gressive increase from July to January. It is found, 
also, that during the winter the electricity of the air 
increases as the thermometer falls. 

On comparing the mean values of the maxima and 
minima throughout the year, it is found that the 
morning values of each are a little less than the evening 
values. 

The hours at which the electricity attains its maxima 
and minima values are, likewise, subject to variation 
from month to month. The hour of the morning mi- 
nimum and maximum continually advances towards 
noon from winter to summer, and undergoes the con- 
trary change in the latter part of the year. 

The observations of ScuuBusEr indicate that the hour 
of the evening minimum is invariable. From June 1811 
to June 1812, it took place at Stuttgard always at 
2p.m. The hour of the second maximum also gra- 
dually approached nearer to noon from summer to 
winter, and receded from. it again from winter to 
summer. 

(14.) The series of observations on the diurnal 
changes of atmospheric electricity which ScuuBLEeR 
made in 1811-12, were repeated by M. Arago at 
Paris in 1830, who obtained similar results. Thus, in 
the month of March 1811, Scnusier found that the 
mean time of the morning maximum was 8 h. 30m. ; 
and M. Araco found the mean time for the same 
month, 8 h. 48 m. 


V. Local Variations of the Electricity. 


(15.) In all the preceding observations, the sources 
which supply positive electricity to the air are sup- 
posed to be uniformly distributed on the surface of the 
earth, A great variety of local causes, however, in- 
terrupt this uniformity. Saussure’s observations show 
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that the positive electricity of the air has greatest in- 
tensity in the most elevated places, and in those which 
are best insulated. In the interior of buildings, under 
trees, in the streets, courts, and other enclosed and 
sheltered parts of towns, no free electricity is found in 
the air. In the midst of squares and other open spaces 
in cities, on the quays, but more especially on bridges, 
it is even more intense than in an open flat country. 
In particular localities, such as Geneva, where fogs 
prevail which lie low and are not converted into rain, 
the positive electricity of the air is most intense. 

(16.) Although the general correspondence be- 
tween the diurnal and annual variations of the normal 
electric state of the air indicates, unequivocally, its de- 
pendence on the variation of the sun’s declination, and 
the diurnal motion of that body, and the local variations 
accord with the hypothesis that evaporation is the chief 
source of the electricity of the air, still no complete 
and satisfactory explanation has yet been proposed for 
the diurnal and annual electric periods. 

(17.) Schubler observed that some correspondence 
may be perceived between the diurnal variation of the 
‘ magnetic needle, and the diurnal variation of the elec- 
tricity of the air; and that if such correspondence be 
admitted, it would follow that both these phenomena 
must be ascribed to the same cause. But this corre- 
spondence is far from being so exact as to justify even 
a probable conjecture as to their identity of cause. The 
maximum yariation of the needle east takes place at 
half-past eight in the forenoon, from which time till a 
quarter past one in the afternoon it turns gradually 
round towards the west, attaining its maximum western 
variation at the latter hour. From that time till half- 
past eight the following morning, it returns gradually 
eastward. The times of greatest eastward and west- 
ward variation correspond nearly to the times of the 
morning maximum and evening minimum ; but there 
are no effects exhibited by the needle corresponding to 
the other maximum and minimum. 


106 ATMOSPHERIC ELECTRICITY. BOOK II. 


(18.) Becquerel proposes the following explanation 
of the diurnal variation of the electricity of the air. 
Towards the morning the electricity ought to have a 
feeble intensity, because the humidity of the evening 
and night has restored to the earth a part of the 
electricity which had been accumulated in the air. 
When the sun at its rising begins to warm the earth, 
evaporation is promoted, and positive electricity sup- 
plied to the air. Hence, after sunrise, for some hours 
the intensity of the electricity of the air will be aug- 
mented. When the sun has attained a certain elevation, 
and the heat has increased, the air is dried, and trans- 
mits with less facility the electric fluid accumulated in 
the higher regions of the air ; electrometric instruments, 
therefore, placed near the surface of the earth, will in- 
dicate a diminution of electricity, even though the elec- 
tric fluid should continue to be augmented in the higher 
parts of the air. As sunset approaches the air is cooled, 
becomes humid, and begins to transmit the electric 
fluid, accumulated in the higher regions, more abun- 
dantiy to the earth. The electric intensity would, there- 
fore, increase with the humidity and the dew until two 
or three hours after sunset. Finally, when the air 
begins to be exhausted the electricity again diminishes, 
and continues to decrease till the next morning. Ac- 
cording to the same principles, the annual variation of 
the electricity is explained. In clear weather the mean 
intensity of the electricity of the air will be much less 
in summer than in winter ; for the air in summer, being 
warm and dry, resists more strongly the transmission 
of the electric fluid accumulated in the higher regions 
of the atmosphere, while in winter the air, being more 
humid, produces a contrary effect. 


VI. Distribution of Electricity of the Air. 


(19.) Although the negative electricity of the sur- 
face of the globe be a consequence of the ascertained 
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fact, that positive electricity is supplied by it to the 
air, it is necessary, nevertheless, that it be ascertained 
by immediate observation, This has accordingly been 
done by different observers, at different times and in 
different places. Among the more recent observations 
of this kind, are those of M. Peltier. To ascertain the 
electricity of the ground, this philosopher used a multi- 
plier, placing one extremity of the platinum wire in a 
humid part of the soil, and attaching the other end toa 
pointed metallic conductor raised in the air. When the 
air was sufficiently humid to give it a conducting power, 
a current was established through the wire, by which 
the needle was sensibly affected ; and the deflection of 
the needle proved that the negative current came from 
the ground, and the positive from the air. 

(20.) The negative electricity of the ground, and 
the positive electricity of the stratum of air contiguous 
to it, have a continual tendency to recombine and neu- 
tralise each other. From this cause the lowest stratum 
of air in clear weather, apart from disturbing causes, is 
found to be in its natural state. This effect extends to 
the height of three or four feet from the ground, above 
which height the positive electricity begins to be per- 
ceivable, and increases in its intensity in ascending, ac- 
cording to some definite law, which observation has not 
yet disclosed. 

(21.) To ascertain the increase of electricity in 
the ascending strata of air, Becquerel and Breschet 
made some experiments on the Great Saint Bernard, 
according to a method suggested by Saussure. ‘These 
electricians, selecting a convenient platform of ground 
near the monastery, extended upon it a piece of gummed 
sarcenet, about ten feet long and seven feet wide, upon 
which they unrolled a silk cord interlaced with metallic 
wire, measuring about 250 feet in length. They attached 
one end of this cord to the hook or rod which com- 
municated with the straws of an electrometer, by means 
of a loose knot,in such a manner that, when drawn 
upwards, it would be detached from the electrometer 
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without disturbing the instrument. The other extre- 
mity of the cord was tied to the tail of an iron arrow, 
which was projected upwards by means of a bow with 
such a force that, attaining a height of more than 250 
feet, it detached the lower end of the cord from the 
electrometer. As the arrow ascended, the electrometer 
showed a gradually increasing divergence, which soon 
became so considerable that the straws struck the sides 
of the case enclosing them. When the cord was de- 
tached, the instrument retained the electricity it had re- 
ceived, which, on examination, proved to be positive. 

Hence it appears that from three feet above the 
ground to the height of 250 feet, the air is charged 
with positive electricity, constantly increasing in in- 
tensity ; at least in localities like that in which this 
experiment was made. 

Lest it might be supposed that the electricity ob- 
tained was produced by the friction of the arrow against 
the air, the experiment was repeated, projecting the 
arrow horizontally at the height of three feet from the 
ground. In this case no effect was produced on the 
electrometer. 

(22.) Brcevrrrn made experiments with a like 
object in clear weather, on the summit of the rock called 
Sanadoire, near the Mont-d’ Or. This summit, separ- 
ated from the surrounding mountains, is terminated 
by a platform of the extent of several square yards at 
the height of about 4600 feet above the level of the 
sea. The electrometer of Saussure was surmounted by 
a pointed conductor about twenty inches long. A 
divergence of the straws, amounting to an eighth of an 
inch, was produced when the apparatus was raised 
about three feet above the head. The divergence was 
doubled when a wire attached to the electrometer was 
projected upwards by means of a stone to the height of 
about thirteen feet, and when projected to greater 
heights the divergence continued to augment. 

When the apparatus, elevated to a certain height 
above the head, and showing a certain divergence, was 
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carried down the side of the hill, the divergence gra- 
dually diminished, and disappeared altogether before 
attaining the foot of the hill. 

(23.) In the ascent made in a balloon by MM. 
Gay-Lussac and Bror, the increase of positive electri- 
city in the ascending strata of air was also rendered 
manifest. These philosophers attached a metallic ball 
to a wire about 170 feet long, and suspended it from 
the car of the balloon, the upper end of the wire being 
attached to an electrometer. The weather being per- 
fectly clear, the instrument diverged with negative 
electricity. This result, which was in apparent dis- 
cordance with the results of observation in general, 
was, however, easily shown to be consistent with them. 
The wire in this case supplied a conducting commu- 
nication between two strata of air, one 170 feet above 
the other. If they were equally charged with the same 
species of electricity, the electrometer would not have 
been affected; for the natural electricities of the wire 
being placed between two equal and contrary decom- 
posing influences, no decomposition would take place, 
and the wire would remain in its natural state. If, 
however, the two strata at the ends of the wire were 
electrified positively in different degrees, a decomposi- 
tion of the electricities of the wire would ensue, the 
positive fluid being repelled towards that stratum having 
the weaker positive charge, and the negative fluid being 
attracted towards that stratum having the stronger 
charge. Since, then, the electrometer at the upper ex- 
tremity of the wire showed negative electricity, it 
follows that the higher stratum was more intensely 

positive than the lower. 

' In a similar experiment made by Saussure, the 
electrometer was placed at the lower end of the wire, 
and, in accordance with what has been just explained, 
the instrument diverged with positive electricity. 

(24.) The method of explaining the apparently in- 
consistent results of the experiments of Biot and Saussure, 
proposed by the former, is imperfect, unless it be ad- 
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mitted that the two strata of air are both electrified 
positively; for if they were both electrified negatively, 
the lower stratum having the stronger charge, the same 
effects would ensue; or even if they were differently 
electrified, the upper stratum being positive and the 
lower negative, the effects would be the same. 

Strictly speaking, therefore, the consequence which 
legitimately follows from all observations made on the 
electricity of the air at different heights, by means of a 
vertical conducting rod or wire extending from the 
electroscope to the stratum of which it is desired to as- 
certain the electric state, is, not that the electricity with 
which the instrument diverges is that of the air in which 
the remote extremity of the conductor is placed, but that 
if E’ be the electricity of the stratum in which the elec- 
trometer is placed, and E that of the stratum in which 
the remote end of the conductor is placed, then, when 
the instrument diverges with positive electricity, E — E’ 
will be positive, and when it diverges with negative 
electricity, E—E’ will be negative. If the species of 
electricity of either stratum be otherwise known, such 
an observation will indicate the species of the other 
stratum ; but if not, it will only give a differential result. 


VII. Electricity of the Air in clouded Weather. 


(25.) The electric state of the atmosphere in clear 
and unclouded weather only has been hitherto explained. 
We shall now proceed to state the observations which 
have been made when the heavens are more or less 
charged with clouds, whether attended or not with rain, 
snow, hail, or other phenomena of storms. 

(26.) From the month of June, 1811, to May, 1812, 
both inclusive, M. Scuuntmr observed the electricity 
of the atmosphere in clouded weather, and in times of 
rain, hail, and snow. In the table in p. 106, 107. a sy- 
nopsis is given of the results of his observations. 
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(27.) An examination of the results registered in 
this table will establish the following conclusions : — 

1°. That in stormy weather, in rain, hail, or snow, 
the electricity of the air is much more intense than at 
other times. 

2°, That in such weather the electricity is sometimes | 
positive and sometimes negative, and nearly as often the 
one as the other. 

3°. That in such weather the electricity often under- 
goes sudden changes from positive to negative, and 
vice versd. 

4°, That in clouded weather, unattended by storm, 
rain, hail, or snow, the free electricity of the air is 
positive. 

5°. That the intensity of this electricity is greater in 
winter than in summer. 


BOOK II. 


ELECTRICITY. 


ATMOSPHERIC 


112 


‘Wd Z 3B : surex ut | «Aous utaou0 pue sured sured Kavoy R 
¥8-0 | ofF | cugoy uo *gz + USEF | souny oaaya Gg — | curer uraorm; Fz-+ | ur Sura Z yw “yIBL Vo “OG — | UF “Wa Gg 3 SUIT] UO “Eg + AON 
“Wea J ye = Q & sure 
GBF 1 6C? Wong, uorhe Si-+ | sskep xs 205 "te — | “sep oyacr 9S + | or oraz se “nen UO “OO | UT cmd £38 “MP ue “ge + | OO 


Wwe 2 mae < “uIeL YYST] B sured FYST] 2 rane 
040 | 069 | cyrgt uo ‘9g + 6-06 + | ssKepoay z0¥ OL — | “Kep au0 x05 08 + | uy esery 7] 9e “yIGz UO “OI | uF oa 2 wyiZuo E+] *S 
——_———— i 
99-1 9g ‘wv Lye oo + sskep *skep ‘ule YIM papuayzje TM popuayze “u1I03s oe qsnSny 
© “yIGT wo fog + uaaas TOF “OZ — | Uoaas 10} “OGG +| “ma F 9% “yISZ UO “OPL— ee pas Sheth Guoek 
E ‘0g + sem 71 JUOUIaDUOUE 
*skep ‘skep |-Wl0d ay} FR "UTeL YIM *UIIO}S JUATOTA 
0-1 069 aay r0¥ “OSs —| aay roy “OOP +] PapuarE ‘uII0ys quaTorA B | BUT “Ha g Je “Pg UO O09 + jae 
ur fwd F 9e YIQT UO OS" | 
wv 9 }e “pes Ki sep Oe et eI JO 
3 C4 wy sskep *ske AayewtorjIaTa -8Y sUIet *yoopo,0 ¢ ye eR “Ur 
TL-G | 009 | au, uo ‘og ab 91 autu Toy *GZZ —{ eur xox *GEZ +] favay faq ee fan403s UWIO}S B UT “S[ BU} UO “OUP + ME 
B Ur “qI0g ayy UO “O99 — 
*aaTIeSONT *SATPISOG *aaT}eS9NT *QATHISOG 
“kyIsuaqUy +“kytsuay 
‘sayouy| , uUeayL -uy ysoywaryy 
es ae *KyIOEAOITW BY} Jo AIsuazUyT ura py + kyroraqoapy ay} jo kysuazUy WaMTxeyl ephecey Vg 
*JoyIV9 AA Papnoyo ut ApOLIyO9TA *MOUG pUe UTE Jo SOW], Ul Ty ayy Jo ApotTIOAT 


113 


ATMOSPHERIC ELECTRICITY. 


CHAP. I. 


Soult} soa} 6G — 


sour, auru “Ze + 


| 
“sk . Aen = 
0.99 + Sie ee aos ape = enone ey Ur Got Se eee we 
sULeL 
HI" *skep xis ‘skep dUTU 10: *UTEX YJIM SUIIOJS JUITOTA B me 
F1-G 06 |¢ nae OPT + Geese S Vato ae! reams Ors © | WEA papuieye “urI0}s @ UT SeJNl 
10% Wo “pT + JOF UreL UT “G/T — | UTeT YIM QT + | UL “Wa g ye “IGS UO “O09 (34019,0 8 7 “UIT Wo “009 + 
\ | 
why “ated UT *mous UT sUTeT “avous 
98-1 007 IL uo yt + oo skep aay 10j “gg — | skep anoza0j “Op + | UI “Wa Q Je “PZB UO ‘Og — | UT “Wa Z Ye “GIG UO fog + ped, 
ee =a 
we *MOUS UT SATUT] “MoUs ‘OlT + 09 * | 
19-1 06S Cane as ek 0-16 + dary} pue ‘urea ur | ut aormy pue ‘urea | payey[ioso 3 ‘urea Aavay ay f a mous s yore yA 
sowty qysie “cg — | ut samy xis PL + | Ur “Mra g 7 “peo Uo “Ope — | TESS IP “WIG NO 006 
a a | re Se ee | eee ase \ $e 
“Wd J 4e “SOUS UE | . wous UT a9U0 pue euro *uler pue MOUS 2 
GLE | ofS | « L, ogo s0u0 pue “‘urex ut | ;¢ ; -aq Ajyeuotseo00 3Y = --urTed we a qaqa 
Wp uo “Gg 4 soul) y4ysIo “pp uped UL AOL M4 “Tp Ur “Wed ¢ Ie anon ao “gt — ur md £ 32 “UIOT UO “OG + 
90-T 212 “wd 9 ye Lye MSO oe ‘mous ut | °9% + 0} payeypIoso yy *Mous *mous Savoy | Krenue pe 
a EOE NO “Fy i: er anyhe Cou — | SOU BAAS “OP + | UL Sma Z 4 “3ST UO “OG — | UF “Wd G FE “WET ‘uo ‘QL + 
Bh-L | 0G gg + L066 + "URE UE | sono pue “mous Ut Para DOs Uae “Baie Duy Hoes “20 
: . : : ee SUL | urna gv ‘yIpz UO “OOP — | UT“Ma 9 9B “PEZ UO “09+ | 
' 


VOL. Il, 


114 ATMOSPHERIC ELECTRICITY. BOOK If. 


CHAP. II. i 
ANALYSIS OF STORMS. 


(28.) Sincs the epoch of the memorable experiments 
of Franklin, meteorologists, in all parts of the world 
where physical science is cultivated, have observed with 
increased interest the phenomena of thunder-storms. 
Although a great body of facts have been, by such means, 
accumulated, the general conclusions deducible from 
them are few ; nor are even these few invariably sustained 
by that consistency and harmony of effects which are 
necessary to command universal assent. Indeed, the 
facts themselves, on which alone any safe and certain 
generalisations could be based, were isolated and scat- 
tered through the memoirs of the various scientific bodies 
to which their observers had originally consigned them ; 
and many of the most important and valuable obser- 
vations remained in unpublished memoranda, or were 
incidentally mentioned in the narratives of voyagers and 
travellers, where they were little likely to attract the at- 
tention of those who alone are capable of estimating their 
value, until, by the indefatigable zeal of M. Arago, they 
were collected, arranged, and compared, and presented. 
to the world invested with all those charms of style 
which render the productions of that philosopher so 
universally attractive.* It is natural that the impatient 
student should desire to be supplied with clear and com- 
prehensive principles, and be relieved from the tedious 
details of particular observations and experiments ; that 


* See Notice sur le Tonnerre dans P Annuaire du Bureau des Longitudes 
pour U An 1838. 
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facts should be laid before him in extensive groups and 
classes, so as to suggest easy and obvious generalisations, 
It is equally natural that the authors of elementary and 
general treatises should desire in every case to present 
the scientific truths in concise and general propositions, 
connected together by distinct logical relations. The 
temptation to yield to this disposition, by presenting all 
physical problems as completely resolved, and all ele- 
mentary questions as completely exhausted, of laying 
down sweeping and general principles on matters which 
in fact are surrounded with difficulty and doubt, is most 
hurtful to the progress of science, and a great impedi- 
ment to the developement of truth. To no part of phy- 
sical science do these observations apply with more force 
than to the subject of the present chapter. That the 
phenomena of thunder and lightning proceed from 
sudden and violent derangements of the electrical equi- 
librium of the atmosphere, or the clouds which float in 
it, may be regarded as certain; and that the laws which 
are observed to prevail among electrical phenomena offer 
various analogies which afford explanations more or 
less plausible and probable, for some of the facts ob- 
served in thunder-storms, may be admitted. But that 
any comprehensive and general principles have been 
established, from which the various atmospheric pheno- 
mena in which thunder and lightning are exhibited can 
be deduced in the same manner, and with the same 
clearness and certainty, as the effects of common elec- 
tricity have been deduced from the theory of Dufaye, 
Symmer, and Poisson, cannot be maintained. Under 
such circumstances both author and reader must pa- 
tiently submit to the investigation of facts, separated 
from theory or hypothesis ; and when these facts have 
been clearly and fully stated, such general consequences as 
they justify may be easily deduced from them, and the 
apparent discordances, which by comparison may be ap- 
parent among them, will afford grounds for further ob- 
servation and inquiry to those who devote their labour 


to such researches. 
es 
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I. Of common Thunder Clouds. 


(29.) It is generally agreed that the formation of 
clouds is due to the partial condensation, in the upper 
regions of the air, of the vapours which have exhaled 
from the surface of the earth. This condensation may 
be effected by any cause which produces a diminution 
of temperature, and is probably, in most cases, the con- 
sequence of the mixture of two currents of air charged 
with vapour, and having different temperatures. The 
positive electricity, which rises into the atmosphere with 
the vapour, and which augments in intensity as the 
height increases, to the greatest elevation to which ob- 
servation is extended, is collected in the clouds thus 
formed ; and when the globules or vesicles composing 
the cloud have collected together in sufficiently close 
proximity, the cloud takes the nature of one continued 
conductor, and the free electricity accumulates on its 
surface in the same manner as on the conductor of an 
electrical machine. The existence of positively elec- 
trified clouds is therefore easily conceived. 

If the electroscopic observations which indicate ne- 
gatively electrified clouds be rightly interpreted, and 
the existence of such clouds be admitted, several hypo- 
theses have been proposed to explain them. 

If a cloud in its natural state, or feebly charged with 
positive electricity, approach anotber cloud strongly 
charged with the same electricity, the latter will exercise 
upon it an inductive action by which its natural elec- 
tricities will be decomposed, the positive electricity 
being repelled to the most remote ‘part, and the nega- 
tive fluid being accumulated at the nearest part. If, 
under these circumstances, the most remote part be in 
contact with the earth, as it might be with the summit | 
of a mountain, for example, the positive electricity will 
escape to the earth, and the cloud will remain charged 
with negative electricity. If any cause disengage this 
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cloud from contact with the earth it will float in the 
atmosphere, and afford an example of a negatively elec- 
trified cloud. 

(30.) If two clouds, one or both of which are charged 
with electricity, approach each other, the same pheno- 
mena must be evolved as when two conductors, one or 
both of which are similarly charged, come together. If 
it happen (a circumstance against which the chances 
are almost infinite) that the quantities of free electri- 
city with which they are charged have the same relation 
as they would have when the clouds are in contact, then 
their approach and subsequent contact will cause no 
change in their electrical state, save what would be due 
to inductive action. Their charges after contact will be 
the same as before, no electricity passing from either 
to the other. But if their electrical charges have not 
this particular relation, then a new distribution of elec- 
tricity will be the consequence of their mutual approach; 
that which has less positive electricity than the condi- 
tion of contact requires will receive the deficiency from 
the other, and this change will be effected by an ex- 
plosion before the actual contact of the clouds, in the 
same manner as the electrical equilibrium of two con- 
ductors is established by the transmission of the spark 
before contact. The distance at which the explosion 
will take place, and its force, will depend on many cir- 
cumstances ; such as the difference between the actual 
charges of the clouds and the charges due to contact, 
the form of the clouds, and the state of the intervening 
atmosphere. 

(31.) It is evident, therefore, that an electrical ex- 
plosion may take place between two clouds, whether 
they are both similarly electrified or oppositely electri- 
fied, or one be electrified and the other in its natural 
State. 

(32.) As the ground is in general negatively and 
the clouds positively electrified, a discharge will take 
place between the clouds and the earth, when the former 
approach the earth within such a distance that the force 

13 
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of the electricity shall overcome the resistance of the 
surrounding air. 

Since free electricity accumulates in great intensity 
at prominences and points of a conducting body, the 
negative electricity of the earth may be expected to be 
most intense at mountain summits. Clouds being in 
general charged with positive electricity, an attraction 
will consequently be exerted upon them, which, con- 
spiring with the attraction of gravitation, will draw 
them round such summits. 

(33.) The mutual approach of two clouds oppositely 
electrified is promoted by the attraction due to their 
electricities ; but when two clouds are similarly elec- 
trified, they will repel each other, and their approach 
must be due to contrary currents of air passing through 
strata of the atmosphere at different elevations, by which 
the clouds are brought one under the other. 

(34.) Brccarta, who observed at Turin, in Pied- 
mont, in a country eminently favourable for such observ- 
ations, being almost surrounded by lofty ranges, has 
recorded, with great precision, the appearances of the 
clouds precursive of a storm.* The observations of this 
philosopher being limited to the lower surface of the 
clouds, M. Arago has obtained some accounts of the 
superior surface, from the military engineers employed 
in the great trigonometrical survey, and who, being 
placed at elevated stations on the Pyrenees, were enabled 
to observe the superior surface of strata of clouds situ- 
ate below them. From the reports of these officers, 
and especially those of MM. Peytier and Hossard, it 
appears that there is no correspondence between the 
state of the lower and upper surface of a stratum of 
thunder clouds ; that when the inferior surface is per- 
fectly even and level, the superior surface will be broken 
into ridges and protuberances, rising upwards to great 
altitudes, like the surface of the earth in an alpine 
district. In times of great heat, such strata were ob- 


* See Introduction, pp. 61—64. 
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served suddenly to send upwards lofty vertical cones, 
which, stretching into higher regions of the air, esta- 
blished, by their conducting power, an electrical commu- 
nication between strata of the atmosphere at very different 
heights. This appearance was generally observed to pre- 
cede a thunder storm. 

(35.) Franxuin, Saussure, and most other meteor. 
ologists, have agreed that thunder never proceeds from 
a solitary isolated cloud. Franklin states, that if a 
thunder cloud be at any considerable distance from the 
zenith of the observer, so as to be viewed obliquely, it 
will be apparent that there are in every such case a 
series of two or more clouds situate at different eleva- 
tions one below the other; and that sometimes the 
lowest of the series is not far removed from the surface 
of the earth. 

Saussure states that he never witnessed lightning to 
proceed from a solitary cloud. In observations on the 
Col du Géant, when a single cloud, however dark and 
dense it might be, was seen upon the summit, no 
thunder was ever heard to issue from it; but whenever 
two strata of such clouds were formed one below the 
other, or if clouds ascended from the plain and ap- 
proached that collected round the summit, the en- 
counter was attended by a storm of thunder, hail, and 
rain. 

Such is the negative testimony of Franklin and 
Saussure against the fact of thunder proceeding from 
solitary clouds. Franklin is even more circumstantial 
than Saussure, and maintains that thunder never pro- 
ceeds from any save a cloud of great magnitude, below 
which are placed a series of smaller clouds, identical, in 
fact, with the adscititious clouds of Beccaria. 

(36.) Negative evidence is, however, not con- 
clusive against a fact, unless the witness be actually 
present at the time and place of its alleged occurrence. 
Had the eminent philosophers above mentioned con- 
sulted the records of science, their persuasion of the 

1 4 
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impossibility of thunder issuing from a single cloud 
would have been shaken. It is related in a memoir of 
the academician Marcorelle, of Toulouse, that on the 
12th of September, 1747, the heavens being generally 
cloudless, a single small cloud was seen from which 
thunder rolled and lightning issued, by which a female, 
by name Bordenave, was killed. 

In his meteorological observations made at Denain- 
villiers, Duhamel de Monceau relates, that on the 30th 
of July, 1764, at half-past five a. m., in bright sunshine 
and a clear sky, there appeared a small dark solitary 
cloud from which thunder and lightning proceeded, by 
which an elm tree, near the chateau, was stricken. 

Similar observations of lightning having issued fol- 
lowed by thunder from solitary clouds have been re- 
corded by Bergman and by Captain Hossard, already 
mentioned. 

(37.) M. Duperrey who commanded the French 
corvette Uranie, relates, that, being in the strait of 
Ombay in November, 1818, he saw a small white cloud 
in a clear sky, from which. lightning issued in all di- 
rections. It ascended slowly in the heavens in a di- 
rection opposed to the wind, and was at a great distance 
from all other clouds, which appeared to be fixed upon 
the horizon. This cloud was round in its form, and 
did not exceed the apparent magnitude of the sun. 
Zig-zag lightning issued from it followed by thunder, 
which resembled the irregular discharge of musketry 
from a battalion commanded to fire at pleasure. This 
phenomenon lasted for about thirty seconds, and the 
cloud completely disappeared with the last detona- 
tions. * 

(38.) Such are the evidences on the question 
whether the presence and proximity of a plurality of 
clouds be essential to the developement of the pheno- 


uf a Letter of M. Duperrey to M. Arago, in Becquerel, tom. vi, 
p- 401. 
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mena of thunder and lightning. The analogies of- 
fered by common electricity favour the supposition that 
two or more clouds are essential; and for this very 
reason the greater should be the caution in receiving 
the testimony of observers. It is difficult for those 
whose minds are prepossessed by a theory, to observe 
.and record facts and appearances as they are: there is 
a disposition, sometimes,— perhaps often,—to see them 
as it is supposed they ought to be, and consequently the 
testimony of the ignorant is frequently more deserving 
of attention than that of the better informed. Be this 
as it may, the subject is one well worthy of attention, 
and all persons who happen to be located in regions 
where these phenomena prevail will have it in their 
power to contribute to the real advancement of science 
by carefully and accurately noting down what passes 
above them, more effectually than those who, with 
greater pretensions, attempt to build up theories which, 
at best, can have no other object than as means of 
classifying facts and guiding observers to the fittest 
objects of examination. 


Il. Of Volcanic Thunder Clouds. 


(39.) The clouds of ashes, smoke, and vapour 
which issue from volcanoes, exhibit the phenomena of 
thunder and lightning. All observers, ancient and 
modern, concur in their evidence on this question. 
Pliny the younger, in his celebrated letters to Tacitus, 
speaks of the lightning which issued from the clouds in 
the eruption of Vesuvius, in the year 79 of the Christian 
era, in which his uncle, Pliny the naturalist, lost his 
life. Della Torre gives the same evidence respecting 
the eruption of 1182, and Bracini states that the 
column of smoke which issued from the same volcano 
in the eruption of 1631, and which spread in the at- 
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mosphere to a distance of forty leagues, was attended 
by lightning, by which many persons and animals were 
killed. The lightning in all these accounts is described 
as being tortuous and serpentine. The same description 
is given by Giovanni Valetta of the appearance of the 
eruption of 1'707. 

The inhabitants of the foot of the mountain assured 
sir William Hamilton that, in the eruption of 1767, 
they were more terrified at the lightning which fell 
among them than at the burning lava and other fearful 
circumstances attending the eruption. 

Sir William Hamilton states, that, in the eruption of 
1779, there issued from the crater of Vesuvius, together 
with the red-hot fluid lava, constant puffs of black 
smoke intersected by serpentine lightning, which ap- 
peared at the moment it escaped from the crater. 

In 1779, the lightning was not attended by any 
audible thunder. it was otherwise in the eruption of 
the 16th of June, 1794, of which an account has been 
supplied by the same observer. During the latter 
eruption, the loudest and. most continued claps of 
thunder were heard. The lightning was in this case 
productive of the usual effects. Houses stricken by it 
were destroyed, and the cloud of ashes from which 
these lightnings issued, were carried by the wind as far 
as Tarentum, a distance of 100 leagues from Vesuvius, 
where the lightning struck a building and destroyed 
a part of it. The ashes of which this cloud was com- 
posed were as fine as common snuff. 

According to Seneca *, a great eruption of Etna in 
his own time was accompanied by similar effects, and 
the same phenomena are recorded by the Abbé Francesco 
Ferrara of the eruption of 1755. 

When the island called Sabrina, in the neighbour- 
hood of the Azores (which has since disappeared), rose 
from the sea in 1811, columns of intensely black smoke, 


* Natural Questions, lib. ii. sect. 30. 
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composed of dust and ashes, ascended from the bosom 
of the deep, and were intersected, in their darkest and 
most opaque parts, by vivid lightnings. 

The same appearances were observed in the small 
volcano which, in July, 1831, appeared between Sicily 
and Pantellaria. 

(40.) It would be natural to ascribe the electricity 
of volcanic clouds to the aqueous vapour which is ejected 
mixed with the dust, ashes, and lava in great quantities 
from the crater ; but this supposition is not so free from 
difficulties as to be admitted without some hesitation. 
In the eruption of Vesuvius in 1794, it is hard to con- 
ceive that the vapour should be carried uncondensed from 
Vesuvius to Tarentum ; nor was there any thing in the 
appearances on that occasion which indicated the presence 
of any other substance in the cloud, save a fine dust. 
Yet the lightning struck a building at that place. Ac- 
cording to the narrative of M. Tillard, who witnessed 
the phenomenon, columns of black smoke rose from the 
ocean before the island of Sabrina was formed. In this 
case, any aqueous vapour which might have been ejected 
from the submarine crater must have been condensed 
before the column reached the surface of the sea, and 
the smoke which rose into the atmosphere must have 
therefore been free from vapour, yet this smoke or cloud 
of volcanic dust was intersected by lightning. 


III. Of the Height of stormy Clouds. 


(41.) The distance of the clouds from which light- 
ning proceeds is estimated by observing the interval of 
time which elapses between the moment at which the 
flash is seen and that at which the thunder is heard. 
It has been demonstrated, by certain astronomical ob- 
servations, that light is propagated through space at the 
rate of about 200,000 miles in a second of time. This 
space being greater, in a vast proportion, than the 
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greatest distance at which any thunder cloud can be 
placed from the observer, it may be assumed, that the 
moment at which the lightning is seen is practically 
coincident with the moment at which it emanates from 
the cloud. It has, however, been also proved, that 
sound is propagated through the air at the rate of about 
1100 feet per second. This rate is subject to some 
small variation, depending on the temperature of the 
air, but for our present purpose it may be taken at its 
mean value. If, then, the number of seconds be ob- 
served which elapse between the moment a flash of 
lightning is seen, and the moment the thunder consequent 
upon it is heard, and 1100 feet be allowed for each se- 
cond in that interval, the distance of the place whence 
the lightning issues from the observer will be deter- 
mined. Thus, if five seconds elapse, the distance will 
be 5500 feet ; for six seconds, it will be 6600 feet, and 
so on. 

If the cloud be vertically over the observer, this dis- 
tance will be equal to its actual height above the level 
of the observer. If it be not vertical, then its angular 
elevation must be observed, and the height above the 
level of the observer will be obtained by multiplying the 
computed distance by the trigonometrical sine of the 
angular elevation. 

(42.) The height of thunder clouds is also attempted 

to be determined by observing the effects produced upon 
objects, i elevated situations, stricken by the lightning 
which issues from them. If it be admitted that light- 
ning always descends from the clouds towards the earth, 
then it might be inferred that the place where such ef- 
fects are manifested must be lower than the position of 
the cloud from which the lightning proceeds ; but if it 
shall appear that lightnings sometimes dart upwards, 
nothing respecting the height of the cloud can be in- 
ferred from such effects. Among those effects which 
lightning produces when it strikes the earth is the su- 
perficial vitrification of rocks. Such effects have been 
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observed on the summits of some of the highest moun- 
tains in South America by Humsoxpr, on the summit of 
Mont-Blanc by Saussurn, and on the Pyrenees by 
Ramond. 

(43.) In cases where no means have been taken by 
those who witnessed thunder storms to determine the 
height of the clouds from which they proceeded, the 
situations of the observers themselves afford a minor 
limit of the value of that height. Bouvcunr and La 
Conpamine were assailed by a thunder storm on one 
of the summits of the Cordilleras in Peru; SaussurE 
and his son encountered violent storms on the Col du 
Géant, and on Mont Blanc. MM. Peytier and Hossard 
witnessed thunder storms on the Pic de Troumouse, the 
Pic de Baletous, and the Tuc de Maupas in the Pyrenees. 

(44.) Such are the principal observations, collected 
by M. Arago, made in mountainous localities. The 
comparison of the results of these, with the heights of 
thunder clouds computed from observations made in flat 
countries and at sea, would supply means of determin- 
ing whether the developement of storms is affected by the 
density of the air in which the clouds float, or by their 
proximity to the surface of the earth. Thus, if it should 
appear that in clouds at the same height above the level 
of the sea storms are developed more frequently when 
these clouds are in the neighbourhood of mountains, and 
therefore at a comparatively small distance from the 
surface of the earth, it will follow, with a probability 
proportionate to the number and character of the facts 
observed, that the earth exerts an influence on clouds 
charged with electricity, independently of the atmosphere 
in which these clouds float. 

The heights of thunder clouds observed in a flat 
country, or at sea, are obtained by the method first men- 
tioned, that is, by observing the interval between the flash 
and the thunder, and measuring, or estimating, the an- 
gular elevation of the cloud. Unfortunately, the latter 
element of the computation has been very frequently 
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neglected by observers, the sole object having been, ap- 
parently, to determine the distance of the cloud from 
their station, and not its vertical height. In some cases 
it appears incidentally, that the cloud from which light- 
ning issued was in the neighbourhood of the zenith, and 
consequently the distance may be taken as equivalent to 
the height. In some few the angular elevation has been 
observed and recorded, and consequently the vertical 
height of the cloud may be computed. 

(45.) The following results of the labours of various 
observers have been collected by M. Arago. 


HeAB Sas 
338 | 283 
sSQ SOR 
| | a 29) B52 
Place. Observer. Date. wees] TsEse Observations. 
| oe oe) Ze oo 
| alog| Sseq 
{ MESS! ELS AG, 
| Cael GHC S 
| q > 
Feet. Feet. 
Toluca, in Mexico - | Humboldt 15,154 
Summit of Mont Blanc | Saussure 15,77 
Mont Perdu (Pyrenees) | Ramond 11,185 
Pic du Midi(Pyr.) - | 9,627 
Pichincha (Cord.) - | Bouguer and La 15,967 | Storm mentioned by 
. Condamine Bouguer, in his 
work on the figure 
, of the earth. 
Coldu Géant + - | Saussure 5 July, 1788 11,382 | The thunder in this 
storm succeeded 
the lightning with- 
out any sensible 
interval. 
Peon as pe - - s 14,760 
ic de roumouse | Peytier and Hos- 
(a Shee wee et 1826 9,840 
Pic de Baletous (Pyr.) 10,496 
Tuc de Maupas (Pyr.) 1827 10,824 
Paris - 2 - - | De I’Isle 6 June, 1712 26,500 
Tobolsk (Siberia) _- | Chappe 2 July, 1761 10,955 
; 13 July, 1761 11,382 
Berlin - - = - | Lambert 25 May, 1773 6,232 
’ 17 June, 1773 5,248 
Pondicherry -  ~- | Legentil 28 Oct. 1769 10,524 
ete SS: from 700 to 
Tobolsk Chappe 1761 2,600 


(46.) The height of thunder clouds, determined by 


other data, being, in some cases, greater than the heights 
of rocks vitrified by lightning, there is nothing in the 
comparison of the results exhibited in the preceding 
table to justify the supposition that the vitrifications 
observed by Humboldt, Saussure, and Ramond, did not 
proceed from lightning which issued from clouds at a 
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greater elevation. But, on the other hand, facts are not 
wanting to show that this inference cannot be certainly 
made. There is a church in Styria, erected on the 
summit of a lofty peak, called Mount Saint Ursula. 
Jean-Baptiste Werloschnigg, a medical practitioner, who 
happened to visit this church on the 1st of May, 1700, 
observed a stratum of dense black clouds to be formed 
below him at about half the elevation of the place where 
he stood. These clouds soon became the seat of a violent 
thunder storm. Meanwhile the heavens remained per- 
fectly clear, the sun shining with unusual splendour. No 
one thought fora moment of danger ; nevertheless a flash 
of lightning, ascending from the cloud, struck the church, 
and killed seven persons who were in company with 
Werloschnigg. 

It is therefore clearly established that lightning may 
issue upwards from thunder clouds. 


1V. Of Lightning. 


(47.) Lightnings are resolved by M. Arago into 
three classes: — First, the zigzag, which present the 
appearance of narrow well-defined threads, or lines of 
light, following a course which is clearly enough ex- 
pressed by their name. In colour they vary, being often 
white, but sometimes purple, blue, or violet. Second, 
those lightnings which appear diffused over extensive 
surfaces, and which are commonly called sheet-lighining. 
In colour these also vary, being often an intense red, but 
occasionally white, blue, or violet. This lightning has 
the appearance of a momentary light seen through a 
plate of glass, rendered semitransparent by having its 
surface ground. Third, lightning which moves through 
the air at a comparatively slow rate, appearing like a 
luminous ball or sphere, or like a globe of fire. Let us 
call this ball-lightning. 

(48 ) The almost incredible velocity, as will here- 
after appear, of lightning of the first class, would hardly 
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seem compatible with the sudden and extreme changes 
of direction to which its motion is subject. This fre- 
quent reversion of direction has been more especially 
observed in the lightning which traverses volcanic clouds. 
Minute and circumstantial accounts of such appearances 
have been supplied by Sir Witi1am Haminron, and 
others who have observed the eruptions of Vesuvius. 
In the eruption of 1707, described by Sorrentino, 
the lightnings which issued from the crater traversed 
the cloud of ashes as far as the Cape Pausillippo, where 
the cloud terminated; after attaining that point the 
lightning retraced its course, and struck the summit of 
the volcano. 

Sir William Hamilton states that, in the eruption of 
1779, the lightning was generally confined in its play 
to the cloud of ashes which extended towards Naples ; 
that in traversing that cloud from the crater to its limit 
it seemed to menace the city with destruction ; but it, 
nevertheless, after reaching the limit of the cloud, re- 
turned towards the cratér, where it rejoined the ascend- 
ing column from which it originally issued. 

Zig-zag lightning seldom flashes between two clouds. 
It is generally manifested between a cloud and some ter- 
restrial object. 

(49.) It has been supposed, that the extremity of 
the lightning of the first class has a barbed form, like 
the point of an arrow. Of this there is no sufficient 
evidence. It is, however, sufficiently ascertained, that 
it is often attended by the effect which has given it the 
name of forked lightning. Thus, when a single lumin- 
ous line issuing from a cloud has traversed a certain 
distance, it will sometimes divide itself into two lines, 
which diverging at an angle more or less considerable, 
will strike distant objects. In some cases it has been 
seen to separate into three perfectly distinct lines. The 
former may be called bi-cuspidated, and the latter ¢ri- 
cuspidated lightning. 

Well-ascertained examples of these phenomena are 
rare: their occasional occurrence is not, however, the — 
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less certain. The Assi Ricaarp states that he wit- 
nessed a flash of lightning, which left the cloud in a 
single line of light, and at some distance from the 
earth, dividing into two, each part struck a separate 
object.* 

NicHouson states that, in a storm which broke over 
the west end of London on the 19th of June, 1781, 
being at Battersea, he saw distinctly several flashes of 
bi-cuspidated lightning. 

The Assi Ferrara relates that, on the 18th of 
June, 1763, he witnessed tri-cuspidated lightning in the 
clouds, which issued from the southern side of Etna 
during an eruption. 

The German meteorologist, Kamrz, states that he 
witnessed, on one occasion, and one only, tri-cuspidated 
lightning. 

If the simultaneous destruction of two or more 
objects, in the same locality, by lightning, could be 
taken as conclusive evidence of a corresponding sub- 
division of a single flash, numerous examples might 
be given of multi-cuspidated lightning. Such grounds, 
however, are too conjectural to be admitted as the basis 
of any safe conclusions. 

It is a general opinion that cuspidated lightnings, or 
lightnings of the first class, are those only by which 
terrestrial objects are stricken.f 


* © Vistoire Naturelle de l’Air et des Météores.” 

+ If the reader has attentively considered the preceding paragraphs, and 
what has been elsewhere written on this subject, he will be sensible of a 
deficiency in the vocabulary of the English language as regards the effects 
necessary to be expressed. There are three distinct terms in the French 
language, Le Tonnerre, L’Eclair, and La Foudre. The first expresses the 
sound proceeding from the clouds, which usually follows the flash of light, 
and is properly translated by thunder. The second expresses the light 
which precedes the thunder ; and the third expresses the actual matter, 
the physical substance, whatever it may be, which strikes terrestrial objects, 
and produces those effects which are so well known. In English, there is, 
properly speaking, no term corresponding to La Foudre. The terms thun- 
der and lightning are indifferently used to express the same effect, as when 
we say thunderstruck, and struck with lightning. In ¥rench there is also 
the useful and necessary verb fowdroyer, of which there is no better 
English synonyme than fo strike with lightning. ‘The term thunder-bolt 
corresponds to La Foudie ; but it is scarcely admissible into the nomen- 


VOL. Ji, K 


150 ATMOSPHERIC ELECTRICITY. BOOK I. 


(50.) The lightnings of the second class, or sheet 
lightnings, ave inferior in the intensity, and generally 
different in the colour of their light, from those of 
the first class. These distinctions are very apparent 
wherever the space over which sheet lightning is dif- 
fused is intersected by flashes of cuspidated light- 
ning. Sheet lightning sometimes appears to illuminate 
the edges only of the clouds ; occasionally, however, 
it seems to issue from the interior of their mass. The 
common expression that the clouds appear to open, is 
strongly indicative of its appearance. 

Sheet lightning is that which is the most frequent ; 
and every one is familiar with its appearance, many 
having never seen or never noticed any other. In 
common thunder storms, it appears in a thousand cases 
for one in which cuspidated or ball-lightning is ex- 
hibited. 

The flashes of sheet lightning often appear in very 
rapid succession, and continue, with short interruptions, 
for many hours. In extreme heat, these flashes suc- 
ceed each other as rapidly as the flapping of the wings 
of a small bird, and present a flickering appearance in 
the clouds which they illuminate. The thunder by 
which they are accompanied is generally low and dis- 
tant. 

(51.) Lightning of the third class, or ball-lightning, 
is still more rare in its appearance than the zigzag or 
cuspidated lightning. The following instances of this 
meteor have been collected by M. Arago : — 


clature of science. The electric fluid, which is sometimes used to avoid 
the term thunder-bolt, is faulty, inasmuch as an effect familiar to all man- 
kind, in all ages, ought not to be expressed by a term having immediate 
reference to a modern physical theory. 
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Place. 


Couesnon, near 
Brest - - 
Hom  ~- - 


Northampton- 
shire - - 


Northampton- 
shire - - 


Dorking, Sur- 
rey - 


Ludgvan, 
Cormwall - 


Schemnitz, 


Hungary - 
Isle of France 


Steeple Aston, 


Wiltshire - 
Wakefield = 
Eastbourne, 

Sussex - 


Villers-la-Ga- 
renne - - 
Portsmouth - 


Cheltenham - 


Vesuvius - 


Chapel Royal 
Maid: 


Samford Court- 
ney, Devon- 
shire - a 


oe 


Time. 


Observer. 


14, 15 Apr. 1718|M. Deslandes 


March, 1720 


3 July, 1725 |Rev. Jos. Wasse 


3 July, 1725 


16 July, 1750 


Dec. 1752 


Jan. 1770 


1772 


1 March, 1774 


Sept. 1780 


18 Aug. 1792 
14 Feb. 1809 


April, 1814 


1779 and 1794 


7 Oct. 1711 


Borlase 


Legentil 


Nicholson 


James Adair 


Haller 


Howard 


SirW. Hamilton] Luminous 


i CURRED 


i 


Appearance. 


Three globes of fire,|Destroyed a church. 


34 feet diameter. 


A globe of fire struck|After the rebound, 


the ground and re- 
bounded. 


A globe of fire, the 
apparent size of the 
moon, accompanied 
by a hissing noise. 

A globe of fire, as large 
as the head of a man, 
which broke into four 
pieces near the 
church. 

Large balls 
which, breaking into 
a prodigious number 
of fragments, were dis- 
persed in all direc- 
tions. 

Several balls of fire pro- 
jected from the clouds 
to the earth. 

A globe of fire as large 
as a barrel (fonneau). 
Three globes of fire is- 
sued from low clouds 
suddenly, and as sud- 
denly disappeared, 
without any explosion. 
lobe of fire oscillated 
or a long time in the 


A 
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Effects. 


struck the dome 
of a tower, and set! 
fire to it. 


of fire,|A house near which 


they broke was 
struck by them. 


\ 
It struck the tower| 
of the church. 


It destroyed the 
houses on which 


air over the village, 
on which it fell ver- 


tically. 
Meteors, like falling 
stars, fell from the 


higher of two clouds 
to the lower. 

Several balls of fire fell 
from a large black 
cloud into the sea. 


A globe of fire passed) 
over the village. 

Three successive balls 
of fire fell from the 
clouds in a short in- 
terval of time. 


A globe of fire fell from 
the clouds. 


globes ap- 
peared in the volcanic 
clouds, which burst 
like shells from. a 
mortar, projecting on 
every Side zigzag 
flashes. 

Two balls of fire bound- 
ed like elastic balls in 
the chapel, and burst 
in pieces. 

A voluminous globe of, 
fire fell among per- 
sons assembled under 
the porch of the 
church during a 
storm. At the same 
moment four smaller 
globes burst within the 
church, and filled it 


it fell. 


Two servants in the 
house of the ob- 
server were killed 
at the same mo- 
ment. 

It struck the house 
of Haller. 

They struck three 
times the ship 
Warren Hastings 
in the harbour, 
passing down the 
masts each time. 

It struck a mill, 
which it de- 
stroyed. 


The royal palace 
was struck with 
lightning. 


One of the towers 
the church was 
destroyed by the 
lightning. 


with a sulphureous 
smoke. 


2 
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Place. 


Steeple-Aston, 
Wiltshire - 


Petersburgh - 


| Newcastle-on- 
Tyne - - 


At sea, 35° 40’ 
lat. S., 02° 
lon. E. - 
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Time. Observer. Appearance. Effects. 
1772 Rev. Messrs.|In the same storm, the|Pitcairne was dan -} 
Wainhouse &| observers being in a! gerously wounded; 
Pitcairne room in the vestry,| his body, clothes, 

saw suddenly appear! shoes, and watch: 
before them, at a foot] showed the usua! 
distance, and about; marks of being 
their own height, a| struck by light- 
ball of fire, about the} ning. He stated 
size of a closed hand,| that he saw the| 
surrounded by a black| globe of fire in the 
smoke. It burst with} room for one or 
a noise like that of} two seconds after 
the simultaneous dis-| he was sensibie 
charge of several] of having been 
pieces of ordnance.| struck. 
A ae vapour 
was diffused through 
the house. Lights of 
various colours, and 
having various oscil- 
latory motions, were 
seen to play through 
the room. 

1752 Sokoloff On the occasion of the/Richmann was 
death of Richmann| killed. 
(Introd. p. 66.) a ball 
of fire passed from the 
conductor to his body. 

1809 David Sutton |In a thunder storm, the 


13 July, 1798 


lightning descended 
the chimney of the 
house of the observer, 
and, after an explo- 
sion, several persons 
assembled in a room 
saw at the door of the 
room a globe of fire, 
which, after remain- 
ing for some time im- 
moveable, advanced 
to the middle of the 
room, where it burst 
into several fragments, 
with an explosion like 
that of a rocket. 

A globe of fire fell from 
the clouds upon the 
ship Good Hope, which 
burst with a violent 
explosion. 


It killed one sailor, 
and severely 
wounded another. 


Before the concurrent force of this evidence, ail 
doubt as to the reality of ball-lightning must disap- 


pear. 


[(52.) But while, on the one hand, we are compelled to 
admit that such phenomena do occur, and that they are 
true electrical effects, on the other hand, we are no less 
compelled to trace in them the characters of a different 
kind of electric discharge to the ordinary lightning flash. 
Professor Faraday * divides the forms of discharge into 


the spark, the brush, and the glow. 


* Experimental Researches. 


The glow is most 


Twelve Series, § 1405. 
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readily obtained in the rarefied air of a partially ex- 
hausted receiver ; and differs from the brush in being 
due to a constant renewal of discharge, instead of to an 
intermitting action. Now Mr. Snow Harris suggests, in 
his recent Treatise on Thunder Storms, p. 38., that the 
ball-discharge in question possesses many features of re- 
semblance to the glow ; and, in addition, it possesses 
motion. The latter fact is readily accounted for, inas- 
much as the cloud, which causes the discharge, is always 
progressing. The transition from the glow to the spark 
or flash is easily explained ; for when the cloud passes 
over any terrestrial object, by which the resistance to 
discharge is reduced within the striking distance, dis- 
ruptive discharge must take place ; the glow remaining 
only so long as the resistance opposed the actual flash. 
Sucha ball-discharge is described as having approached the 
ship “ Montague,” and to have exploded on the top-mast ; 
and this is just what Mr. Harris’s theory would lead us 
to expect. And there is reason to believe that many of 
the cases before us are not to be classed among effects of 
lightning. We shall again advert to this (73.). | 


V. On the Speed of Lightning. 


(53.) The solution of this problem is due to pro- 
fessor Wheatstone, and like some other results of phy- 
sical inquiry, such as the abstraction of lightning from 
the clouds, which was effected by a boy’s kite, and the 
iridescent effects due to the varying magnitude of 
luminous undulations which were derived from ob- 
servations on soap-bubbles blown from a tobacco-pipe, 
it is founded on the plaything of a child. Every one 
knows that if the end of a lighted stick be whirled ra- 
pidly round ina circle or other curve, it will present the 
appearance of a continued line of light, the lighted end, 
which occupies in succession every point of the curve, 
appearing to the eye to be continually present at all its 
points. 

To develope the principle on which this fact rests, let 

K 3 
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Fig. 103. fig. 103. represent a wheel with ten thin 
spokes, or radii, dividing its circum- 
ference in ten equal parts, and of some 
strong bright colour, such as red. Let 
this wheel be put in communication with 
clock-work, so as to be made to revolve 
uniformly at any required rate. This 
wheel, having its face vertical, and turning on a hori- 
zontal axis, let a screen be placed before it so as to 
conceal it from view, and in this screen let an oblong 
opening be made corresponding in magnitude and po- 

Fis, 104. sition to that spoke of the wheel which 
is in the vertical position and presented 

0 from the centre upwards. Let the screen 
with such an aperture be represented in 
fig. 104., the wheel behind it and con- 
cealed by it being represented by dotted 
lines. 

As the wheel revolves its spokes pass the opening 0 
in succession, and if the motion of the wheel be not very 
rapid, a person placed before the screen will perceive the 
spokes appear and disappear in regular and uniform suc- 
cession at the opening. If the velocity of the wheel be 
gradually increased, the succession of appearances and 
disappearances will be rendered by degrees indistinct, 
until at length a velocity will be attained which will 
cause a spoke to be continually seen at the opening 0, 
in the same manner as if the wheel were at rest and the 
spoke a were placed behind the aperture. Now, 
since it is certain that in this case the presence of the 
spokes at the aperture is successive, and that the inter- 
vals which the spokes are absent bear to the intervals 
of their presence the proportion of the breadth of the 
spokes to the breadth of the spaces between them, it 
necessarily follows that the eye perceives a spoke at 
the aperture during the intervals when no spoke is pre= 
sent there. 

This circumstance is accounted for by considering the 
manner in which vision is effected by means of the 
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mechanism of the eye. The light proceeding from a 
visible object entering the pupil strikes the retina, and 
produces in it a certain vibration, which vibration is 
the immediate cause of the perception of the object 
from which the light has been transmitted. After the 
object has ceased to transmit light to the eye, this 
vibration continues for a certain time, just as the vibra- 
tion of a musical string continues for a certain interval 
after the bow which put it into vibration has been with- 
drawn ; and as the vibration of the string which con- 
tinues after the bow is withdrawn produces the per- 
ception of a proportionately prolonged sound, so the 
vibration of the retina after the visible object has been 
withdrawn produces a proportionately prolonged per- 
ception of its presence. In fact, there is no damper 
in the mechanism of the eye to stop the effect of the 
action of light at the instant that action ceases. It 
is, therefore, an interesting physiological problem to 
determine how long after that visible object is with- 
drawn, and the action of light ceases, the effect on 
the retina remains, and the object continues to be seen. 
This problem is beautifully solved by the apparatus 
above described. The velocity of the wheel being gra- 
dually augmented until the spoke appears to be con- 
tinually present at the opening, it has been found that 
this effect is produced when the wheel performs one com- 
plete revolution in a second of time. Since the space 
round the centre of the wheel is equally divided by the 
ten spokes, it follows that in this case the interval be- 
tween the arrival of two successive spokes at the opening 
is one tenth of a second, and this must, therefore, be the 
duration of the impression of an object on the retina, 
after it has been withdrawn. If the duration were 
less than this, the coloured spoke would not appear con- 
tinually at the aperture 0 when the wheel revolves 
in one second, but would alternately appear and dis- 
appear. If it were greater, a less velocity than one 
revolution per second would be sufficient to cause its 
continuous appearance. 
K 4 
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Since there is nothing in what has been stated to 
render it necessary that the aperture, through which 
the spokes are seen, should be in the vertical rather 
than any other position, it follows that, in whatever 
position round the centre that aperture be placed, a 
spoke will appear to be continually behind it so long 
as the wheel revolves at a rate of not less than one 
revolution per second. 

If, therefore, there be two or more such apertures 
made in the screen, a spoke will appear constantly be- 
hind each of them. In fine, if there be an infinite . 
number of such apertures round the centre, or, in other 
words, if the screen be altogether removed, spokes will 
be seen in every direction round the centre without any 
open spaces between them, or, what is the same, the 
wheel will appear as a circular disc of uniform red, no 
spokes being distinguishable. 

We have here supposed that the wheel is continually 
illuminated. It is necessary now to inquire how long 
light must shine upon it, in order that, revolving once 
per second, it may appear. as a plane disk without 
spaces between the spokes. If the light fall upon it 
only for an instant, that is, an infinitely short time, then 
the wheel will be distinctly seen for the tenth of a 
second in the position which it had when the light fell 
upon it. The spokes will be distinctly visible, as if the 
wheel were at rest. But if the light continue to fall 
upon the wheel during the tenth of a second, then each 
spoke will continue to be illuminated from the position 
it has at the moment the light first falls upon it until it 
arrives at the position which the preceding spoke had at 
that moment. Each spoke will therefore act upon the 
eye, while it passes through the space, between two 
successive spokes, and will therefore be seen at every 
point of that space; and as the perception it causes 
at any point will continue while the spoke passes 
through the whole of that space, it follows that the 
wheel will appear to the eye as a flat circular disc uni- 
formly illuminated. 
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If, however, the light continue to fall on the wheel 
during an interval Jess than the tenth of a second, 
suppose, for example, the twentieth of a second, then 
each spoke will be illuminated while passing through 
half the interval between two successive spokes, and the 
wheel will present the appearance of a circle divided’ 
into ten equal sectors, half of each sector being visible, 
and half invisible. If the duration of the light be any 
other part of the tenth of a second, the wheel will, 
for the same reason, present the appearance of a circle 
divided into ten equal sectors, a portion of each sector 
being visible, bearing to the remaining portion invisible 
the same ratio as the duration of the light bears to the 
difference between that duration and the tenth of a 
second. 

Such an instrument will therefore serve as the means 
of estimating the duration of any light which continues 
to illuminate the wheel for a period of time not exceed- 
ing the tenth of a second; and it is evident that, by 
varying the number of spokes and the velocity of the 
wheel, the duration of any light may be measured 
when its amount is greater or less than the tenth of a 
second. 

(54.) Such is the instrument which has been applied 
by its inventor to measure the duration of a flash of 
lightning, and also of the electric spark. A wheel 
consisting of a hundred spokes, dividing the space 
round the centre into as many equal sectors, was ex- 
posed to the light of lightning during a thunder storm. 
By clock-work it was made to revolve ten times per 
second, making, therefore, one revolution in the tenth 
of a second, and moving through the interval between 
two spokes in the thousandth part of a second. If the 
duration of the light by which this wheel was illumi- 
nated amounted to the thousandth of a second, it would 
appear as a complete illuminated disc without spokes. 
If it amounted to half a thousandth of a second, it 
would appear as a circle divided into a hundred equal 
sectors, half of each sector being visible, and half in- 
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visible. If the duration of the light were instantane- 
ous, it would appear as a wheel with a hundred spokes, 
stationary in the particular position it had at the moment 
the light fell upon it. 

(55.) Now such a wheel being thus exposed to the 
flashes of lightning in a storm, it was found that when 
illuminated it always appeared stationary, though revolv- 
ing ten times in a second. The spokes were seen distinctly 
with no more than their proper thickness. It therefore 
follows, that the duration of the light of the flashes did 
not amount to so great a fraction of the thousandth 
part of a second as was capable of being appreciated 
by estimating the apparent width of the spokes when 
seen by the light of the flashes. The duration of the 
flashes must then have been a very small fraction of 
the thousandth part of a second. 

But the duration of a fiash is the time which the 
lightning takes to move through that part of space which 
it traverses while it is visible. Hence it follows, that 
whatever be the extent of such a distance it is tra- 
versed in a very minute fraction of the thousandth of a 
second. 

This method of observation has only been applied to 
lightning of the first and second kind, no opportunity 
having yet been found to apply it to ball-lightning. 


VI. Silent Lightning. 


(56.) When the heavens are perfectly serene in hot 
weather, lightnings are frequently observed to continue 
flashing in the atmosphere for many hours, unaccom- 
panied by thunder. These have been called Heat 
Lightning. Such appearances are not confined, as has 
been supposed, to those parts of the atmosphere which 
are near the horizon ; on the contrary, their light ex- 
tends frequently over the whole visible firmament. 

Lightning unaccompanied by thunder appears much 
more rarely when the heavens are clouded. Sufficient 
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evidence, however, of this phenomena in different parts 
of the globe has been collected by M. Arago. 

Thibault de Chanvalon, in his Meteorological Observa- 
tions, records its occurrence, on two days in July, 1751, 
at Martinique. Such lightning is very common at the 
Antilles. Dorta mentions the same phenomenon at Rio 
Janeiro, in a paper published in the memoirs ofthe 
Academy of Sciences of Lisbon in the years 1783, 
1784, 1785, and 1787, during which time he wit- 
nessed 170 days on which lightnings were seen unac- 
companied by thunder. 

Lind witnessed at Patna, in India, lat. N. 25° 37’, 
in the year 1826, on seventy-three days, lightning with- 
out thunder ; but neither Lind nor Dorta state whether 
the heavens were clear or clouded. The probability is 
that where the occurrence of the phenomenon was so 
frequent they were sometimes clouded. 

De Luc the younger mentions a great storm which. 
took place at Geneva on the Ist of August, 1791, during 
which very vivid lightnings were seen without any 
audible thunder. Some of the flashes on this occasion 
were so strong, that the loudest claps of thunder would 
have been expected to follow them. In the same storm, 
_ however, other flashes were accompanied by loud thun- 
der. 

Datrton states that, in Kendal, on the 15th of August, 
1791, at nine o’clock in the evening, he witnessed in a 
storm vivid and continual flashes of lightning, but heard 
only some thunder, which was distant. 

(57.) At Paiapepnia, in the month of July of 
the present year (1841), and at New Yorx in the 
next month, I witnessed frequent thunder bursts (as 
they are there called), in which, in a clouded sky, I 
saw a constant succession of flashes of lightning, which 
sometimes continued for several hours, accompanied by 
very short occasional showers of rain. On these occa- 
sions thunder was sometimes not heard at all, and 
sometimes it was only heard after long intervals of 
silence, and seemed, from its sound, to be distant. The 
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lightnings, nevertheless, were vivid, and illuminated 
the heavens to the zenith. They appeared generally 
like a light behind the clouds, the edges of which were 
strongly illuminated, the centres more faintly. These 
lightnings sometimes succeeded each other so rapidly, 
that they had a fluttering appearance, like the motion 
of the wings of a small bird; and this fluttering of 
light would be often continued for three or four seconds. 
These trembling lightnings would succeed each other at 
intervals of some minutes. 


VII. Of Luminous Clouds. 


(58.) In the darkest nights of winter, at the hour 
of midnight, when the influence of the solar light is 
altogether withdrawn from the atmosphere, and in the 
absence of moonlight, a sufficient quantity of light is 
always diffused to render objects around us faintly 
visible, and to enable us to walk, without hesitation, in 
any open country. If the firmament be serene and 
cloudless, this light is ascribed to the stars. But let 
the heavens be overcast ; let the stars be hidden by an 
unbroken mass of the most dense clouds, and still a 
sufficiency of light will be diffused in the open country 
to prevent any of the difficulty and inconvenience which 
would attend any attempt to walk in a dark cave, or in 
an apartment with closed windows. It cannot, then, be 
doubted, that in the most clouded nights of deep winter 
light proceeding from some source is diffused through 
the air. If this light be supposed to be that of the 
stars penetrating the clouds, it is necessary to admit 
that the light of the stars in a clear night is greater in 
the same proportion as the splendour of the unclouded 
noonday sun exceeds the light when the firmament is 
covered with dense clouds. No one, having the least 
powers of observation, can admit such an assumption 3; 
and, if it be not admitted, there remains no other ex- 
planation of the nocturnal light of a clouded sky, 
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except in the admission that the clouds themselves are 
Saintly luminous. 

(59.) If the supposition of the self-luminous pro- 
perty of clouds be entertained, the probability that, 
under varied circumstances of form, density, mutual 
position, temperature, and many other conditions which 
will easily suggest themselves to every mind, clouds 
may be endowed with this quality in various degrees. 
The probability, therefore, of the hypothesis which we 
have just proposed to account for nocturnal light will 
be strengthened, if it can be shown that, on particular 
occasions, clouds have been observed unequivocally, and 
in much higher degrees, luminous. 

(60.) In a memoir of Rozier, dated 15th of August. 
1781, that philosopher states that, being at Béziers on 
that day in the evening, at a quarter before eight 
o'clock, the sun having gone down, and the firmament 
being overcast, thunder was heard. At five minutes 
past eight, it being ‘then complete night, the storm 
having attained its height, Rozier observed a luminous 
point above the brow of a hill fronting his house, 
which gradually augmented in magnitude until it as- 
sumed the form and appearance of a phosphoric zone, 
-subtending at his eye an angle of about sixty degrees, 
measured horizontally, and having the apparent height 
of a few feet. Above this luminous zone was a dark 
Space, equal to its own breadth; and over that space 
appeared another horizontal zone of the same breadth, 
and about half the apparent length. The middle of 
each of these zones exhibited an uniform brightness, 
but the edges were irregular. Lightning issued three 
times from the edges of the inferior zone, but no thun- 
der was audible. The duration of this extraordinary 
phenomenon was nearly a quarter of an hour. 

(61.) Nrcnorson relates that, on the 30th of July, 
1797, at about five o’clock in the morning, he observed 
the heavens covered with dense clouds, which moved 
rapidly to the w.s.w. Lightning played constantly at 
N.w. and s.w., which, after an interval of twelve 
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seconds, were succeeded by loud claps of thunder. The 
lower parts of the clouds, which were undulated and 
checkered, exhibited a red light, which was very vivid. 
At one moment, houses placed in front of that which 
he inhabited had the appearance which would have been 
produced by viewing them through a deep blue glass : 
at that time, on looking at the clouds, they appeared to 
emit a blue light. 

Beccaria states, that the clouds over his observatory 
at Turin frequently diffused, in all directions, a strong 
reddish light, which was sometimes so intense as to 
enable him to read a page printed in ordinary type. 
This nocturnal light was especially observed in winter, 
between successive snow showers.* 

The same self-luminous quality has been observed in 
fogs. The dry fog of 1783 was described by M.VerpeiL, 
a physician of Lausanne, as having diffused, at night, a 
light sufficiently strong to render distant objects visible, 
and this light was equally spread in all directions. It 
resembled the light of the moon seen through clouds. 

De Luc f states, that returning home to his lodgings in 
the neighbourhood of London on a winter night, when 
the atmosphere was clear and not cold, he saw a band 
of clouds intersecting the southern meridian, about 
thirty or forty degrees from the zenith, and extending, 
on either side, nearly to the eastern and western horizon. 
The brightness of this cloud resembled that of a thin 
cloud concealing the moon, and was sufficient to render 
the stars in its neighbourhood invisible. 

(62.) Dr. Ropinson, professor of astronomy at Ar- 
magh, states, in a letter to M. Arago, that during the 
voyage of Major Sasine in Scotland, undertaken to ob- 
serve the lines of equal magnetic intensity, that officer 
being at anchor in Lough Scavig, in the Isle of Sky, ob- 
served a cloud which constantly enveloped the summit 
of one of the naked and lofty mountains which surround - 
that island. This cloud, which resulted from the pre- 


* Del Ellettricismo terrestre Atmosferico, p. 288. 
+ Idees sur la Météorologie. 
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cipitation of the vapour, brought by the constant west 
winds from the Atlantic, was self-luminous at night, 
not occasionally, but permanently. Major Sabine saw 
frequently issue from it jets of light resembling those of 
the aurora. He rejects, however, the supposition that 
these jets were produced by real auroras near the horizon, 
and which were concealed from direct observation by the 
mountain. He regarded all these phenomena of con- 
tinued and intermitting light as originating in some 
physical property of the cloud itself. 


VIII. Of Thunder. 


(63.) Thunder, as every one knows, is a certain 
noise proceeding apparently from the clouds, which 
usually follows, after a greater or less interval, the ap- 
pearance of a flash of lightning. Of all natural pheno- 
mena, those which occupy the meteorologist present the 
greatest difficulties when it is necessary to convey a 
precise notion of them to those who may not immediately 
have witnessed them. It is, doubtless, to this difficulty 
that we must ascribe the practice of meteorological writers 
of resorting to similes, and other like illustrations, in 
their descriptions. 

Thunder is described by some as a sound resembling 
the acute noise produced when stiff paper is torn — or 
when a strong silk cloth is suddenly torn — or when a 
heavy waggon is rolled rapidly over a rough stony road. 
It is imitated with much effect in theatres by shaking a 
piece of sheet iron, about four feet long and two feet 
broad. This is held in the hand at one of its corners, and 
the varieties of thunder may be imitated by skilfully 
varying the movement of the hand. 

Thunder sometimes is heard as a single, clear, and 
distinct sound, like the report of a gun unattended by 
any reverberation. More frequently the sound is deep, 
or, in a musical sense, grave, and consists, not of a single 
sound, but of that rapid succession of sounds, first in- 
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creasing and afterwards diminishing in intensity, which 
has been expressed by the term rolling. 

The difficulty of expressing and recording in words 
the exact nature of such phenomena has limited to a 
small number the observations on which any safe reason- 
ing can be based. 

(64.) The duration of the rolling of thunder was 
observed and recorded by De L’Isle, in Paris, in the 
year 1712. On one occasion it was observed to endure 
for 45 seconds. On other occasions, during the same 
storm (17th of June), the roll continued from 34 to 41 
seconds. On the 3d, 8th, and 28th of July, the roll con- 
tinued, on different occasions, from 35 to 39 seconds. 

De L’Isle also observed the varying intensity of the 
sound in each roll. In some cases the clap is loudest at 
the commencement, and afterwards declines gradually 
until it ceases to be heard. Sometimes it commences 
with a low and barely audible sound, which augments 
in force until it attains a maximum of loudness, after 
which it diminishes gradually in intensity until it be- 
comes inaudible. These changes were carefully observed 
and recorded on several occasions by De L’Isle. The 
following examples will suffice to illustrate the pheno- 
menon: — 


fale Seconds. 
17th June 0 Lightning flashed. 
3 Thunder feebly audible. 
12 Thunder loudest. 
19 Thunder became gradually inaudible. 
21st July 0 Lightning flashed. 
16 Thunder feebly heard. 
20 Thunder loudest. 
32 Thunder became gradually inaudible. 
Sth July 0) Lightning flashed. 
11 Thunder feebly heard. 
12 Thunder loudest. 


8 Loudest thunder began to decrease in force 
47 Thunder became gradually inaudible. 
8th July 0 Lightning flashed. 
ith Thunder feebly heard. 
12 Thunder became loudest. 
38 Thunder began to decrease in loudness, 
47 Thunder became gradually inaudible. 


8th July 0 Lightning flashed. 
10 Thunder feebly heard. 


13 Thunder became loud. 
20 Thunder broke with redoubled force. 
35 Thunder began to lose its force. 


39 Thunder became gradually inaudible. 
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It appears from these observations that the durations 
of the loudest part of each roll varied from twenty to 
thirty seconds. 

The degree of loudness is also very various. On the 
2d of March, 1769, the tower of the church at Buckland- 
Brewer was struck by lightning followed by a clap of 
thunder, described by an ear-witness as equal to the 
simultaneous report of 100 pieces of cannon. 

(65.) The most violent thunder sometimes follows 
ball-lightning. When the ship Montague was struck 
on the 4th of November, 1749, the captain (Chalmers) 
declared that the sound produced by the explosion was 
equal to the simultaneous discharge of several hundred 
pieces of ordnance, but that it did not last above half 
a second. 

(66.) The interval of time which elapses between 
the flash of lightning and the thunder which succeeds it 
is an important element in the theoretical investigation 
of the atmospheric conditions which produce these phe- 
nomena. It is especially useful to ascertain the major 
and minor limits of this interval. The observations of 
this kind collected by the research of M. Arago are ar- 
ranged in the following table :— 


Place. Time. eet Observer. Intervals. | 
— ee | 
-leatayane ++ Seconds 
Petersburgh - 2May,1712 - De L’Isle - <= = i 
48 
6 June, 1712 47 
48 
al 48 
49 
530 April,1712 + - 72 
Tobolsk - - -|2July,1761 - - 4% 
45 
47 
10 July,1761 - - 46 
2 
De L’Isle - - - 3 


| 


M. Arago states as the general impression on his 
memory, that he has often observed the thunder follow 
the flash after an interval so brief as half a second. 

(67.) In the early part = June last (1841), being 

VoL, I. 
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in the reading room of the Atheneum at Philadelphia, 
I witnessed a vivid flash of lightning, which was suc- 
ceeded by the loudest clap of thunder I ever recollect 
to have heard. The interval was, by my estimation, a 
very small fraction of a second.. An ordinary observer 
would have said that the flash and the sound were 
simultaneous. 

(68.) The occurrence of thunder not preceded by 
lightning has not been proved by evidence as clear and 
satisfactory as that by which the existence of silent 
lightnings has been established. No example of it is 
found in any of the meteorological registers kept at ob- 
servatories in Europe. Thibault de Chanvalon, already 
quoted, mentions, in the register of his observations 
made at Martinique, that in October, 1751, there 
were two days on which thunder was heard without the 
appearance of lightning, and that on one day in No- 
vember there were three loud claps of thunder without 
lightning. 

On the 19th of March the vessel in which Bruce the 
traveller had embarked on. the Red Sea, near Cosseir, 
encountered a clap of thunder so violent as to strike the 
seamen with terror. ‘There was no lightning. 

The occurrence of thunder when the firmament is 
cloudless has been doubted. SrenuBirr * speaks of 
thunder on clear days as a known fact, but does not 
state whether such was the result of his own observa- 
tions. Votney states that on the 13th of July, 1788, 
at six o’clock in the morning, the sky being unclouded, 
he heard at Pont Chartrain, a place four leagues from 
Versailles, four or five claps of thunder. At a quarter 
past seven, clouds began to rise in the south-west, and 
in some minutes the heavens were covered. Soon after- 
wards, hailstones fell as large as a man’s fist. 

(69.) The noise which often attends earthquakes is 
similar to thunder, and by an acoustic deception not yet 
clearly explained, it is heard as if it proceeded from the 


* Journal de Physique, tom, xxx. p. 245, 
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upper regions of the air. Observations, therefore, of 
supposed thunder with a clear sky, in places subject to 
earthquakes, cannot safely be received as evidence of 
real thunder. 


IX. Of the Attempts to explain the Phenomena of 
Thunder and Lightning. 


(70.) Although the investigations of Franklin re- 
moved all doubt respecting the identity of lightning and 
artificial electricity, still, in the great variety of atmo- 
spheric phenomena, developed in the disturbances of 
electrical equilibrium, which are produced on so grand a 
scale in the vast regions of the air, much remained, and 
still remains, unexplained. Succeeding philosophers have 
accomplished little more than exhibiting, by direct ex- 
periments and by the comparison of numerous observ- 
ations, analogies which throw more or less light on the 
relations between the appearances which are exhibited 
in the atmosphere, and those general laws which have 
been deduced from experiments made on artificial 
electricity. 

The luminous appearances which attend the electrical 
discharges in the atmosphere, and which characterise 
the different kinds of lightning, must be regarded as 
explicable on the same principles as those of artificial 
electricity, and the various hypotheses and conjectures, 
more or less plausible, which have been proposed to ac- 
count for the one must equally be brought to bear on 
the other. 

(71.) To regard the principle which darts through 
space, with the enormous velocity which the observations 
of professor Wheatstone has shown lightning to be en- 
dowed with, as ponderable matter, is extremely difficult. 
If it be ponderable matter, it must follow the path of 
projectiles, and consequently its course must be curved 
with a concavity turned towards the earth, except when 
it follows the vertical direction. In the zig-zag path of 

L2 
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cuspidated lightning there is nothing analogous to this. 
On the other hand, such rapid and rectilinear motions 
are quite consonant with the supposition of a system of 
undulations propagated through a highly elastic me- 
dium, and are, in all respects, analogous to the actual 
phenomena of light. The bi-cuspidated lightning finds 
its obvious type in the double refraction of crystallised 
media, and the heterogeneous matter suspended in dif- 
ferent strata of the air through which the lightning is 
transmitted completes the parallel. 

(72.) The undulatory hypothesis is nevertheless 
beset with its own difficulties. How can the pulsations 
of an imponderable ether be reconciled with the mecha- 
nical effects of lightning? The analogy to the phenomena 
of light fails, when it is considered that, notwithstand- 
ing its velocity of 200,000 miles per second, light has 
never acquired in its motion, even when condensed by 
the largest burning reflector, sufficient momentum to 
affect, in any sensible degree, the lightest substance sus- 
pended in vacuo by a filament of spider’s web, while, on 
the contrary, the electric fluid, issuing from the clouds, 
splits rocks, overturns the most massive structures, de- 
stroys gigantic trees, and projects to a distance enormous 
weights. 

(73.) But of all the forms under which the results 
of electrical explosions in the air present themselves, the 
most inexplicable is that of ball-lightning. Observation 
seems to countenance the supposition, that these globes 
of fire are real agglomerations of ponderable matter 
formed in the regions of the air by some unexplained 
process. Where such formations are made; whence 
proceed their ponderable constituents ; what is their 
nature; what sustains them in the air; and what 
causes finally precipitate them? are questions before 
which science is mute. 

The constituents of the atmosphere are oxygen and 
azote, in the proportion of four parts by weight of the 
former to fourteen of the latter. If the electric spark 
be transmitted through a mixture of these two gases 
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confined in a glass tube, a portion of the oxygen will 
combine chemically with a portion of the azote, and 
nitric acid will be formed. What the electric spark does 
in such a mixture, the transmission of the electric fluid 
accomplishes in the atmosphere, and nitric acid is formed, 
distinct traces of which are discoverable in the rain 
which falls in thunder storms. If, then, this power of de- 
termining the chemical combination of these constituents 
of the air be undeniable in this case, we cannot reject 
the possibility of other combinations being effected by 
the same agency. Besides oxygen and azote, the proper 
constituents of pure atmospheric air, there are various 
foreign substances occasionally suspended in it, of which 
the chief, but not the only one, is the vapour of water. 
Carbonic acid exists in it in variable quantity, but is no 
where totally absent. Saussure found it in air collected 
at the top of Mont Blanc. Fusinieri states that he 
constantly found sulphur, iron, and its different oxydes, 
in fissures through which lightning has forced its way. 

If such analogies be considered to have any weight, it 
is not impossible to imagine the constituents of solids to 
be suspended in the atmosphere in a vaporous or subli- 
mated state, and to coalesce and enter into combination 
by the transmission through them of a strong discharge 
of electricity. But, as a matter of fact, is it proved that 
ponderable masses in a state of ignition have actually 
fallen from the clouds? The following evidence is pro- 
duced by M. Arago on this question : — 

(74). Boyle states, that in July, 1681, the British 
ship, Albemarle, was struck with lightning off Cape Cod. 
A mass of burning bituminous matter fell in the boat 
suspended at the stern of the vessel, which diffused an 
odour like that of gunpowder. It was consumed in the 
place where it fell, after ineffectual attempts to extinguish 
it by water, or to throw it out of the boat with rods of 
wood. 

(75.) Silent lightnings, whether they appear in a 
clear or clouded sky, are usually explained by the sup- 
position that they are the reflection of lightnings which 

L 3 
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issue from clouds below the horizon, and so distant, that 
the thunder which accompanies them cannot be heard. 
It has been, on the other hand, objected, that the 
splendour of lightning is not sufficiently intense to cause 
a reflection so bright as the silent lightnings, and that a 
reflection, inferior in splendour to lightning itself, in the 
same proportion as twilight is to the brightness of the 


sun, would not be visible. To this objection, M. Arago 


replies by the following facts : — 


Cassint and LacaiLLe, when engaged in making a series of experiments 
on the velocity of sound, in the year 1739, saw the light produced by the 
discharge of a piece of ordnance, placed at the base of the lighthouse of 
Cette, although at the station they occupied both the town and the lght- 
house were concealed by intervening hills. 

In 1803, M. Zacu gave signals on the Brocken (a mountain of the Harz 
range) by exploding six or seven ounces of gunpowder. The light pro- 
duced by this was seen by observers stationed on Mount Ken/enberg, at the 
distance of nearly three degrees from the Brocken. Since a direct view 
would have been rendered impossible by the convexity of the earth, the 
light must have been seen by reflection. 

The flashes of artillery discharged at the base of the Héfel des Invalides 
at Paris are visible in the gardens of the Lu«embourg, near the Rue 


a@ Enfer, although the highest point of the dome of the hotel is invisible 
from that place. 


(76.) If, then, the feeble effect produced by the ex- 
plosion of a few ounces of gunpowder be sufficient to be 
so apparent by reflection, may it not be expected that 
the more resplendent illumination produced by light- 
ning would be infinitely more vivid ? 

That this mode of explaining silent lightning may not 
take the character of mere conjecture, it will be neces- 
sary to show that distant lightnings are actually visible 
when the thunder which accompanies them is inaudible. 


Two unexceptionable observations are adduced for this 
purpose. 


On the night between the 10th and 11th of July, 1783, the weather being 
calm, and the sky unclouded, Saussure, stationed at the Hospice of the 
Grimsel, looking in the direction of Geneva, saw on the horizon some 
streaks of clouds from which lightning issued, but no thunder was heard. 
It was afterwards ascertained, that, at the moment this occurred, a storm 


broke over Geneva, the most terrific that the people of that country ever 
witnessed, 
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On the 3lst of July, 1813,Mr. Luke Howarp observed at Tottenkam, near 
London, in a Clear sky, lightning, such as is called heat-lightning, appear 
towards the south-east. It was afterwards ascertained that a violent storm 
‘at that moment raged in. France, which extended from Calais to Dun- 
kirk. This lightning, above fifty leagues’ distant, was visible in the 
atmosphere of London. 

(77.) It must then be admitted as proved that 
silent lightnings may be, and sometimes. are, produced 
by the reflection in the atmosphere of lightning, of 
which the thunder is too distant to be heard. But it 
does not, therefore, follow that such appearances must be, 
and always are, produced by that cause. On the con- 
trary, heat-lightnings frequently present appearances 
to explain which it would be almost impossible to admit 
the hypothesis of distant storms. ‘Thus it frequently 
happens that when the whole visible firmament is un- 
clouded, these lightnings will play for entire nights on 
every side of the horizon, and will extend even to the 
zenith. If distant storms were admitted to explain 
such phenomena, it would be necessary to suppose that 
portion of the atmosphere visible from a single place 
clear and serene, yetsurrounded on every side by a ring 
of clouds, throughout which storms rage. [he impro- 
bability of such an hypothesis is apparent. 

(78.) M. Arago proposes for the decision of this 
question the same expedient which he suggested a few 
years ago, in his essay on comets, to determine whether 
their tails were self-luminous, or derived their light from 
the sun. There are certain crystals endowed with optical 
properties, in virtue of which objects viewed through 
them are seen under different appearances, according as 
those objects are self-luminous, or illuminated by light 
derived from other objects. He proposes that the silent 
lightnings shall be observed through such crystals, and 
the question whether they be actual lightnings un- 
attended by thunder, or only reflections of distant light- 

nings, be thus decided. 

(79.) Thunder unaccompanied by lightning is ex- 
plained by M. Arago by supposing two strata of clouds 
-at different heights, of which the superior stratum 1s 
L 4 
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the seat of a thunder storm, and of which the inferior 
stratum is sufficiently dense to be impervious to the 
light which precedes the thunder. Nevertheless, the den- 
sity of the inferior cloud will not at all impede the 
transmission of sound through it, and the thunder will, 
consequently, be heard while the lightning is invisible. 

(80.) The method of computing the distance of 
stormy clouds, by observing the interval which elapses 
between the flash and the thunder, is based upon the 
assumption that the sound is produced in the cloud. It 
has been, however, maintained by some persons, that 
when the electric discharge takes place between a cloud 
and the earth, the lightning issues from the earth to the 
cloud. According to the hypothesis of a single electric 
fluid, this would always be the case when the cloud is 
negatively electrified. As a test of this, M. Arago pro- 
poses to observe the interval between the appearance of 
the lightning and the perception of the thunder under 
circumstances in which the distance of the cloud is 
known by other means within a given limit. If the 
distance obtained by computation from observing the 
interval between the light and the sound be manifestly 
less than the known minor limit of the distance of the 
cloud, it must then follow that the seat of the sound és 
not the cloud, but is some place in the atmosphere less 
distant, which would necessarily be the case if the light- 
ning issued upwards from the earth. This method of 
observation might be practised in the neighbourhood of 
any lofty tower or steeple, or near a hill, or by means of 
a small balloon confined by a cord to a given height. If 
the cloud were observed to be considerably above any 
such objects, and yet the computed distance of the seat 
of the sound considerably below them, the conclusion 
just stated would be justified. 

(81.) From the observations which have been recorded. 
of the time between the flash and the thunder, it appears 
that although in one instance this interval amounted 
to seventy-two seconds, it usually does not exceed 
forty-eight seconds. It follows, then, that the greatest 
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distance from which the atmospheric explosions which 
produce thunder are heard is about ten miles. If the 
single recorded observation of an interval of seventy-two 
seconds can be relied on, it would follow that in that 
particular case thunder was heard at the distance of 
fifteen miles. 

(82.) Evidence still more direct and convincing 
can be adduced that beyond the distance of eight or 
ten miles thunder is usually inaudible. 


When the steeple of Lestwithiel, in Cornwall, was struck by lightning, 
on the 25th of January, 1757, and almost entirely destroyed, the thunder 
was terrific ; yet Smeaton, the engineer, who was then within thirty miles 
of the place, heard nothunder. Muschenbroeck states, that thunder at the 
Hague is inaudible at Leyden and at Rotterdam, the distance of the 
former being ten, and of the latter twelve, miles. There are also examples 
of violent storms breaking over Amsterdam which were inaudible at Ley- 
den, the distance being about twenty miles. 


(83.) To deduce right conclusions from these facts, 
it will be necessary to consider the distances at which 
other sounds, generally much less intense than thunder, 
are heard. Cannon discharged at Florence are heard 
at Leghorn, a distance of fifty miles; at Leghorn, 
are heard at Porto Ferraio, the same distance. The 
cannonade at the siege of Genoa by the French was 
audible at Leghorn, a distance of ninety miles. It may 
be added that the great bell of St. Paul’s cathedral in 
London is said to be audible at Windsor, a distance of 
about twenty-four miles. 

(84.) The conditions of the atmosphere which 
affect the transmission of sound are imperfectly under- 
stood, and it is, therefore, the more necessary to accu- 
mulate well-ascertained facts, to form a sound basis for 
general reasoning. It is generally believed that sounds 
are heard more distinctly and at greater distances in 
winter, especially in frost, than in summer. This 
popular impression has been corroborated by the nar- 
ratives of those who have made voyages to the polar 
regions. Parry states * that he frequently heard dis- 


* First Voyage, p. 143. 


154 ATMOSPHERIC ELECTRICITY. - BOOK II. 


tinctly, at the distance of a mile, men conversing in their 
ordinary tone of voice. On the 11th of February, 
1820, he heard a man singing to himself (and there- 
fore, probably, in rather a low tone,) at more than a 
‘mile distant. 

Derham observes, that new-fallen snow impedes the 
transmission of sound, and that fogs also deaden its 
force. This latter effect, however, is not invariable. 
In a November fog, in 1812, Mr. Howard heard dis- 
tinctly, at five miles from London, the noise of the 
carriages rolling over the streets. 

Humboldt has proved that sounds are audible at 
greater distances by night than by day; and from the 
circumstances under which his observations were made, 
it would appear that the silence of night could not be 
assumed as an explanation of this. 

It seems to be established that an adverse wind is an 
impediment to the transmission of sound ; but, accord- 
ing to the observations of M. F’. Delaroche, a favourable 
wind does not assist it. 

(85.) Votnny, at Pont Chartrain, heard four or five 
claps of thunder. Looking carefully round him, he 
could see no cloud either in the heavens or near the 
earth. Now, since thunder has never been heard at a 
greater distance than fifteen miles, and since an object 
to be invisible at that distance, with a well defined hori- 
zon, must have an elevation less than about one hun- 
dred feet, it follows, either that the thunder heard by 
Volney on that occasion was produced in the clear 
atmosphere, or that it proceeded from a cloud not more 
than thirty-three yards from the ground, at a distance 
of about fifteen miles from the observer. ‘ 

It has been elsewhere stated, that the explanation 
proposed and universally received, as accounting for the 
phenomena, isa sudden displacement of the air produced 
by the electrical discharges in which lightning is evolved. 
Since all sound must proceed from an agitation of the 
air, and since lightning and electricity are identified, 
this explanation consists of little more than a statement 
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of the facts. A more rigorous account, however, must 
be exacted from those who would propound an adequate 
theory of thunder. 

(86.) Some have explained the origin of thunder, 
by supposing that the electric fluid, in passing with 
great velocity through the air, leaves behind it a va- 
cuum ; that the air, rushing suddenly into this vacuum, 
produces a detonation like that which takes place in the 
common experiment, in which a vacuum being pro- 
duced under a bladder, extended tightly over the mouth 
of a receiver, the bladder is broken by the pressure of 
the external air. To make this explanation valid, it 
would be necessary to show how the vacuum is pro- 
duced, or that it is, in fact, produced, otherwise the 
explanation is reduced to a mere conjecture. 

(87.) It is also explained by supposing that the 
electric fluid, in passing through the air, compresses 
successively the air lying before it, from whence there 
results a displacement of those masses of air which 
are contiguous, and consequently a series of contractions 
and dilatations, which, extending to a distance, produce 
long-continued reverberations.* 

(88.) M. Pouillet rejects these hypotheses as in- 
- sufficient to explain the phenomenon. He considers that 
if such were the cause of thunder, the passage of a can- 
non ball through the air ought to produce a like effect. 
M. Pouillet maintains, that when an electric discharge 
takes place between two bodies charged with opposite 
electricities, the fluid» does not actually pass from the 
one body to the other, but that the effect is produced 
by a series of decompositions and recompositions of the 
natural electricities of the molecules of the intervening 
medium, precisely similar to that which takes place in 
a liquid solution, in which the poles of a voltaic ar- 
rangement are immersed. . He argues that there must 
thence result vibrations more or less violent in the pon- 


* Becquerel, tom iv. p. 128. 
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derable matter of that medium, which would be suffi- 
cient to explain the sound. 

(89.) The rolling of thunder has by some been 
ascribed to the effects of echo. That echo has, in some 
cases, a share in the production of the phenomena, 
cannot be doubted by any one who has ever witnessed 
an alpine storm. A multitude of causes affecting the 
loudness, the reverberation, and the continuity of the 
peals, are quite apparent. The question is, whether 
echo is the only cause of the rolling of thunder. 

It has been shown that the duration of the thunder- 
roll amounts sometimes to forty-five seconds. Whether 
the echoes of any sound ever have such duration can 
only be determined by observation. The example of the 
often-reiterated echo at a certain island on the lake of 
Killarney is known to all travellers. Mr. Scoresby ob- 
served on a particular occasion its duration, and found 
it to be about thirty seconds. ‘The original sound is 
usually produced by the discharge of a small piece of 
cannon, — 

It would seem that on the occasion of Mr. Scoresby’s 
observation a pistol was used. It is argued by M. 
Arago, that if a cannon had been used, the duration 
would have been much greater, and probably equal to 
the continuance of the longest roll of thunder. 

(90.) During the experiments made to determine 
the velocity of sound in June, 1822, MM. Humboldt, 
Bouvard, Gay-Lussac, and Emile de la Place, heard the 
echo of a cannon discharged near them during twenty- 
five seconds. 

(91.) Mariners state that thunder heard at sea is 
marked by rolling as long continued as at land, although 
none of those causes which are generally supposed to 
produce echoes, such as walls, rocks, wood, hills, or 
mountains, are present. Unless the surface of the clouds 
reflect sound, no means of producing echo can exist. 
under such circumstances. Although it might seem 
that the clouds would be as little capable of reflecting 
sound as the air itself, there appears to be some reason 
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to judge otherwise. MuscHensBrorck states, as the 
result of his own observation, that a cannon which 
being discharged when the heavens are unclouded pro- 
duced only a single report, had its sounds several times 
reverberated when discharged in the same place under 
a clouded sky. In the course of experiments made in 
1822, to determine the velocity of sound already referred 
to, the same observation was made. 

(92.) In the posthumous works of Hooxz, pub- 
lished in 1706, an explanation was proposed for the 
rolling of thunder, which was more recently reproduced, 
with more full developement, by Dr. Rosison, in the En- 
cyclopedia Britannica, and which seems more adequate, 
and open to fewer objections, than any other hypothesis 
yet suggested. The sound is supposed to be developed 
by the lightning in passing through the air, and con- 
sequently separate sounds are produced at every point 
through which the lightning passes. As the object of 
the hypothesis is to explain the rolling, or succession of 
sounds, and not the sound itself, it is immaterial what 
the manner of producing the sound may be. 

Let us first suppose that the lightning were to move 
in a circle, of which the observer is the centre. The 
velocity of the lightning is so extreme, that for the pur- 
poses of this explanation it may be assumed to be at the 
same moment in every part of the circle. Explosions 
will therefore be produced simultaneously at every point 
in the circumference of the circle, and, as all these sounds 
have the same distance to traverse in coming to the ob- 
server, they will arrive at his ear at the same instant ; 
the effect would, therefore, be a single sound, having a 
force due to the combined effects of all the sounds pro- 
duced in the circumference of the circle. To apply this 
reasoning to the actual case of thunder, let it be sup- 
posed that two small clouds, oppositely electrified, are 
situated near each other and at the same height in the 
zenith of the observer. The clouds may be considered 
as placed in the surface of a sphere, in the centre of 
which the observer stands. If the electric discharge 
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takes place between the clouds, the thunder would be 
heard by the observer as a single clap, without any roll 
or reverberation. 

Let us next suppose the lightning to move in any 
line, which is not part of a circle or sphere, with the 
observer in the centre; let its course be a straight line ; 
for example, such as A B (fig. 105.) the observer being 


Fig. 105. 


VY 


at O. From O suppose a perpendicular, O L,, drawn to 
A B, and let two lines O L,, the length of which shall 
exceed O L, by 110 feet, be inflected from O on A B, 
one on each side of O L,. Let other two lines, OL,, ex- 
ceeding OL, by 110 feet, be also inflected on A B, and 
in the same manner let a series of lines, such as O L., 
OsbeiOubahe sie cys be successively inflected on A B, each 
line exceeding that which precedes it by 110 feet. If 
we suppose sounds to be simultaneously produced at the 
pomtse 1, Tussin eas ek , that which is produced a L, 
will be first heard by the observer. Since sound moves 
at the rate of 1100 feet per second, it will take the tenth 
of a second to move through 110 feet; therefore the two 
sounds emitted at L, will arrive together at the ear of 
the observer a tenth of a second after the sound at L, has 
been heard. In the same manner, the two sounds emitted 
at L, will arrive after another tenth of a second, and so 
on. Thus every ten sounds of the series, though simul- 
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taneously produced, would take a second in being heard, 
and would be recognised by the ear as a distinct though 
rapid succession of ten sounds. If it be admitted, then, 
that the electric fluid, in passing through the air with 
the great velocity it is proved to have by the experiments 
of Professor Wheatstone, produces sonorous vibrations of 
this kind in the air, the rolling of thunder would be a 
necessary consequence. 

(93.) According to this manner of viewing the phe- 
nomena the thunder would be loudest which proceeds 
from L,, the nearest point to the observer, and would 
gradually be enfeebled for points more and more distant 
from L,.. Therefore the roll would always be loudest at 
the commencement, and would gradually diminish in 
force until it becomes inaudible. This is not in accord- 
ance with the actual phenomena. 

But the preceding explanation proceeds on the sup- 
position that the lightning moves continually in the same 
straight line. Let us see what the effects of a zig-zag 
course would be, such as that represented by the line 
AB, fig. 106. Taking the place of the observer, O, as a 


common centre, let-a series of circular arcs be drawn, 
with radii increasing in magnitude each successive dis- 
tance, exceeding the last by 110 feet. These arcs will 
intersect the zig-zag course of the lightning in several 
points, more or less in number, according to the position 
of the directions of the lightning, and the magnitude of 
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the radius of the circle. The first sound which will 
reach the observer will be that produced at the points 
where the least of the circles meets the lightning, and the 
succeeding sounds will correspond to those emitted at the 
points of intersection of the succeeding circles with the 
course of the lightning. It is easy to conceive that the 
mutual position of the zig-zag lightning and the observer 
may be such, that the number of points of intersection 
of the circles with the lightning may alternately augment 
and diminish, in a manner corresponding to any sup- 
posable variations in the intensity of the rolling of the 
thunder. 

It is evident that, independently of the infinite va- 
rieties of sound capable of being explained by this hy- 
pothesis applied to zig-zag lightnings, the changes are 
not less various for lightning which preserves a single 
course ; the same flash, according to its direction with 
respect to the observer, being susceptible of an infinite 
variety of sonorous effects. 

(94.) An objection to this fascinating hypothesis 
oceurs to me, which appears to have escaped the atten- 
tion of its advocates, and which, nevertheless, is entitled 
to consideration. I have supposed, for the sake of il- 
lustration, in the preceding developements, that a succes- 
sion of distinct sounds are emitted at points of space, 
the difference of whose distance from the observer is 110 
feet, and therefore these sounds succeed each other at 
intervals of the tenth of a second. Any other difference 
of distance would equally serve the purposes of illus- 
tration, the interval between the successive detonations 
being determined by it according to the known velocity 
of sound. But it does not appear to me that there is 
any thing in the physical effects to warrant the suppo- 
sition of a series of separate sounds emitted at points of 
space more or less distant from each other. The electric 
fluid rushes through space, producing the same effect at 
every point. The analogy, on which Dr. Robison bases 
the explanation, to a file of soldiers placed at certain 
distances asunder, who discharge their muskets at the 
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same instant, but are nevertheless heard in succession, 
does not seem to be in accordance with the phenomena. 
The passage of the electric fluid through the air would 
be more aptly illustrated by a bow drawn over the string 
of a violin, or the current of air driven by the mouth 
through a wind instrument, or by the bellows through 
an organ pipe. There would, according to such analogy, 
be one sustained sound, instead of a succession, or series, 
of distinct sounds. It is true, that in the gravest notes 
on an organ, and even in those produced on certain wind 
instruments (the trombone for example), and on the 
strings of the double bass, the vibrations are distinguish- 
able; but these vibrations do not seem to have any 
analogy to the series of sounds which form the rolling 
of thunder. 

(95.) If this hypothesis, nevertheless, be admitted to 
explain the rolling of thunder, the duration of the rolling 
will become an important element in determining the minor 
limit of the space through which the lightning passes. 
Supposing that no line drawn from the observer to the 
course of the lightning is perpendicular to it, it will 
follow, that one extremity of the course is nearer than 
any other point of it to the observer, and the other ex- 
tremity more remote. The difference between the dis- 
tances of these extreme points would be the length of 
the flash, if its direction were immediately towards or 
from the observer; and if it have any other direction, 
. this difference will be less than the length of the flash. 
The duration of the roll of the thunder being the time 
sound would take to move over the difference between 
the greatest and the least distance, this difference may 
be computed, and thence a minor limit of the length of 
the flash may be obtained. 

From the observations of Ds L’Isix, it appears that 
the rolling of thunder observed by him in 1712 lasted, 
in some instances, forty-five seconds. Allowing 1100 feet 
for each second, this would amount to 49,500 feet, or 
very nearly ten miles. The. length of the flash must 
therefore have exceeded this distance. 

VOL, Il. M 
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CHAP. III. 
THE EFFECTS OF LIGHTNING. 


(96.) Tue effects which have been observed to attend 
the transmission of lightning through bodies which it 
strikes are so various, and apparently unconnected, that 
any classification of them is extremely difficult. We 
shali here adopt that which M. Arago has given. The 
chief effects of lightning may then be enumerated as 
follows : — 

I. The diffusion of smoke occasionally, and a sulphure- 
ous odour almost invariably. 

If. The production of chemical changes in the atmo- 
sphere itself, and in substances suspended in it. 

Ill. The fusion of metals, and sometimes the contrac- 
tion of their dimensions without fusion. 

IV. The vitrifications of earthy substances, and the 
formation of fulgurites, or thunder tubes. 

V. Mechanical effects in piercing, splitting, and trans- 
porting from place to place the parts of bodies which 
it strikes. 

VI. The production of magnetic effects. 

VII. It passes along certain substances in preference to 
others ; and, in general, its effects are dependent on 
the nature of the bodies it strikes. 

VIII. The existence of a storm in the atmosphere is 
accompanied by a state of the surface of the earth 
‘beneath it, in which lightning issues upwards from 
it, and objects upon it are struck from below. 

YX. Luminous rain. 

X. Rain, snow, and hail, falling in a storm, some- 
times emit light when the drops strike each other, or 
strike the earth, 
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We shall consider these classes of effects in suc- 
cession. 


I. The sulphureous Odour developed by Lightning. 


(97.) The following instances have been collected by 
M. Arago : — 


In a thunder-storm on the Isthmus of Darien, WAFER, a surgeon, 
observed that the air was infected with a sulphureous odour, so strong as to 
check respiration, especially in the woods. 

On another occasion, the same observer, crossing a hill after sunset, was 
overtaken by rain so terrible that it seemed as though heaven and earth 
were coming together; there were loud claps of thunder, and the light- 
ning was attended by an odour of sulphur so intense that the travellers 
were nearly suffocated by it. 

BoyLz, in his memoirs for a general history of the air, relates that, in 
a thunder storm which he encountered on the borders of the Lake of 
Geneva, the air was impregnated with a sulphureous odour so strong, that 
a sentinel stationed near the Lake was nearly suffocated. 

LEGENTIL witnessed a storm in the Isle of France, in February, 1771, in 
which a strong sulphureous odour was perceived. 

On the 4th of November, 1749, in N. lat. 42° 48’, and W. lon. 3°, the ship 
Montague was struck by lightning: it seemed as if the vessel was filled 
with burning sulphur. 

On the 19th of April, 1827, the packet ship New York, in N. lat. 38°, and 
W. lon. 53°, was twice struck by lightning, being nearly 500 miles from 
land. When first struck, the paratonnerre was not put up, yet the light- 
ning, finding metallic bodies in its route, was conducted to the water, 
having done much injury to the vessel. The cabins were filled with a 
thick sulphureous smoke. When she was struck the second time, the 
paratonnerre was in its place, and no damage was done; nevertheless, 
various parts of the ship, and the ladies’ cabin in particular, was filled 
with sulphurecus vapour, so thick that objects could not be seen 
through it. 

On the 3lst of December, 1778, at 3p.m., the India Company’s ship Adlas, 
lying in the Thames, was struck by lightning, and a sailor was killed in 
the rigging. The ship, for a moment, seemed to be on fire, but, in fact, 
suffered no damage. A strong sulphureous odour was, however, diffused 
through it, which continued during the day and ensuing night. 

On the 18th of July, 1767, lightning passed down the flues of six chimneys 
of a house in the Rue Plumet, in Paris.. A suffocating odour was diffused 
through the house. 

On the 18th of February, 1770, the church of St. Kevern, Cornwall, was 
struck with lightning during divine service, when the whole congregation 
were struck senseless. The church was filled with a suffocating sulphureous 
odour. 

On the 11th of July, 1819, the church at Chateauneuf-les- Moustiers (Basses 
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Alpes), being struck by lightning, was filled with a dense black smoke 
which rendered it so dark that one could walk in it only by groping. 


(98.) That the sulphureous odour developed by light- 
ning arises from the actual presence of some vaporous 
matter seems to be demonstrated by those observations. 
in which an opaque cloudy vapour filled the rooms. 
Whether this matter diffused through the air is trans- 
ported from the higher regions of the atmosphere by 
the lightning, or is developed by the action of the 
lightning on the bodies which it strikes, is still unde- 
cided. The possibility of matter being brought by the 
lightning from the clouds is countenanced by the phe- 
nomena of ball-lightning, and by the results of the 
investigations of M. Fusinieri, already mentioned. 
Although the odour diffused by lightning has been 
generally compared to that produced by the combustion 
of sulphur, some observers have assimilated it to phos- 
phorus, and others to nitrous gas. If the last were 
its true description, an easy explanation of it would be 
obtained by considering the effect of electricity on the 
constituents of the atmosphere. 


II. Chemical Changes operated by Lightning. 


(99.) The experiment formerly alluded to, in which, 
by transmitting the electric spark through atmospheric 
air confined in a glass tube, a combination took place 
between a portion of its constituents, and liquid nitric 
acid was formed, was due to the celebrated Cavenpisu. 
After the identity of lightning and electricity was esta- 
blished, no doubt was entertained that the same process 
took place in the atmosphere whenever lightning was 
transmitted through it. The direct demonstration of 
this important fact was made by professor Lizsre in 
1827. 

That philosopher submitted seventy-seven samples of 
rain-water, collected on different occasions, to the process 
of slow distillation. Of these samples, seventeen were 
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collected during or immediately after thunder storms. 
In the residue, obtained from these seventeen, nitric acid 
was found in greater or less quantities, in combination 
with lime, or with ammonia. In fifty-eight of the 
other samples these substances were not found ; and in 
the remaining two mere traces of nitric acid were just 
discoverable. 

The formation of nitric acid in the atmosphere during 
thunder storms suggests to philosophical observers vari- 
ous important objects of attention and inquiry. Under 
what circumstances of season, locality, height, and 
temperature of the clouds does the quantity of nitric 
acid thus formed vary? In tropical regions, where 
thunder storms are phenomena of daily occurrence for 
entire months, is the quantity of nitric acid generated 
in the air sufficient to feed the natural veins of nitre 
found in certain localities where the absence of animal 
matter has rendered such formations a matter of great 
theoretical difficulty? The researches may also lead to 
the solution of the origin of the other substances, such 
as lime and ammonia, detected by Liebig in the pluvial 
waters falling from stormy clouds, and possibly for the 
sulphureous gas, of which the odour is so remarkable in 
places where lightning penetrates. It would be a curi- 
ous and interesting result of scientific investigation to 
demonstrate that the thunder of heaven elaborates in 
the clouds the chief ingredient of the counterfeit thun- 
der which man has invented for the destruction of his 
fellows. 


III. The Fusion and Contraction of Metals. 


(100.) The power of lightning to effect the fusion 
of metals was observed by the ancients. ARisToTLE, 
Lucretius, Seneca, and Privy mention this property, 
but in a manner and attended by circumstances which, 
in the judgment of many, cast doubts on the truth of 
their statements. Aristotle mentions the copper on a 
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shield being fused by lightning, while the wood which it 
covered was uninjured. Seneca states that the coin 
contained in a purse was fused while the purse was 
unchanged ; that a sword was liquefied while the 
scabbard in which it lay was untouched ; and that the 
iron points of spears being melted, flowed along the 
wood to which they were attached without burning it. 
Pliny relates that coins of gold, silver, and copper 
sealed up in a bag were melted by lightning, the bag 
not being burned nor the wax which sealed it softened. 

(101.) If the fusion or liquefaction here referred 
to were understood to mean the complete fusion of the 
various pieces of metal mentioned by these several 
writers, there would be undoubtedly great difficulty in 
reconciling their statements with the known properties 
of matter. But if, on the other hand, partial or super- 
ficial fusion be meant, the well ascertained results of 
modern observation corroborates this ancient evidence. 

In 1781, M. D’Avssac and the horse on which he 
was mounted were killed by lightning in the neigh- 
bourhood of Castres. The blade of the sword which 
he wore was fused upon its surface at several places, 
while the scabbard containing it was not burned. This 
circumstance is not inconsistent with the known pro- 
perties of bodies. The part of the blade not fused, 
being a good conductor of heat, abstracted the heat 
from the fused part before it had time to burn the 
scabbard. 

The statements of the ancient writers above quoted 
being taken literally, led Franklin to adopt the hypo- 
thesis of cold fusion. To admit the possibility of a 
wooden scabbard containing the heavy mass of incan- 
descent liquid metal which must have resulted from the 
fusion of a Roman sword without being burned was 
impossible. He therefore proposed to remove the dif- 
ficulty by admitting that lightning possessed the pro- 
perty of melting metals without heating them. ‘This 
affords one of the many instances of the errors which 
arise from framing hypotheses to explain phenomena, 
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the existence and nature of which are not accurately 
ascertained. The strict rules of philosophical reasoning 
required that Franklin should demonstrate as a matter 
of fact that the metal liquefied by lightning is senally 
cold while in the state of fusion. 

(102.) That lightning fuses metals by raising deve 
temperature to the point of fusion is proved by the 
fact that metal fused by lightning falling in liquid drops 
on a wooden floor, or on the deck of a vessel, has 
burned holes in the wood. | 

(103.) The fusion effected by lightning, is not 
confined to that of thin wire or to the slight superficial 
fusion above mentioned. Considerable masses of metal 
have been on various occasions melted. When the 
power has not sufficient energy to produce fusion, the 
iron is often rendered incandescent and soft, and re- 
duced to the state necessary for welding it. With a 
still more feeble power it is only raised to a temper- 
ature more or less elevated. The following facts are 
collected by M. Arago in illustration of these prin- 
ciples: — 


On the 20th of April, 1807, at Great Mouton, in Lancashire, a windmill 
was struck with lightning, which, having passed along a large iron chain, 
softened the links, so that by their own weight they were welded together 
and the chain was converted into a rod of iron. 

In June, 1829, the same occurrence took place at a windmill at Toothill, 
in Essex. 

On the 5th of April, 1807, at Vexznet, near Pavis, lightning struck a key, 
and softened it so, that, by its weight, it was welded to its ring. 

In March, 1772, lightning struck a bar of iron inserted at the most 
elevated part of the dome of St. Pauls Cathedral, which was intended by 
the architect to be in metallic connexion with the pipe by which the water 
is conducted from the roof to the ground. This connexion was acciden- 
tally interrupted at a certain point, and there it was found that the bar had 
been rendered ved hot. This bar was four inches broad, and half an inch 
thick. 

In August, 1777, the weathercock of a tower in Cremona was struck by 
lightning, and the marble stones of the tower broken andkscattered. The 
thunder was the most violent heard in that place. The iron rod of the 
weathercock, which was half an inch in diameter, was broken, but showed 
no mark of fusion. 

On the 12th of July, 1770, lightning struck the house of Mr. J. Moulde, 
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in Philadelphia, and fused a rod of copper six inches long, but of unascer- 
tained diameter. 

In 1754, the steeple at Newbury, in the United States, was struck by 
lightning, after which it was examined by Franklin, who found that the 
lightning had passed along an iron wire twenty feet long, and about the 
thickness of a knitting-needle, which it reduced to smoke. The course of 
the wire along the walls and floors was marked by a black line, like that 
left by a train of gunpowder which has been fired. In this case the wire 
was probably burned. Another wire in the same tower, of the thickness 
of a goose-quill, transmitted the lightning without being fused. 

When Captain Cook was anchored in the roadstead of Batavia, his ship 
was struck by lightning, which produced a shock like that of an earth- 
quake. An iron wire, a quarter of an inch in diameter, extending from 
the mast top to the water, appeared for a moment to be on fire. No damage 
was sustained. 

On the 18th of June, 1782, lightning struck the house of Mr. Parker, at 
Stoke Newington, near London ; and having passed down one of the pipes 
provided to conduct the pluvial waters from the roof, from that it passed 
into a bed-chamber, where it followed the course of a wire which con- 
nected a cord at the bedside with a night-bolt at the door, by which a 
person could bolt or unbolt the door without leaving the bed. Such a 
bolt passes through two rings attached to the door frame, which, in this 
case, served as a gauge for the length of the connecting wire. After the 
lightning had passed along it, the wire was found so much shortened that 
the bolt could not be let fall. 

Wire extended between two fixed points is often broken by lightning, 
which may be explained by the contraction just mentioned, and the fixed 
points not allowing the wire to yield. © 


IV. Of Vitrifications and Fulgurites. 


(104.) As evidence of the heights at which the 
presence of lightning has been manifested, the vitri- 
fications observed in certain places have been already 
mentioned. Saussurn, in 1787, observed these effects 
on the Déme de Gouté, one of the summits of Mont 
Blanc. Ramonp observed them on several summits of 
the Pyrenees, especially the Pic du Midi and Mont 
Perdu,and on the rock Sanadoire in the Puy-de-Déome. 
Humsouipr and Bonrnanp found similar appearances on 
the rock E/ Frayle, at the top of Teluca, one of the Cor- 
dilleras, near the city of Mewico. 

(105.) These several observers merely saw the vi- 
trifications ; they inferred their cause by the form of 
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reasoning called in logic a disjunctive syllogism, that is, 
by severally rejecting every other possible cause, they 
concluded that lightning must have been the true one. 
That a question so important may not rest solely on 
such negative proof, M. Arago has collected the fol- 
lowing facts in support of it: — 

On the 3d of July, 1725, at Mixbury, in Northamptonshire, lightning struck 
on an open field, and killed a shepherd and five sheep. Close to the body 
of the man were found two holes, five inches in diameter, and forty inches 
deep. Near the bottom of one of them was found a very hard stone, 
measuring ten inches long, six inches broad, and four inches thick, with 
its surface vitrified, 

In the year 1750, lightning struck the tower of Asinelli, at Bologna, and 
did some injury to it. BrccariA, who examined it, found the bricks, at 
the place where the lightning struck, vitrified. 

On the 3d of September, 1789, lightning struck an oak in the park of Lord 
Aylesford, and killed a man who sought sheltér under it. This person 
carried a walking-stick, which apparently conducted the lightning to the 
ground, for at its point was found a hole five inches in depth, and two 
inches and a half in diameter; and below this, to a depth of twelve 
inches, were found marks of vitrification. 


(106.) The fact last mentioned leads to the consi- 
deration of fulminary tubes or fulgurites, of which it 
may almost be regarded as an example. 

These tubes were first discovered in 1711, by Herman, 
a shepherd at Massel, in Silesia. Specimens of them 
were sent to the mineralogical museum at Dresden, and 
are still preserved there. Nearly a century elapsed 
before they were seen again, when, in 1805, Dr. Hentzen 
found them in Paderborn, commonly called La Senne. 
This philosopher first assigned their origin. They have 
been since found in great numbers at Palau, near Ko- 
nigsberg ; at Nietleben, near Halle upon Saale ; at Drigg, 
in Cumberland; in the sandy country at the foot of 
Regenstein, near Blankenburg, and in the sands of 
Bahia in Brazil. 

At Drigg the fulgurites are found in hillocks of 
movable sand, about forty feet high, close to the sea. 
At La Senne, they are usually discovered on the brow 
of hills of sand about the same height ; sometimes also 
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in a cavity formed like a basin 100 feet in circum- 
ference, and fifteen feet deep. 

(107.) Fulgurites are usually hollow tubes. At 
Drigg their diameter : generally 2} inches. Those at 
La Senne vary from =!,th of an inch to half an inch 
in diameter, and. ome ee as they descend, terminating 
frequently in a point. The thickness of their sides 
varies from the fiftieth of an inch to an inch. These 
tubes usually descend in the vertical direction, being 
occasionally, however, inclined at an angle of 40° to the 
horizon. Their total length sometimes amounts to 
above thirty feet. Numerous transversal fissures divide 
them into fragments, the lengths of which vary from 
half an inch to six inches. The sand by which they 
are surrounded dries and falls off after a lapse of time, 
and these fragments are then seen on the surface of the 
ground, the sport of the wind. 

Most commonly, in clearing away the surrounding 
sand, the fulgurite is found to consist of a single tube. 
On following it to a certain depth, this is divided into 
two or three branches, each of which again divides into 
small lateral ramifications, varying from one inch to 
twelve inches in length. These final ramifications are 
conical, and terminate in points which are gradually 
inclined downwards. 

The interior surface of the tubes is coated with a 
perfect and very brilliant glass, resembling vitreous opale 
or hyalite. It cuts glass and strikes fire with steel. 
Whatever be the form of these tubes, they are always 
surrounded by a crust composed of grains of quartz 
agglutinated together. This crust is sometimes round ; 
it is oftenest like the bark of a stump of an old birch tree. 
The interior and exterior surfaces correspond in form 
as if the tube were soft and flexible, and acquired 
hardness after being bent. 

(108.) When examined with a microscope, the ex- 
terior crust presents marks of fusion. At a certain 
distance from the centre of the tube, the grains or 
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globules acquire a reddish tint. The colour of the 
material of the tube, and especially of the exterior 
parts, depends on the nature of the sandy soil in which 
it has been formed. In the superior strata, which consist 
of common soil, the exterior of the tube is usually 
black ; deeper, it is a yellowish grey, and deeper still, a 
greyish white. Finally, where the sand is pure and 
white, the tube exhibits nearly perfect whiteness. 

(109.) Such being the appearances presented by 
fulgurites, the question is presented, whence do they 
originate, and by what natural process have they been 
formed? Four hypotheses were proposed to explain 
them :—1. They might have been incrustations formed 
round roots, which disappeared after the operation. 
2. They might be stalactites or other mineral formations. 
3. They might be cells belonging to ancient marine 
animals of the worm species. 4. They might be pro- 
duced by lightning penetrating the ground. 

(110.) The first three of these hypotheses include 
as a necessary condition the formation of the fulgurites 
at an epoch more or less remote from the present time. 
If it can be shown, then, that whatever be their origin, - 
it must in some cases at least be recent, these hypo- 
theses must be severally rejected. The phenomena at 
Drigg are conclusive as to the recency of the formation 
of the fulgurites, and are therefore fatal to these hypo- 
theses. 

The hillocks of sand in which the fulgurites at 
Drigg are formed are shifting, being subject to con- 
stant change by the wind. The tubes in them must, 
therefore, be of recent formation. 

(111.) But it is necessary to show that the state 
in which the sand is found in the internal and external 
coating of the tube, as well as in every part of its 
thickness, can be produced by intense heat. This has 
accordingly been done. The sand in which the tubes 
have been formed has been exposed to the action of 
various degrees of heat by means of the blowpipe, and 
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effects have been produced which correspond with the 
state of the tubes, and prove that intense heat can pro- 
duce the observed effects. 

(112.) Since we have, in the electricity of the ma- 
chines, another lightning infinitely less in its degree, 
but still the same in kind, a further corroboration of 
this hypothesis would be obtained, if, by means of this 
artificial lightning, artificial fulgurites could be formed. 
MM. Savart, Hacuerte, and Breupant, transmitted 
the charge of a powerful electrical battery through a 
mass of glass reduced to powder, and obtained fulgu- 
rites an inch in length, and having an external dia- 
meter, varying from an eighth to a tenth of an inch, 
with an internal diameter of about the twenty-fifth of an 
inch. 

(113.) One step more is necessary to establish the 
origin of fulgurites. This step would consist in pro- 
ducing an example of the lightning being actually seen 
to strike the ground where a fulgurite was afterwards 
found, none having been there before. This step is 
not wanting. . 

(114.) Dr. Fiedler, who has published a work in 
German on fulgurites, supplies the following facts : — 


An apothecary of I’rederichdorf was brought to two men who had been 
struck with lightning. He found in the ground where they lay two fulgu- 
rites like those of La Senne. 

On the confines of Holland, in a sandy country, a shepherd, after having 
seen the lightning strike a hillock of sand, found in the very point where 
it struck a fulgurite. 

On the 13th of July, 1823, lightning struck a birch tree near the village of 
Rauschen, in the province of Samlande, on the shores of the Baltic, and at 
the same time set fire to a juniper bush. The inhabitants ran to the spot, 
and found near the tree two narrow and deep holes. One of them, not- 
withstanding the cooling effect of the rain which was falling, was hot to the 
touch. Professor HacEen of Konigsberg examined these holes, and found 
them, after excavation, to have all the usual characters of fulgurites. 


The origin of fulgurites may then be considered as 
demonstrated. 
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V. Mechanical Effects. 


(115.) The mechanical effects of lightning seen jin 
piercing solid bodies with holes, in splitting them in 
pieces, and in projecting their fragments, sometimes 
of enormous weight, to great distances, are so well 
known and so generally admitted, that it will be need- 
less to multiply instances in proof of it ; but a circum- 
stantial statement of some remarkable cases of this kind 
may throw light upon the manner in which the electric 
fluid acts. 


In the autumn of 1778 lightning struck the house of CasELLi, an engi- 
neer at Alexandria. It did no damage, but pierced the panes of glass in 
the windows with several small holes, about the sixth of an inch in 
diameter. Small cracks in the glass diverged from these holes as centres. 

In August, 1777, lightning struck the steeple of the parish church of St. 
Sepulchre, at Cremona, broke the iron cross which surmounted the tower, 
and projected to a distance the weather-cock, which revolved under the 
cross, and which was made of copper, tinned, and coated with oil paint. 
This weather-cock was found to have been pierced with ezghteen holes, 
nine of which were very prominent on one side, and the other nine on the 
other. As there was no appearance of more than one stroke of lightning, 
all these holes must be supposed to have been pierced at once. The 
position of the holes was such as would have been produced by blows 
imparted simultaneously in opposite directions on parts of the metal nearly 
contiguous, and the inclination of the beards or projecting edges of the 
holes on one side corresponded exactly with those on the other, the direc- 
tions of all the eighteen beards being parallel. 

On the 3d of July, 1821, lightning struck a house at Geneva, and pierced 
the tin which covered a part of the roof with several holes, leaving evident 
marks of fusion. One piece of tin, in particular, which covered the angle 
made by a chimney with the surface of the roof near it, was pierced with 
three nearly circular holes about an inch and three quarters in diameter, 
and about five inches apart measured from centre to centre. The metal at 
the edges of these holes was bent, as it would have been by a force bursting 
through it in one direction or the other. The edges of the two holes were 
bent on contrary sides. 

On the night between the 14th and 15th of April, 1718, the church of 
Gouesnon, near Brest, was struck by lightning with such force that it shook 
as if by an earthquake. The stones of the walls were projected in all 
directions to a distance of from 50 to 60 yards. 

The lightning which formerly struck the chateau of Clermont, in Beau- 
voisis, made a hole twenty-six inches wide and the same depth in the wall, 
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the date of the building of which was so far back as the time of Cesar, 
and which was so hard that a pickaxe could with difficulty make any 
impression upon it. 

On the night between the 21st and 22d of June, 1723, lightning struck a 
tree in the forest of Nemours. The trunk was split into two fragments, 
one seventeen and the other twenty-two feet long. These fragments, so 
heavy, that one of them would require the combined strength of four men, 
and the other that of eight men to lift it, were nevertheless projected by 
the lightning to the distance of about 17 yards. GF 

In January, 1762, lightning struck the church of Breag, in Cornwall, the 
south-west pinnacle of the tower of which it destroyed. A stone, weighing 
170 lbs., was projected from the roof of thechurch to a distance of 60 yards 
in the direction of the south. Another fragment of stone was projected 
to the north to a distance of 400 yards. A third was projected to the south- 
west. 

About the middle of the last century, a rock of micaceous schist, mea- 
suring 105 feet long, 10 feet wide, and about 4 feet thick, was struck by 
lightning at Funzze in Fetlar, in Scotland, and was broken into three prin- 
cipal fragments, not counting smaller pieces. One of these fragments, 
twenty-six feet long, ten feet wide, and four feet thick, had been merely 
inverted in its position; another twenty-eight feet long, seven feet wide, 
and five feet thick, was projected over the hill to a distance of 50 yards. 
The remaining piece, 40 feet long, was projected in the same direction, with 
still greater force, and fell in the sea. * 

On the 6th of August, 1809, at Swznton, about five miles from Manchester, 
lightning struck the house of Mr. Chadwick at 2r.m. A sulphureous 
vapour immediately filled the house. The external wall of a building 
erected against the house as a coal-shed was torn from its foundations and 
raised in amass. It was transported, maintaining its vertical position to 
some distance from its original place; one of its ends was transported 
nine and the other four feet. This wall, thus raised and transported, was 
composed of 7000 bricks, which, independent of the mortar by which they 
were cemented together, would have weighed about 26 tons. This wall was 
eleven feet high and three feet thick, and its foundation was about a foot 
below the level of the ground. Above this coal-shed was a cistern, which, 
at the time of the phenomenon, contained a quantity of water, and the shed 
contained about a ton of coals. 


(116.) If these mechanical effects could be explained 
by supposing them to be produced by the moving force 
of the electric fluid itself impinging on the bodies which 
are struck, no difficulty would arise from the extreme 
lightness and tenuity of the electric fluid, for the mo- 
mentum of a body depends as much on its velocity as 
on its weight ; and however subtle the electric fluid may 


* See Lyell’s Principles of Geology, vol. i. 
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be, itis possible to imagine a velocity by which it may 
acquire any proposed moving force. There are, how- 
_ ever, circumstances among the observed effects which 
cannot be explained by the mere impact of any fluid 
upon the bodies struck. One of those is, that the frag- 
ments of bodies struck by lightning are usually dis- 
persed in all directions, and this is the case even when 
the fragments are large and heavy masses. If the pin- 
nacle of the church at Breag had been struck by the 
mechanical force of a body moving in a determinate 
direction, it could not have happened that two large and 
heavy masses of stone would be driven, one to a dis- 
tance of sixty yards south, and the other four hundred 
yards north. If the circumstances attending bodies 
struck by lightning be attentively considered, it will be 
apparent that they are such as would be produced by a 
force suddenly called into action, and directed outwards 
from the internal dimensions of the body, so as to burst 
it in pieces. If the approach of lightning could be 
shown to be capable of producing, instantaneously, 
within a body, a highly elastic fluid, such a fluid, in 
exerting an outward pressure, would burst the body 
exactly as the explosion of gunpowder forces out the 
ball, or failing to do so, bursts the gun. 

(117.) From what has been established respecting 
the action of free electricity, it is evident that lightning 
will decompose the natural electricities of any bodies 
which it approaches, drawing towards itself the fluid of 
its own name, and repelling, to the more remote parts, 
the contrary fluid. If the body be a conductor, this de- 
composition will take place, and the free electricities of 
opposite names will be accumulated on opposite sides of 
it, and when their tensions exceed that of the atmosphere 
they will escape. If it be not a conductor, then the 
natural electricities, being forced asunder by the induc- 
tive action of the lightning, may produce the effect of a 
confined elastic fluid, and a separation of the parts of 
the body will be the consequence. 
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(118.) The hypothesis proposed by M. Araco to ex- 
plain the mechanical effects of lightning refers their 
origin to the water, or other fluids contained in the pores 
of the body on which the lightning acts. Lightning is 
proved by observation to evolve heat sufficiently intense 
to reduce metallic wires suddenly to a state of incandes- 
cence. M. Arago argues, that it may therefore be rea- 
sonably inferred that it may also produce a like effect on 
the minute threads of water which pervade the interstices 
of certain bodies. By the experiments of MM. Dulong 
and Arago, the elasticity of steam at the temperature of 
500° degrees Fahr. amounts to 45 atmospheres. But 
this temperature is much less than that of red-hot iron. 
It may therefore be inferred that any small portions of 
water contained in the pores of bodies, which suddenly 
acquire as much heat as would render iron red-hot, must 
acquire an elastic force so enormous as to be capable of 
producing any of the mechanical effects which have en- 
sued from lightning. In founderies, where a small 
quantity of water has accidentally been deposited in the 
mould in which the liquid. metal is poured, the most 
terrible explosions have taken place at the moment the 
metal comes in contact with the water. Admit that 
humidity is found in the fissures and cells of the blocks 
of stone which form a building, and if the thunder strikes 
this stone, the sudden production of vapour within it will 
break it, and its fragments will be projected in all di- 
rections. In like manner, the sudden formation of vapour 
in the ground beneath the foundations of the walls of a 
house would be sufficient to raise the walls in a mass 
and transport them to a distance. The circumstances 
attending the action of lightning on trees are still more 
easily explicable by M. Arago’s hypothesis, since the 
sap and vegetable juices, being placed in lines parallel 
to the direction of the fibres, the vapour which would 
be formed would split them in pieces exactly in the 


manner in which trees are observed to be split by light- 
ning. 
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(119.) This explanation, ingenious as it is, is not 
free from objection. ‘That water may be suddenly and 
strongly heated by lightning when the body which con- 
tains it is a conductor of heat may be admitted. But 
when lightning strikes a large block of stone, the heat 
must penetrate its dimensions before it can reach the 
water which may be contained within them ; but stone 
being almost a non-conductor of heat, its surface might 
be fused, while its internal dimensions would not suffer 
a sensible elevation of temperature ; especially when the 
stone is exposed to the source of heat only for an instant. 
Wood is also a bad conductor of heat, yet M. Arago’s 
hypothesis seems to require the admission, that a tree 
struck by lightning is heated sufficiently to produce 
aqueous vapour of enormous elasticity without produc- 
ing the combustion, or even the carbonisation of the 
wood itself. The soil, or earthy matter, at the surface 
of the ground is also almost a non-conductor of heat, yet 
M. Arago requires the admission, that the lightning 
acting on it produces a vapour from water below it of 
sufficient pressure to lift the wall of a house and project 
it to a distance. 

(120.) None of these difficulties appear to attend the 
supposition that the natural electricities of non-conduct- 
ing bodies, being forcibly decomposed by the proximity 
of the electric fluid which forms the lightning, and which 
may be conceived to have an almost infinite intensity, 
their violent separation resisted, as it would be, by the 
non-conducting quality of the bodies themselves, would 
be attended with all the effects which M. Arago ascribes 
to the sudden formation of vapour, without any of the diffi- 
culties or objects which are involved in that supposition. 

(121.) If the electricity projected from the thunder- 
cloud be supposed to be positive, that of the ground 
which it approaches will necessarily be negative, and 
more intensely negative the more intensely positive is 
the electricity coming from the cloud, and the more 
nearly it approaches the ground. 

VoL. Il. N 
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(122.) Whatever hypothesis may be adopted to ex- 
plain the facts, the terms ascending and descending 
lightning may be allowed, if they be understood to refer 
to the direction in which the electricity is propagated, 
as manifested by its effects. Facts are not wanting to 
indicate the progress of the electric influence upwards. 


On the 24th of February, 1774, lightning struck the steeple of the village 
of Rowvroz to the north-west of Arras. A pavement composed of large 
blue stones, which was laid under the steeple, was violently ratsed up- 
wards. 

In the summer of 1787, lightning struck two persons who took refuge 
under a tree near the village of Tacow in Beaujolots. Their hair was 
driven upwards and found upon the top of the tree. A ring of iron which 
was upon the shoe of one of these persons was found afterwards suspended 
on one of the upper branches. 

On the 29th of August, 1808, lightning struck a small building near the 
hospital of Salpétriéve, in Paris. A labourer who was in it was killed, and, 
after the event, the pieces of his hat were found incrusted on the ceiling 
of the room. 

When trees have been barked by lightning, it frequently happens that 
the bark is stripped from the base of the trunk wpwards to a certain height, 
and the upper part of the tree is untouched. ‘This occurred with several 
trees in the Champs Elysées at Paris, in a storm which took place in 
June 1778. 

The leaves of trees which have been struck by lightning often exhibit 
the effects of heat on their lower surfaces, but not at. all on the superier 
surfaces. 


(123.) All these effects M. Arago thinks are capable 
of being explained by the vapour of water issuing up- 
wards after being evolved by the lightning acting on 
water contained in the ground. 

They are also capable of explanation by the escape of 
negative electricity from the ground upwards. 


VI. Magnetic Effects. 


(124.) This class of effects is so well known, and so 
perfectly explained by the principles established in 
ELEecTRO-MAGNETISM, that it will not be necessary to 


devote any space here to the enumeration of instances 
of them. 


\ 
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VII. Effects of Conducting Bodies on Lightning. 


(125.) Although the properties of metallic substances, 
and other conductors, in reference to lightning, are 
capable of being inferred by analogy from the principles 
of common electricity yet the difference of the intensity 
of the atmospheric electricity in storms, and the artificial 
electricity of the machines, is so enormous, that it can- 
not be without great utility to record the circumstantial 
statements of those effects of lightning which illustrate 
the influence of conductors, when affected by electricity 
of a tension so much greater than any which can be 
obtained in ordinary experiments. 

(126.) The unvarying preference which electricity 
gives to conductors over nonconductors in the selection 
of its route is strikingly illustrated in the following 
narrative, addressed to the Abbé Nollet soon after the 
discovery of the virtue of conductors by the Count 
Latour-Landry. 


On the 29th of June, 1763, in a violent thunder-storm, lightning struck 
the steeple of the church of Antrasme, near Laval. It entered the church, 
and fused or blackened the gilding of the frames and borders of particular 
niches. It blackened and scorched (dem?-grillée) the cruets (burettes) 
which lay in a small cupboard, and finally it pierced two deep regular 
holes like those of an auger in a marble closet where the church-plate 
was kept, and which was placed in a niche formed in a wall of sand- 
stone. 

These damages were repaired, the gilding was restored, the holes stopped, 
the painting renewed. On the 20th of June, 1764, lightning again struck 
the steeple. It entered the church at the same place; blackened the 
gilding which it had blackened before ; fused that which it fused before ; 
extended its damage to precisely the same limits, without exceeding them ; 
blackened and scorched (gréliée), the cruets; and finally re-opened the 
two holes in the marble closet. 


(127.) The protection afforded by conductors to sur- 
rounding nonconductors, and the damage done by 
lightning in forcing its way to the former and escaping 
from thera through the latter, is proved by the follow- 


ing instances :— 
N 2 
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When lightning struck the tower of Newbury in 1754, on the occasion 
formerly mentioned, it first destroyed the superior part, which consisted of 
a pyramid of carpentry about seventy feet high. Having scattered this 
mass of wood-work, it encountered a metallic wire which descended 
through the tower to a point about twenty feet lower. It fused this wire 
in several places, but the carpentry surrounding it suffered no damage, 
although the flash had by no means expended its force, as was proved by 
its effects in descending lower. Arriving at the lower extremity of this 
wire, the lightning again passed through the carpentry, which it damaged 
considerably, and such was its intensity, that when it reached the ground 
it tore up several of the foundation stones of the building, and projected 
them to a considerable distance. 


(128.) The power of metals and similar conductors 
to give a free passage to the electric fluid is not the 
only quality from which they derive importance in 
reference to atmospheric electricity. When lightning 
comes into the neighbourhood of masses of metal, 
whether they be exposed or covered by nonconductors, 
the lightning will force its way to them, bursting through 
any intervening nonconducting bodies, and fracturing 
or otherwise damaging them. This may be easily ex- 
plained by the known effects of induction. The in- 
ductive action of the lightning decomposing the natural 
electricities of the metal attracts the fluid of the same 
name to the end nearest to it, and is reciprocally at- 
tracted by it. The energy of this attraction may be 
sufficient to produce the effects which are observed. 
Lightning will also desert a smaller metallic conductor, 
and rush to a larger one, breaking its way through 
intervening nonconductors. The principle of induc- 
tion is equally applicable to the explication of this 
effect. 


Lightning having struck a large rod of iron placed on the roof of the 
house of Mr. Raven, in Carolina, U.S., passed along a brass wire which 
was carried down the external surface of the wall and connected with a 
bar of metal which was sunk in the ground. In its descent, the lightning 
fused all that part of the wire extending from the roof to the first floor 
above the level of the ground without damaging the wall against which 
the wire was attached. At the height of the first floor it took another 
course, deserting the wire, bursting through the wall, in which it made a 
large aperture, and entering the kitchen. The cause of this singular de- 
viation at right angles to its former course became manifest, when it was 
found that a gun standing on its stock rested with its barrel against the 
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kitchen wall exactly at the place where the lightning forced its way through 
it. The lightning passed along the barrel of the gun without injuring it, 
breaking, however, the stock, and damaging the hearth-stone near it. 

In the night between the 17th and 18th of July, 1767, lightning struck a 
house in the Rue Plumet,in Paris. Several frames were suspended in one 
of the rooms, one of which only was gilt. This one it attacked, neglecting 
all the others. A tin lantern and two thin glass bottles lay upon the table. 
It demolished the lantern, but spared the bottles. In another room was 
placed an iron stove. This was destroyed, while every thing else in the 
room was uninjured. In another room was a wooden chest containing 
several articles made of iron. The chest was broken, the iron articles 
presented evident marks of fusion, yet half a pound of gunpowder, which 
was contained in an open powder-horn which lay among these articles, was 
not fired. 

On the 15th of March, 1773, lightning struck the house of lord Tilney at 
Naples. A large assembly, consisting of not less than 500 persons, hap- 
pened to be in the house at the time, among whom were SaussurE and 
sir WixtLt1AM Hamitron. Almost all the gildings of the rooms, the cornices 
of the ceilings, the rods supporting the drapery of the furniture, the 
gilding of chairs and sofas, the gilded frames of the doors, and the bell 
cords, were fused, blackened, or scaled off. As usual, the greatest effects 
were produced wherever the continuity of the conducting matter was in- 
terrupted. It is certain that lightning sufficiently powerful to fuse wire 
would killa man. In this case, therefore, lightning sufficiently intense to 
produce death traversed nine rooms, containing 500 persons, without in- 
juring any one, its course being confined to a series of accidental con- 
ductors supplied by the walls and furniture. 

In 1759, the detachment of French soldiers which conducted captain 
Dibden, a prisoner of war at Martinique, took shelter from rain under the 
wall of asmall church which had neither tower nor steeple. Lightning 
struck the building, killed two of the soldiers leaning against the wall, and 
made a breach in the wall immediately behind them, four feet high and 
three feet wide. On examining the place, it was found that within the 
chapel, at the place of the breach, a collection of massive bars of iron were 
placed, intended to support a monument. Those soldiers who were not 
placed opposite to the iron were uninjured. 

On the 10th of June, 1764, lightning struck the steeple of St. Bride’s 
church in Fleet Street, London, and did great damage. The weathercock was 
first struck ; from that the lightning descended along a bar of iron buried 
among the massive stones of which the steeple is built. This bar was two 
inches in diameter and twenty feet long, and its lower end was let into a 
cavity five inches deep in a stone, and secured there by lead. The gilding 
on the cross and weathercock was partly destroyed, and all that remained 
was blackened. The soldering in several places was fused. Along the 
descending bar no trace of the fluid was discoverable ; but at its lower ex- 
tremity, where the continuity of the metal was broken, were marks of 
violent effects, The stone in which the end of the bar was inserted was 
broken in pieces; a large breach was made at the same place in the side of 
the steeple. The lightning from thence seemed to have descended by 
leaps from one iron cramp to another immediately below it. It did not, 
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however, confine its path merely to the descending direction ; wherever 
iron cramps were inserted within the masonry, to bind the blocks of stone 
together, the fulminating fluid penetrated and left its marks. In fine, the 
stones were split, broken, pulverised, displaced, and launched to a distance 
like projectiles, in the neighbourhood of the extremities of all the bars of 
iron used in the construction of the building. 

In the case of the house struck in 1767, in the Rue Plumet, in Paris, 
already mentioned, a remarkable example of the influence of a hidden 
mass of iron was offered. The only injury done to the exterior of the 
building was the entire demolition of the entablature, behind which was 
disclosed a number of large pieces of iron used in its construction. 


(129.) Itis evident, from these instances, that’ so long 
as a continuity of metal is afforded, no damage is done 
by lightning. But a continuity of any conducting 
matter ought to produce the same effect. If the metal 
be continued to the ground, and the ground be sufficiently 
humid to afford a free passage to the electricity, no 
injurious effects ensue, and the lightning passes quietly 
into the crust of the globe. But if the ground be dry, 
it becomes a non-conductor, and the electricity escapes 
with an explosion. 


On the 28th of August, 1760, lightning struck a bar of iron erected on 
the roof of the house of Mr. Maine,.in the United States, and partially 
fused it. This bar descended to the ground, which it penetrated to some 
depth, but the soil not being sufficiently humid, the lightning produced an 
explosion, broke up the ground, and damaged the foundations of the 
house. 

On the 5th of September, 1779, at Manheim, on the Rhine, lightning struck 
an iron bar raised on the roof of the hotel of the ambassador of Saxony, by 
which it was conducted along the roof and walls of the building to the 
ground. The ground being dry, it quitted the bar with an explosion which 
produced a vortex of sand, which was witnessed by several persons, and of 
which evident traces remained. 


(130.) When the continuity of the conductor is 
broken, and the lightning escapes by an explosion, the 
whole conductor is rendered luminous, which never 
happens when the conductor is uninterrupted. 


Lightning struck the conductor on the house of Mr. West, in Phila- 
delphia, and the place where its lower extremity met the ground at about 
five feet below the surface being dry, the lightuing escaped by explosion. 
A heavy shower fell at the moment, which having moistened the pavement, 


the whole surface of the ground for several yards round the conductor 
seemed to be on fire. 
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VILL. Effects proceeding from the Surface of the 
Earth. 


(131.) The class of appearances now to be noticed 
require the more detailed and especial description, in as 
much as they are more rarely subjects of observation, 
and many of them are difficult to be connected with 
the known principles of electricity. 

When storms are breaking in the heavens, and some- 
times long before their commencement, and when their 
approach has not yet been manifested by any appear- 
ances in the firmament, phenomena are observed, appa- 
rently sympathetic, proceeding from the deep recesses 
of the earth, and exhibited under very various forms 
at its surface. Instead of recounting these extraor- 
dinary class of physical facts in general terms, which, 
from their nature, must want that precision so desirable 
in such descriptions, and which are always liable to 
inaccuracy when a legitimate theory of the phenomena 
is wanting, we shall here state the particular facts 
collected by the active zeal of M. Arago on this interest 
ing subject. 

Dayint wrote to VALLISNERI that he had observed, near Modena, a 
fountain whose waters were clear or turbid according as the sky was clear 
or clouded. Vallisneri himself states that he observed that the salt 
marshes of Zbia, Queveola, Cassola, and also in the duchy of Modena, and 
the sulphur springs, announce an approaching storm before there is any 
appearance of it in the heavens, by a sort of ebullition, and by subterranean 
noises like that of thunder, and sometimes even by actual thunder. 

Toapo relates that in the hills of Vicentino, at a little distance from the 
parish church of Molvena, there is a fountain called by the people of the 
place Bifoccio, because it has two sources. When a storm is approaching, 
this fountain, even after a long drought and at times when it is completely 
dry, gushes out suddenly, and fills a large canal with turbid water, which 
spreads over the adjacent valleys. 

At two miles from the sources of this fountain, near the parish church of 
Villa-raspa, in the court-yard of M. Joseph Pigati of Vicenza, is a deep 
well which, on the approach of a storm, boils with such violence as to 
terrify the inhabitants of the place. 

It is stated in the Journal of BkuGNATELLI that, on the 19th of July, 1824, 
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immediately after a storm, the waters of the lake Massaciuccolz, in the 
duchy of Lucca, pecame as white as if a quantity of soap had been dis- 
solved inthem. This appearance continued during the following day, and 
on the next day multitudes of fish of every size were found dead upon its 
banks. 


(132.) No one who has witnessed the local floods 
which take place in storms of thunder and rain can 
fail to be struck with the inadequacy of the quantity 
of rain, however highly estimated, which can fall within 
given limits, to account for the enormous quantity of 
water discharged over plains and through valleys from 
the higher regions. Direct evidence is not, however, 
wanting to prove, that in such cases the internal waters 
of the earth are often discharged through temporary 
fissures, which break open in the sides of hills and other 
places. An occurrence of this kind took place in York- 
shire, in the month of June, 1686, when two villages 
were entirely destroyed by the flood. During a storm 
an immense chasm was opened in the side of a hill, and 
amass of water issuing from it contributed much more 
than the rain to the flood which ensued. 

In October, 1755, a sudden inundation produced im- 
mense ravages in Piedmont: the Po overflowed its 
banks. This disaster was preceded by horrible thunder; 
and the unanimous opinion of all who witnessed the 
occurrence, including the celebrated Beccaria, who left 
the record of it, was, that its chief cause was an im- 
mense volume of subterraneous water, which, during 
the storm, suddenly issued from openings which it made 
for itself in the bosom of the hills. 

(133.) It is impossible to contemplate these phe- 
nomena without calling to mind the Mosaic record of 
the flood: in that record, the source of the waters 
by which the earth was submerged is stated not to 
arise solely from the rain which fell from the clouds: — 

‘* In the six hundredth year of Noah’s life, in the 
second month, the seventeenth day of ‘\e month, the 
same day were all the fountains of tue great deep 
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broken up, and the windows of heaven were opened.” 
(Gen. vii. 11.) 

The breaking up of the fountains of the great deep, 
as distinguished from the opening of the windows of 
heaven, either has no meaning, or must be.taken to 
express the breaking out of the subterraneous waters by 
clefts and fissures in the crust of the earth. That the 
expressions are not accidental tautology or pleonasm is 
proved by their repetition in the next chapter, where 
the termination of the flood is described : — 

“* And God remembered Noah, and every living 
thing, and all the cattle that was with him in the ark ; 
and God made a wind to pass over the earth, and the 
waters assuaged. The fountains also of the deep, and 
the windows of heaven, were stopped, and the rain 
from heaven was restrained.” (Gen. viii. 1, 2.) 

The rupture of the crust of the globe by the influence 
of the electricity of the atmosphere exerted upon large 
masses of subterraneous water would not be inexpli- 
cable if it could be shown as a matter of fact that the 
same influence is capable of producing a swelling and 
heaving upwards of the unconfined waters of the ocean. 
Incontestable and recent evidence of this fact is not 
wanting. 


In April, 1827, the packet ship New York, between that port and Li- 
verpool, was assailed by a violent storm, in which the sea appeared to boil 
as if a thousand submarine volcanoes were in a state of eruption at its 
bottom. Three columns of water were seen, which rose towards the clouds, 
falling back in foam, then rising anew to fall back again. 

On the Mont d’Or, in Auvergne, is an ancient building, in the middle of 
which is a cistern hewn out of a single block of stone, called Casar’s 
cistern, In the bottom of this are two holes communicating with a 
spring, through which water rises with a motion and noise like that of 
ebullition. Frequent observations have been made on this spring by 
Dr. Bertrand, who states that it increases considerably when the weather 
isstormy. The increase of noise which attends it is known among the 
inhabitants of the valley as a presage of coming storms; it is a sign which 
they say never deceives them. 

The celebrated Duhamel du Monceau states that silent lightnings, unac- 
companied by wind or rain, called heat lightnings, have the property of 
breaking the ears of corn, Farmers are well acquainted with this fact. 
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On the 3d of September, 1771, Duhamel himself witnessed this fact: on 
the morning of that day there was much lightning, and he afterwards 
found that all the ears of corn which were ripe were broken off at the 
nearest knot: the only ears which remained standing were the green ones. 


(134.) These and similar effects indicate an influ- 
ence emanating from the ground. Such effects are not 
confined to corn, but probably extend to all vegetable 
substances. The following fact, as stated in the Biblio- 
theque Britannique of Geneva for the year 1796, sup- 
plies an example of this : — 

A wood of oak situated on an eminence two leagues from Geneva was 
barked in May, 1795. This operation can only be effected in the season of 
the year when the sap, moving between the wood and the bark, diminishes 
sufficiently the adherence of the latter to be enabled to be separated with 
facility from the tree. The workmen remark also, that the state of the 
atmosphere produces an evident influence on the process 

One day the wind was blowing from the north and the sky unclouded, 
the bark was removed with more than usual difficulty. In the afternoon, 
clouds rose in the west, thunder rolled, and at the same instant the bark, 
to the great astonishment of the workmen, fell spontaneously from the 
trees. They soon had reason to ascribe this to the state of the atmosphere, 
since the effects ceased when the storm passed away. 


(135.) There are a multitude of popular im- 
pressions respecting the effects of thunder, which have 
‘been generally regarded as destitute of foundation, and 
not even worthy of serious attention: such are the 
received opinions that thunder curdles milk, renders 
wine, beer, and other fermented liquors sour, taints 
fresh meat. After the facts, however, which have 
been stated above, it would be rash to pronounce as- 
sertions so unanimous of cooks, brewers, wine-makers, 
butchers, &c. to be false. Instead of being regarded 
as subjects of ridicule and contempt, such questions 
should be submitted to serious experimental inquiry. 

(136.) Among the numerous manifestations of the 
discharge of electric matter from the surface of the 
earth produced by the influence of the electricity of 
the air, one of the most circumstantial and authentic 
is due to Brydone, who, being on the spot where the 
occurrences took place, was in part witness to them, 
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and collected the particulars from other eye-witnesses 
with scrupulous care. 


On the 10th of July, 1785, a storm broke out between noon and one 
o’clock in the neighbourhood of Coldstream. During its continuance, 
there occurred in the surrounding country several remarkable accidents. 

A woman who was cutting grass on the banks of the Tweed was 
suddenly thrown down without any apparent cause. She called her com- 
panions immediately to her aid, and told them that she received a sudden 
and violent blow on the soles of her feet, but whence it proceeded she 
could not tell. At the moment this happened there was neither thunder 
nor lightning. 

A shepherd attached to a farm called Lennel Hill saw a sheep suddenly 
fall which, the moment before, appeared in perfect health. He ran to 
raise it from the ground, and found it stiff dead. The storm was then 
approaching, but distant. 

Two coal waggons driven by two boys seated on the benches in front of 
them had just crossed the Tweed, and were in the act of ascending a hill 
on the banks of the river, when a loud explosion was heard like the report 
of several guns fired nearly together, and unattended by any rolling or 
continued sound like that which usually accompanies thunder. At the 
moment of this explosion, the boy who drove the second waggon saw the 
foremost waggon with the two horses and driver suddenly fall to the 
ground, the coal being scattered about in all directions. On examination, 
the driver and horses were found to be stiff dead. The coal which was 
dispersed had the appearance of having been for some time in the fire. 
At the points where the tires of the wheels rested at the time of the ex- 
plosion the ground was found to be pierced by two circular holes, which, 
being examined by Brydone half an hour after the occurrence, emitted a 
strong odour resembling that of ether. The tires of the wheels showed 
evident marks of fusion at the points which were in contact with the road 
at the moment of the explosion, and at no other part. The hair was singed 
on the legs and under the bellies of the horses; and by a careful exa- 
mination of the marks left in the dust of the road where they fell, it was 
apparent that they must have been struck suddenly stone dead, so that no 
life remained when they touched the ground. Had there been any con- 
vulsive struggle, the marks would have been visible. The body of the 
driver was scorched in different places, and his dress, shirt, and particularly 
his hat, were reduced to rags. A strong odour proceeded from them. 

All the witnesses of this occurrence agreed that no luminous appearance 
whatever attended it. The driver of the second waggon was conversing 
with his comrade, and was looking towards him at the moment he was 
struck down, being at about twenty yards behind him, but saw no light. 
A shepherd, standing in an adjacent field, told Mr. Brydone that he had 
his eye on the waggon at the very instant of the explosion, but he saw no 
light. He saw a vortex of dust arise at the place of the explosion, but un- 
accompanied by any luminous appearance. Finally, Mr. Brydone himself, 
at the moment of the event, was standing at an open window, with a watch 
in his hand, explaining to the persons around him the method of calculat- 
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ing the distance of the lightning, by observing the interval between the 
flash and the thunder, and he heard the explosion, but perceived no light. 


(137.) The explanation of these effects, which na- 
turally presents itself to a mind conversant with the 
laws established by experiment on artificial electricity 
is, that the natural electricities of some subterraneous 
conductors are decomposed by the inductive action of 
the atmosphere or by other causes, and that the fluid 
thus liberated and accumulated immediately under the 
non-conducting crust which forms the surface breaks 
through that crust, and passes to the nearest external 
conductor. Hence the fusion of the tires of the wheels 


by electricity issuing from holes immediately under 
them. 


(138.) The absence of light in the electric ema- 
nations which proceed from the ground is not general. 
The following statements, coming from an authority 
not to be questioned, will illustrate this: — 


On the 10th of September, 1713, Marrer relates, that having been de- 
layed for some time near the chateau of Fosdinovo, in the territory of Massa- 
Canara, he took shelter from a storm in the chateau, where, with the 
Marquis de Malaspina, he was received by the mistress of the house, in a 
room situate on the ground-floor. There they saw suddenly appear on the 
surface of the ground a vivid flame, having a light partly white and partiy 
azure. This flame was much agitated, but had no progressive motion. 
After gradually acquiring a considerable volume, it suddenly disappeared. 
At the instant of its disappearance, Maffei felt in his shoulder, proceeding 
from his back upwards, a peculiar tickling sensation (wn chatowzliement 
particulier); plaster detached from the ceiling of the room fell upon his 
head, and, in fine, he heard an explosion, different, however, from the sound 
of thunder. 

In a letter addressed to AposToLo Zino, MaFFet states, that on the 26th 
of July, 1731, lightning struck at Casalaone, accompanied by thunder as 
loud as a cannonade, the principal tower, tore away the escutcheon bearing 
the arms of the town, destroyed the stone mouldings, and did other damage. 


This occurrence was preceded by the appearance of a great flame at a little 
distance from the ground. 


The following statement is on the authority of the 
Abbé Richaud * : — 


* “ Vistoire Naturelle de l’Air et des Météores,” tom. viii. p. 291. 
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* On the 2d of July, 1750, at three o'clock in the afternoon, being in the 
chutch of St. Michel, at Dijon, during a storm, I saw appear suddenly, 
between the first two pillars of the principal nave, a red flame, which was 
suspended in the air at the height of three feet from the floor. This flame 
then gradually augmented its volume until it attained the height of from 
twelve to fifteen feet. After having risen through several fathoms in a 
diagonal direction, nearly to the height of the organ gallery, it disappeared 
with an explosion like the report of a cannon discharged in the church.” 


(139.) The fire evolved from the earth by the in- 
fluence of atmospheric causes is not extinguished by 
passing through water. 


On the night between the 4th and 5th of September, 1767, during a vio- 
lent storm, the keeper of a fish-pond near Parthenaz, in Poitou, saw the 
entire pond covered with a flame, so dense as to prevent him from seeing 
the surface of the water. The next day dead fish floated on the pond. 


(140.) The existence of a storm in the air is not a 
necessary condition in the causes which govern the 
evolution of these terrestrial fires. 


On the 4th of November, 1749, in lat. N. 42° 48’, long. W. 2°, a few 
minutes before noon, the sky being unclouded, a globe of bluish fire, having 
the appearance of a millstone, rolled rapidly along the surface of the sea, 
towards the British ship Montague, alveady referred to (p. 139.). At a little 
distance from the vessel it rose vertically from the water, and struck the 
masts with an explosion like that of several hundred pieces of artillery, 
committing much damage to the masts and rigging. Five sailors were laid 
senseless on the deck, one of whom was severely burned. The usual effects 
of lightning were observed. A sulphureous odour was diffused through the 
ship, and large iron nails, torn from various parts of the vessel, were pro- 
jected on the deck with such force that strong pincers were necessary to 
draw them out. 


(141.) Sometimes luminous emanations assume the 
appearance of a cloud of light maintaining a stationary 
position. 


Major SaBine and captain JamsEs Ross, in their first northern expedi- 
tion, being in the Greenland seas during one of the dark nights of these 
regions, were called up by the officer of the deck to observe an extra- 
ordinary appearance. Ahead of the vessel, and lying precisely in her 
course, appeared a stationary light resting on the water and rising to a con- 
siderable elevation, every other part of the heavens, and the horizon all 
around the ship, being as black as pitch. As there was no known danger 
in this phenomenon, the course of the vessel was not changed. When the 
ship entered the region of this light, the officers and crew looking on with 
the liveliest interest, the whole vessel was illuminated ; the most elevated 
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parts of the masts and sails, and the minutest parts of the rigging, became 
visible. The extent of this luminous atmosphere might have been about 
450 yards. When the bow of the ship emerged from it, it seemed as if the 
vessel were suddenly plunged in darkness. There was no gradual decrease 
of illumination. The ship was already at a considerable distance from the 
luminous region, when it was again visible as a stationary light astern. 


This narrative was addressed to M. Arnaco in a letter 
from Dr. Ropinson of Armagh, who received it from 


MM. Sapine and Ross. “The cause of these pheno- 


mena,’ says M. Arago, “ to use the beautiful expression 
of Puiny, is still hidden in the majesty of nature.” 

(142.) Besides these unusual luminous phenomena, 
many philosophers, among whom are Marrer and 
Cuappr, have maintained that storms are almost always 
attended by common lightning, which issues from the 
earth and strikes the clouds. Nor are such statements 
made in a general and vague form ; but the partisans of 
this doctrine declare that they have themselves distinctly 
seen such lightning rise like a rocket. If such state- 
ments be correct, it must be assumed that the speed of 
this ascending lightning is infinitely less than that of 
the cuspidated lightning, since the progressive motion 
of the latter cannot be observed. The ascending 
lightning, if the accounts of it be correct, must be 
analogous in its motion to ball-lightning. 

(143.) Of the flames which issue from the earth 
and form objects upon it, the most common and most 
frequently observed are those which have appeared on 
the points of spears, and more frequently still on the 
extremities of the masts and yards of ships. These 
were observed by and known to the ancients long before 
electricity assumed its place among the sciences,* 
When they appear in two flames on the masts and 
rigeing of vessels seamen call them Castor and Polluw ; 
when as a single flame, Helen. he latter is regarded 


as an evil omen; the former a presage of a favourable 
voyage. 


* See INTRODUCTION, p. 4. 
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Passing over many examples of these phenomena of 
remote date, and which might be considered of doubtful 
accuracy, we shall here state a few of the more recent 
instances of them. 


On the 25th of January, 1822, during a heavy shower of snow, M. pz 
TJHIELAW, On his route to Freyburg, observed the branches of the trees, in 
a heavy shower of snow, to emit a bluish light. 

On the 14th of January, 1824, immediately after a storm, a large black 
cloud overspreading the sky, M. MaxaporF saw a waggon on which a load 
of straw was transported into the middle of a field near Cathen, and observed 
that the blades of straw stood on end, and seemed to be on fire. A vivid 
flame also issued from the whip of the driver. This appearance lasted about 
ten minutes, and ceased when the wind had dispersed the cloud. 

On the Sth of May, 1831, some officers of the French engineers and artil- 
lery were walking after sunset, with their heads uncovered, on the terrace 
of Bab-Azoun, at Algters. Each looking at the other’s observed, with un- 
qualified astonishment, that the hairs of his companion’s stood on end, and 
little jets of flameissued from them. When the officers raised their hands 
similar jets issued from their fingers. 


Similar phenomena are seen to issue from the pointed 
extremities of steeples and other elevated structures. 


IX. Luminous Rain. 


(144.) The following are the proofs and examples 
of the occurrence of this class of phenomena collected 
by M. Arago:— 


On the 3d of June, 1731, Hauuat, prior of the Benedictines of Lessay, 
near Constance, states, that he saw in the evening, during a thunder-storm, 
rain fall like drops of red-hot liquid metal. 

In 1761, BERGMAN wrote to the Royal Society of London that he observed 
on two occasions towards evening, and when no thunder was heard, rain 
which sparkled as it struck the ground, which seemed to be covered with 
waves of fire. 

On the morning of the 22d of September, 1773, in the district of Skara, in 
East Gothia, in Sweden, athunder-storm broke, attended by very violent 
rain. The rain commenced at six o’clock in the evening. All the accounts 
agree in stating that the drops struck fire, and scintillated on touching the 
ground. 

On the 3d of May, 1768, near La Canche, about two leagues from Arnay- 
le-Duc, M. Pasumot was caught on an open plain by a violent storm. The 
rain-water collected abundantly on the leaf of his hat, and when he stooped 
his head to let it flow off, he observed that in its fall, encountering that 
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which fel! from the clouds at about twenty inches from the ground, sparks 
were emitted between the two portions of liquid. 

On the 28th of October, 1772, on his way from Brignai to Lyons, the 
Abbé BERTHOLON was caught in a storm at five o’clock in the morning. 
Rain and hail fell heavily. The drops of rain and the hail-stones which 
struck the metallic parts of the mounting of his horse’s trappings emitted 
jets of light. 

A friend of Howakrp the meteorologist, on his way from London to Bow, 
on the 19th of May, 1809, during a violent storm, saw distinctly the drops 
of rain emit light when they struck the ground. 

On the 25th of January, 1822, the miners of Freyberg informed Lam- 
paplus, that the sleet which fell during a storm emitted light when it 
struck the ground. ‘ 


(145.) This emission of light is not peculiar to 
water whether in the liquid or frozen state. 


During the eruption of Veswutus which took place in 1794, a shower of 
dust, as fine as snuff, fell in Naples and its environs. This dust emitted 
light which, though pale, was distinctly visible at night. Mr. Jamus, an 
English gentleman, who happened at the time to be in a boat near Torre 
del Greco, observed that his hat and those of the boatmen and the parts of 
the sails where the dust lodged shed around a sensible light. 


These several phenomena seem capable of easy ex~ 
planation, by admitting the rain, hail, or snow coming 
from the clouds and the surface of the earth and objects 
upon it to be in opposite electrical states. 
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CHAP. IV. 


OF THE GEOGRAPHY AND CHRCNOLOGY OF THUNDER 
STORMS. 


(146.) Tux paucity of meteorological observatories 
and observers even in Europe where physical science is 
most cultivated, and where even the smallest and least 
important discoveries affecting its progress are sure 
sources of honour and distinction, and their total 
absence from almost every other part of the globe, are 
causes which leave but few facts for the historian of 
thunder to collect and arrange under the heads which 
appear in the title of this chapter. Whether the mean 
prevalence of storms on the globe or on any specified 
parts of it have undergone any variations as age has 
rolled after age within the limits of human records, and 
if they have, what is the law which governs that va- 
riation, and what will be their future mutations? How 
the prevalence cf storms in different parts of the globe 
is affected by the vicissitudes of seasons? How it is 
affected by the position of. places with reference to the 
equator and the poles? How it is affected by the dis- 
tribution of land and water on the surface of the earth? 
How it is affected by the geological character of country 
or by the physical conformation of the surface? These, 
and many other questions of a like nature, must con- 
tinue without clear or satisfactory solutions until the 
number, zeal, and efficiency of meteorological observers 
bear some comparison to that which has brought other 
branches of physics to so high a degree of perfection. 
Nevertheless, something has been accomplished by 
individual exertion and zeal,— nothing systematic, 
nothing directed with a view to the developement of any 
great general principles, it is true,—but still facts and 
VOL. II, oy) 
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observations which, being brought together from an in- 
finite variety of scattered sources, often from quarters 
where the record of scientific facts would be least ex- 
pected, may be usefully arranged so as to illustrate the 
geography and chronology of thunder storms, and to 
form at least a nucleus round which the results of future 
investigation may be collected. This useful service has 
been performed by the zeal of M. Araco. 

(147.) Ancient writers, historians, and poets, men- 
tion incidentally effects of lightning which afford some 
countenance to a conjecture,—a mere conjecture,—that 
formerly thunder storms prevailed more than at the 
present day. Hxrroporus states that the army of 
XpRxeEs, when near Troy, was struck by lightning, and 
a number of men killed. Pausantas records a like oc- 
currence to a Lacedemonian army near Argos. Puiny, 
the naturalist, mentions that the towers erected, during 
the war between Terracina and the temple of Feronia, 
were so often destroyed by lightning that their con- 
struction was discontinued. In Virem, Ovin, and 
Proprertius, are recorded the death by lightning of a 
greater number of remarkable persons than all human 
record could supply for the last 2000 years. As ex- 
amples may be cited, the names of Salmoneus, Capaneus, 
Semele, Remulus, Enceladus, Typhon, Ajaw the son of 
Oileus, Esculapius, Adimanthus, Lycaon. 'To these may 
be added T'udlus Hostilius, and the emperors Carus and 
Anastasius I. If so many notable persons were so 
destroyed in an age and country when newspapers and 
reporters were unknown, and when mail-coaches, rail- 
ways, and steam-ships had no existence, it may be rea- 
sonably inferred that the same visitation must have 
reached an infinitely greater number of the obscure who 
have no historian to record and no poet to sing their fate. 

Itis certain that neither in the same localities, nor in 
other parts of Europe or Asia, does lightning strike and 
destroy now so frequently as to account for such effects. 
If the ancient historians and poets are to be credited, 
thunder storms must be less frequent now than formerly. 
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(148.) If the positive testimony of ancient writers 
be regarded with limited confidence, their negative evi- 
dence must be received with great distrust. Puiny 
states that it never thunders in Egypt, and Prurarca 
that Ethiopia is free from that meteor. It is now 
known that thunder is not unfrequent at Cairo and 
more usual at Alexandria; and as there is abundant 
evidence of thunder in countries adjacent to Ethiopia, 
there is little doubt that the atmosphere at that part of 
Africa is not exempt from such phenomena. 

(149.) In the warmer climates, there is one place 
and one only where it is known that thunder is never 
heard. The inhabitant of Zima who has never tra- 
velled knows thunder and lightning only by description. 
In the atmosphere of that country, clouds, properly so 
called, never appear. 

(150.) From the testimony of Parpps, ScoresBy, 
Parry, Ross, and all others who have navigated the 
polar seas, it has been ascertained that the frequency 
of thunder diminishes in approaching the pole. It 
appears to be certain that it never thunders in north 
latitudes above the 75th parallel. Between 70° and 
75° thunder is sometimes, but rarely, heard. Below 
65° storms become more common, and their frequency 
increases as the latitude diminishes, the intertropical 
regions being those which, in general, present the most 
violent and frequent manifestations of this meteor. 

(151.) By comparing the recorded cases of thunder 
storms at land and at sea, it appears to be established, 
on grounds at least of strong probability, that storms 
are more frequent on land than at sea; that at sea the 
frequency of storms diminishes as the distance from 
land increases, and analogy leads to the probable con- 
jecture that there is a certain distance from land at 
which it never thunders. 

(152.) The principal data from which the geo- 
graphical distribution of storms and their prevalence at 
different seasons of the year can be conjectured are 
collected and arranged in the following table: — 

02 


“ESLT OF OLLI Tory 


porsg -curonbag ‘we 4q peArtesqQ 


*yet019N ap "yr Aq pearasqo 


“OSLT 0} SOLT Woy 
‘juvyng Aq pearesqg 


ported 


*pajeys Jou porteg 


*9A(SNOUL 
OTST 0} LOST Ulory suOoTZeAtasqO 


dag ut yuenbarzz ysour { aatsnyo 
“UI ‘Oaq OF “URL WOIZ JapUuNyy ON 


“OLLI ‘x07 [9A eI} OY BONAG Aq paartasqg 


+ydag ut juanbesz ysour £ aatsnyo 
“Ul ‘09 0} “ue WoOIZ JEepUaNnyI ON 


‘oatsnpout JS LT 
01 ZSLT. WoO, aXIM suOTVeATasqo 
aL ‘syNSat uvsur ay} are asayy, 


“pury 
"ryMI Aq poarasqo “oaq pue sept 
UadIAjJeq PapN[IUT a1aM skep asoUy, 


“GSLT Tea 


ae ee ee 


| 


OSL UIT 


—= 


GOLTUEGT 


—— 


PIS UtPT 


xeaX uo ut 
Jaquinn 4seaT 


eA lars a a a 
1.01.0) 8-1/ 5.8 6.6 6 9:6 |9-0|1-0}0-0|0-0| $1 
Th of S| © Ol-O) Tl TP el ee] 2 
eo a a ak Pee a La 
£-0| 9-0) 9-1] G-2 | F-F | 9-b 9-2 |9-T 9-0) 1-0 |T-0| ¥% 
8-1] £-G| 6-6) 0-L 2-1] 1-1] 2-1) 8-1/1-3/9-6|6-T] Z£ 
T-0 |¢-0' 0-1] 0-¢'0-8| ¢-¢ |¢-3|9-0/ 0-0) 0-0] 0-0] - 
i Ia a A ee a 
9-0 |G-B|I-€|P-| 1-9] PE |0-b| GS |9-0 | T-0| 0-0] OT 
OV Pil Bl OL) Sl oO Pi eh O10 T 
Olle otal OcleeGal Getle Ss Oh|pialeee Olt On hii 
0-9| LS) 8-6) 1-T |E-t]£-0/8-0|L-1 | 2-F} £-6|8-01| 9 
Ol Ca a WE CH Ee Weyl A Osa pet |e ae 
“SIA 
Za OY eT | reset Nh ert seh ced ileal: |B ss 
2/8 [sla leiela|e a) | 2 | es 
> . . os 
ae 
“QUO, YOR Ul ropunyy, jo she ee ac 
laptey 
no 


SSLt“t0e! FST | 10 
- | de he 
69LT USE] 90-6 |0.0 
=. \ 
9:66 | 0.6 
= £-23 1-0 
Sl = 
LIST Urcs! 1-66 |0.0 
- Mos 
= se | 0 
- 6e 5 
tp | O 
SSLLUILL| L-09 | 0-6 
- SG - 
- o9 | oO 
g 
s nz] 8 
W532 | pee | 
oe ie) ss 
Ree | Eas 
° 5 ® 5 me 
oa 7S e 
3 me, 


— 


POLS <4) (NEOkGG > es Vas Teg, 
"A off€ | *N ofS | - - - eusUIs 
a oOl | {Nosh i= SidT] [TA UTeUay 
*M of0¢ | °N ofS | - saisy souang 
*M ofS9 | ‘Nof9P |- > - 92EGenG 
"MA of61 "N ofLP | > F0uvTy — SIOTATA 
"M of$ | ‘No¥9T |- - adnorepenp 
“H oGh “Ni oft |= i erursskqy 
"M o8G | *Nofpt |- >  anbrunseyy 
"M 069 | “No6S [> ‘“S*A “Puede yy 
"M ofG| “Soke [7 - Odfpuer ory 
S "NG oGGli= > as eed 
"H096 | “Noto {- - - Bnnoed 
“UOT "yeT "aor 


q}UOUL aq} UT skep auru-ApUIM] LO SABPUNY} Hf sIBak Ud} UT JY} ‘sueatE “auNP JOpUN *G.7Z JAqUINU oYy, “YWOUT yyy UT skep aUTU Wo srapuNyy qT st 


‘uO OS pue fauNne JO 


vak U9} Ul Jey ‘suvaU ‘Youre PY 


Jo YJUOM sy} -1epun “G.9 jeMULoap ay} — +: SRY} poo}szapuN aq 0} ore Ao, *uoryeuLjdxe axinbar 0} suoszed auros 0} rvadde Keut a[qQe} aaoqe ay} ul siaquINU jBUONIRAZ OUT, xXx 


“9E8T OF 
GEST soyonoysag ‘aq fq paazesqg 9287 UTS 


“6OLT i 
0} LG LT Ssatxeuorssrur ayy kq paaresqo LGLT US 


*ZZ8T OF LOST ‘uopuoyT xeau saovyid GIST UrS 
yuereyip ye paemoyT fq paarssqg el 


“9ELT 03 OZ LT “Ayeeryy Aq paarosqg - 
*yonorg ueyeuor "xy, Aq paarasq— S 
"GERI 01 SegyT wor potog | —T UL 


*yoaoiquayosnyl Aq paarasqgQ |GESi UlG 


COLT Ut FT 


‘sporsad Surpsoeid ay} Jo UvayT - 


“LEST OF 9G8T Wor porag | [SST UIs 
“GEST OF DIST Wow poltag | C681 U9 
“QT8T OF 9O8T Wor; ported | GIST UIs 
“LOST OF S8LT Wor ported | 96LT UL 
“yeeryy Aq poarasqo ee 


*potxed 
Zuo] & Loy Yaorquaysn yy <q paaresqg OPLT UG 


“OBLT 9F PSLT Wor poled |P8LT UP 


sauroey pue 
pMePIg ap TEN “WII Aq paasesqo | 0687 VEO 


“Keyeay “Wl Sq paarasqg | esgt urg 
*zapreuyosuarrayy “AL Aq paarasqy | gist ur 9 


GO8T UGS 


—-———_—~ 


re 


GLeT UP 


6O8T Ut eT 


PEST Ul St 


SPLT Ut LT 


LE81 UL 0% 


IT8ST Ul es 
PELL USS 


LELT Ul Ss 


S8LT ut 7 


So8TUl ce 


9@8T UE LB, 
TEST Ul 13 


ld 
i) 


Ee 
rare 


Se) 


to 


j=) 
j=) 


| 
| 


re 


o 


: 


al 
Oo 


| 
| 


So 
i=} 


Ke) 


=) 


| 
| 


=) 
o 


| 
| 


j=) 
o 


| 
| 


ie 
o 
© 


° 


can 
Bnao 


0-0 


O-T 


“H o6f 


“Hl oF GT 


*M of6T 


“Hl o8€ 


"a ote 
“a o6T 


“a oOT 
“dH cOT 
“OH oOT 
“a o0T 
“aH off 
“A of 91 


*M ose! 


*M oll 


“a of1T 


“a ofEL 


"A ofST 


"a of 6 


One (tio. S ore) 
"NoOp {- + > uRed 
*N of1¢ | - (zeau) uopuo'y 
"No09 |- - Singsiajag 
"N of 0G | - (17eAuI09) oredjog 
"Nose |- - - suapy 
“Nese. |e - uapsary 
INUOTS Elsa a ee eed 
‘Nofsh|* 7 > sHea {89 
‘Nofeh |" > > sea | 9 
“Nofs? |- > ot Seg 

} 

NEO Se sped | 
"N of8P | - - ansurqn y, 
*NovG | - - 3490719 
“NT ofp |- asnojno, J, 
"No0S [>  -  apeddeyoery 
"Nol¢ |- - JY99.4S9P AL 
"NofSh{- > —-Simqseng 
*N of9b 


= Ss -  enpeg 


198 ATMOSPHERIC ELECTRICITY. BOOK II. 


(153.) On inspection it will be evident from this 
table, that thunder-storms occur more frequently in the 
summer months than at any other seasons. 

(154.) With the view of comparing the damage sus- 
tained from lightning at different seasons, M. Araco 
has collected an account of ships struck by lightning ~ 
between the latitudes of the Mediterranean and the 
coasts of England. This enumeration is necessarily 
imperfect, being collected from the information gleaned 
from the memoirs of Mr. Harris and other sources, 
without the aid of any regular or certain reports. The 
dates of the accidents extend from 1681 to 1832. 


Number of Ships 
struck 5 - 


| 


Of forty-three recorded cases, twenty-three. occurred 
in the first four months of the year, and sixteen in the 
last four. 

If storms, therefore, be more prevalent in the summer, 
it would seem that they are attended with more danger- 
ous effects in the winter. The data are, however, too 
scanty to afford safe ground for any general inference. 

[(155.) But we have hopes of gaining much information 
on these matters from a seriescf papers, which Mr. Harris 
is now (1843) publishing in the Nautical Magazine. 
He is giving an alphabetical list of the ships of her 
majesty’s navy, which have suffered from lightning, in- 
cluding authentic notices of the attendant phenomena ; 
and, at the end of the series, he purposes entering upon 
a critical examination of the whole, with a view of 
drawing such practical deductions as the list may pre- 
sent. | 
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CHAP. V. 


OF DANGER FROM LIGHTNING, AND THE MEANS OF 
PROTECTION. 


(156.) Tux apprehension of danger from lightning, and 
the solicitude to discover and adopt means of security 
against it, are proportionate to the magnitude of the 
evils it produces, rather than the frequency of their oc- 
currence. The chances which any individual of the 
population of a large city incurs of being struck with 
lightning during a storm are infinitely less than those 
which he encounters in his daily walks of being de- 
stroyed by the casual fall of the buildings near which he 
passes, or by the encounter of carriages crossing his path, 
or from the burning of the house in which he lodges, or 
from a thousand other causes of danger to which he ex- 
poses himself without apprehension. Still, even those 
who possess the greatest animal courage are struck with 
awe, and affected more or less by fear, when exposed to 
the war of the elements in a violent storm ; and there are 
none who, in such cases, will not willingly avail them- 
selves of any means of protection which they believe to 
be availing. Aueusrus entertained such a dread of 
lightning, that in storms he took refuge in caves, think- 
ing that lightning never penetrates to any considerable 
depth in the ground. 

(157.)° Strong fear, operating on ignorance, has 
prompted, in times past and present, a multitude of ab- 
surd and unavailing expedients, among which, never- 
theless, chance seems to have flung some in which ana- 
logies to the results of modern science are apparent. 
When a cloud menaced thunder, the Thracians shot 
their arrows at it.* The arrows being metal were con- 


* Herod. lib. iv. ch. 94 
o 4 
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ductors, and being pointed had the virtue of attracting 
lightning. Pury states, that the Htruscans had a se- 
eret method by which they could draw lightning from the 
clouds, and guide it at their pleasure. Numa possessed 
the method ; and Tuntius Hostinius, committing some 
oversight in the performance of the ceremony, was 
himself struck. For Numa substitute Franku1in,; 
and for Tunius, Ricumawnn, and the Roman legend is 
converted into a true historical record of the last cen- 
tury. 

(158.) It was formerly believed, that persons in bed 
were never stricken by lightning ; and a modern meteo- 
rologist, Mr. Howard, apparently favours such an idea, 
by relating two cases in 1828, in which beds were com- 
pletely destroyed by lightning, while the persons who 
lay in them were uninjured. Against this, however, 
many contrary instances may be cited. On the 29th of 
September, 1779, Mr. Hearthley was killed in his bed by 
lightning, at Harrowgate, while his wife, who lay beside 
him, escaped. On the 27th of September, 1819, a servant 
was killed in her bed at Confolens, in France. In 1837 
a house was struck with lightning at Kensington, near 
London, where a man and his wife were killed in their 
bed. 

(159.) The Romans believed that seal’s skin was a 
preservative against lightning ; and tents were made of 
this material for timid persons to shelter under in storms. 
Aveustus was always provided with a seal’s skin cloak. 
However ineffectual may be such an expedient, expe- 
rience abundantly proves that the material of the dress 
is not without considerable influence on the course which 
lightning follows, and may therefore augment or di- 
minish the peril of the wearers. When lightning struck 
the church at Chdteau-neuf-les-Moutiers, during the ce- 
lebration of mass, of the three priests who officiated at 
the altar two were struck dead, the third was uninjured. 
The vestments of the last were of silk. 

(160.) There are some well-attested facts which in- 
dicate a relation between colour and the movements of 
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the electric fluid. Three cases are cited in which horses 
and oxen, having white spots, were struck by lightning, 
and had all the white hair burned off, while the re- 
mainder of the hide remained unaltered. 

' (161.) It has been supposed that certain species 
of trees are proof against lightning and never struck 
by it. Tisertus was accustomed to wear a crown of 
laurel from the idea that lightning never struck it. 
Observations made in districts where extensive forests 
present all varieties of trees to the chances of the storm 
afford no grounds for any certain conclusions on this 
subject. 

(162.) When assailed by a storm in an open plain, 
the danger is greatly augmented by seeking the shel- 
ter of a tree. Experience and theory combine to 
prove this. The position of greatest safety is such a 
distance from a tree that it shall act as a conductor, 
diverting the lightning from the place assumed for 
safety. A distance of half a dozen yards may serve 
for this purpose. 

(163.) Glass being a non-conductor of electricity is 
generally supposed to have a protective virtue. Thus 
it has been presumed that a person enclosed in a cage 
of glass exposed to a thunder-storm would be in abso- 
lute safety. This is proved to bea fallacy by many ex- 
amples of lightning striking and penetrating the panes 
of windows and the frames of conservatories. 

(164.) Nothing is more clearly established than that 
pieces of metal of any kind carried about the person 
augment the danger of being struck by lightning ; and 
this increase of peril is greater in proportion to the 
magnitude of the metallic appendages. That this mate- 
rial principle, illustrating, as it does, one of the ele- 
mentary laws of electricity, may be appreciated as fully 
as it ought to be, we shall here cite some of the nu- 
merous recorded examples of it. 

On the 21st of July, 1819, lightning struck the prison of Biberac in Swabia, 


and, passing into the grand hall, struck an individual prisoner who was 
one in a group of twenty; the nineteen others were untouched. This 
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individual was a brigand chief, who, being under sentence, was chained 
round the waist. 

When Saussure and his party were at Breven in 1767, the metal band 
and gold button on the hat of M. JALLABAT emitted sparks. 

CoNSTANTINI relates that, in 1749, a lady wearing on her arm a gold 
bracelet raised her hand to shut the window during a thunder-storm: the 
bracelet suddenly disappeared ; not the slightest trace of it remained. The 
lady was slightly wounded. 

Brydone relates that a lady of his acquaintance, Mrs. Douglas, sitting 
at an open window during a storm, had her bonnet completely destroyed, 
but suffered no injury in her person. He accounts for this by the wire of 
the form of the bonnet attracting the lightning. 


(105.) These, and many other instances which might 
be mentioned, sufficiently prove that safety is best con- 
sulted in time of storm by laying aside all metallic 
appendages of the person, such as chains, watch, ear- 


rings, hair ornaments, &c. The source of the greatest 


danger is in the bars or plates of steel which are used 
in the corsets of females, and which ought to be 
abandoned by all ladies who do not desire to invite the 
approach of lightning. 

(166.) It has been already shown that when light- 
ning passes along a line of conducting matter, the only 
points where explosion takes place and damage ensues 
is at the parts where the lightning enters and leaves the 
conductor ; and as a necessary consequence of this, all 
interruption of continuity in any part of a conductor 
or series of conductors is attended with explosion and 
corresponding damage. Since, then, the bodies of men 
and animals afford a free passage to the electric fluid, 
it may be expected by analogy that when lightning 
is transmitted through a chain of animals, either in 
mutual contact or connected by conductors, the chief, 
if not the only injury would be sustained by the first 
and last individuals of the series. This principle is 
accordingly supported by the results of experience. The 
following instances will illustrate it: — 


On the 2d of August, 1785, a stable at Rambouillet was struck by light- 
ning. A file of thirty-two horses received the fluid ; of these the first was 
laid stiff dead, and the Jast was severely wounded. The intermediate 
thirty were only thrown down. 


On the 22d of August, 1808, lightning struck a school-room in Knonau, in 
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Switzerland. Five children read together on the same bench. The firs? 
and /ast were struck dead ; the other three only sustained a shock. 

At Flavigny (Céte-d’ Or) lightning struck a chain of five horses, killing 
the first two and the last two, the middle horse suffering nothing. 

At a village in Franche-Comté lightning struck a chain of five horses, 
killing the first and last only, 

At Praville, near Charires, a miller walked between a horse and a mule 
loaded with grain. Lightning struck them, killing the horse and mule. 
The man was unhurt, except that his hat was burnt and his hair singed. 


(167.) The danger from lightning during storms may 
be lessened by observing some precautions suggested by 
the known properties of the electric fluids. Chimneys 
often afford an entrance to lightning, the soot which 
lines them being a conductor. Keep, therefore, at a dis- 
tance from them. Avoid the neighbourhood of all 
pieces of metal, gilt objects, such as the frames of 
glasses, pictures, and chandeliers. Mirrors, being sil- 
vered on the back, augment the danger. Avoid the 
proximity of bell-wires. The middle of a large room, 
in which no chandelier is suspended, is the safest po- 
sition, and is rendered stili more so by standing on a 
plate of glass, or a cake of resin or pitch, or sitting on 
a chair suspended by silken cords. 

(168.) The danger of being struck with lightning 
is augmented by being placed in a crowd of persons. 
The living body being a conductor of electricity, a con- 
nected mass of such bodies is more likely to be stricken, 
for the same reason that a large mass of metal is more 
liable than a small one. 

(169.) Besides this, the vapour which arises from 
the transpiration of a crowd of persons rising through 
the air plays the part of a conductor, and attracts the 
lightning in the same manner as a metallic rod, though 
in alegs degree. For these reasons, those who are very 
solicitous for their personal security should not remain 
in churches, theatres, or other places of public assembly 
during a storm. The same causes expose flocks of 
sheep and herds of cattle, or horses collected together 
in the same stable, to increased danger. Barns and 
granaries are liable to exhale vapour in such quatities as 
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to produce a column of conducting matter above them, 
and are, for this reason, often struck by lightning, when 
not provided with the means of protection afforded by 
PARATONNERRES. 

(170.) It sometimes happens that lightning falling 
among a crowd selects an individual through whose 
body it passes to the ground, neglecting the rest, and 
this without any discoverable cause. A case has 
been already mentioned in which this occurred from 
the influence of a mass of metal concealed behind the 
wall, against which the person who suffered stood. 
But cases are not wanting in which we are compelled to 
admit that different individuals are endowed with the 
conducting power in different degrees, and, therefore, 
that the lightning strikes by preference the best con- 
ductor. The results of experiments with artificial 
electricity corroborate this; for in transmitting the 
electric discharge through a chain of persons, it has 
sometimes happened that one individual in the chain 
stops the fluid. From some unknown peculiarity of 
his organisation his body is a non-conductor. If, then, 
it be ascertained that in some, though very rare in- © 
stances, individuals are found who are non-conductors, 
analogy leads to the inference that different individuals 
have the conducting quality in different degrees. 

(171.) The fear engendered by the proximity of the 
cloud in which lightning is elaborated is founded not 
on any distinct and explicable principles, but on a vague 
impression that the chances of damage are augmented as 
we approach the cause of danger, whatever that cause 
may be. If, then, the risk of injury be admitted to in- 
erease as the distance from the thunder cloud is dimi- 
nished, it would follow, by necessary inference, that 
destruction would be inevitable to those whose temerity 
or misfortune might place them actually within the di- 
mensions of the cloud. Experience, however, does not 
justify this. On the contrary, thunder clouds have been 
repeatedly traversed with impunity. In August, 1770, 
the Abbé Richard passed through a thunder cloud on 
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the small mountain called Boyer, beween Chalons and 
Tournus. Before he entered the cloud the thunder 
rolled as it is wont to do. When he was enveloped in 
it, he heard only single claps with intervals of silence, 
without roll or reverberation. After he passed above 
the cloud the thunder rolled below him as before, and 
the lightning flashed. 

(172.) The sister of M. Arago witnessed similar phe- 
nomena between the village of H'stagel and Limouw; and 
the officers of engineers engaged in the trigonometrical 
survey repeatedly experienced the same occurrences on 
the Pyrenees. 

(173.) The history of the invention of modern pa- 
vatonnerres, and the electrical laws on which their 
efficacy depends, have been fully stated in previous parts 
of this work. These appendages to buildings and ships 
consist of a pointed metallic rod attached to and pro- 
jecting upwards from the highest point of the structure 
placed under their protection. The lower end of this 
rod is connected with a series of other metallic rods, or 
with a metallic chain, which is continued to the ground. 
If the paratonnerre be applied to a building, this series 
of rods being attached to the walls and carried to the 
ground, must be continued to such a depth, and brought 
to such a position, that its inferior extremity shall either 
be immersed in water or in soil which is in a permanent 
state of moisture. The water, or moist soil, possessing 
the conducting power, receives the electricity from the 
extremity of the rod without explosion ; but if the rod 
terminated in dry earth the fluid would escape from the 
extremity, or, worse still, from some other part of the 
series of rods with an explosion, and would damage 
whatever bodies might be adjacent to it. If it be ap- 
plied to a ship, the pointed rod is attached to the point 
of the maintopmast, and the lower end of the rod is con- 
nected with a chain which is carried down the mast and 
rigging over the side of the vessel, and finally plunged 
in the sea. The highest point of the rod being liable to 
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be heated by lightning, and to be oxydated, is formed 
of platinum, or gilt, so as to resist oxydation. 

(174.) That paratonnerres exert their protective power 
only when lightning strikes the structure over which they 
preside, is an error easily corrected by immediate expe- 
riment, independently of the refutation it might receive 
on theoretical grounds. Let the continuity of one of 
these apparatus be broken, by separating any two bars of 
the series, so that their ends, instead of being in imme- 
diate contact, shall be distant by the eighth or tenth of 
an inch from each other. When stormy clouds pass 
over the apparatus, a continual stream of electrical light 
will be visible in the interval between the separated 
points of the bars. If their distance be increased to an 
inch, sparks will be observed to pass between them in 
rapid and continual succession, accompanied by detona- 
tions as loud as the report of a pistol. 

(175.) Captain Wynne, who commanded a British 
frigate, lately observed, during a storm, at a point where, 
by accident, an interruption of the metallic continuity of 
his paratonnerre occurred, an almost uninterrupted suc- 
cession of sparks, which continued for two hours and a 
half, the whole interval during which the thunder clouds 
were over the vessel. 

(176.) It is apparent, then, that paratonnerres are 
not merely instrumental in saving a structure when 
lightning actually falls upon it, but they also possess 
a preventive power, and gradually and silently disarm 
the clouds by draining the electric fluid from them ; and 
this process commences the moment the clouds approach 
2 position vertically over the paratonnerre. 

(177.) The explanation of these phenomena is easy, 
when the principles which govern the movements of the 
electric fluids are understood. From the moment that 
a stormy cloud passes over a paratonnerre, and comes 
within the range of its influence, the electricity of the 
cloud decomposes the natural electricities of the rod, at- 
tracting that of the contrary name, which is accordingly 
accumulated at the point, and repelling that of the same 
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name which is driven into the crust of the earth, or into 
the water with which the lower extremity of the para- 
tonnerre is in communication. The electricity of the 
contrary name, collected at the point, soon acquires so 
great a tension, that it overcomes the restraining pressure 
of the air, and escapes in a jet, which may often be 
seen in the dark, in the form of a luminous aigrette, is- 
suing from the metallic point. The fluid which thus 
escapes enters into combination with the fluid of a con- 
trary name, with which the cloud is charged, and neu- 
tralises it. 

(178.) On land, and especially in cities, numerous 
objects are presented to the electricity of the air which 
have this tendency to neutralise it, and marked effects, 
such as that now referred to, are of more rare occur- 
rence ; but at sea such appearances are common, as is 
proved by the familiarity of all seamen with the fire of 
St. Himo, Castor and Pollux, and Helen, already men- 
tioned. 

(179.) Experience proves that, ceteris paribus, the 
more elevated a paratonnerre is, the more efficacious it 
will be. 

(180.) This is easily verified by immediate experi- 
ment. The influence of a paratonnerre, or, what is the 
same, the rate at which it neutralises the electricity of 
the air, is estimated by the number of sparks which 
pass in a given time through a space of a given length ; 
suppose, for example, an inch, by which its metallic 
continuity is broken. It is found, that according as the 
elevation of the point of the rod is increased the number 
of sparks transmitted undergoes a corresponding increase. 
The height of the point being preserved, the number of 
sparks transmitted in a given time is diminished by 
bringing other pointed conductors near it, and still more 
so if these conductors are more elevated. 

(181.) The increased efficacy obtained by augment- 
ing the elevation of the metallic point of a paratonnerre is 
strikingly illustrated by the experiments which the con- 
temporaries and successors of FrRanKLin made with 
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kites. Romas, having elevated kites by means of cord 
lapped with metallic wire, like the bass strings of a harp 
or violin, drew from the lower extremity of the cord 
flashes of lightning from three to four yards long, and 
an inch in thickness, accompanied by a report as loud 
as thatof a gun. It was remarked, on several occasions, 
that thunder and lightning ceased when the fire was 
thus drawn from the cord. By the same expedient 
thunder clouds were drained of their fire, and converted 
into common clouds, by Dr. Lintne of Charleston and 
M. CuaRuzs. 

(182.) M. Arago proposes this expedient for averting 
the calamitous effects of hailstones, which are so great a 
scourge to the agriculturist in several parts of France. 
As the formation of hail is undoubtedly an effect of the 
sudden disturbance of the electric equilibrium of the 
clouds, if the electric fluid could be quietly and gra- 
dually drawn away, hail would be altogether prevented. 
Captive balloons might be substituted with advantage 
for kites, since they could be elevated in a calm, and 
maintained at any required height. By such means a 
multitude of experimental researches in electro-meteoro-- 
logy could be prosecuted. The atmosphere could be 
sounded, and the clouds themselves searched, and their 
electrical contents submitted to careful and deliberate 
examination. 

(183.) The contest respecting pointed and blunt con- 
ductors, which was maintained about the middle of the 
last century, has been already noticed.* Although the 
electrical laws which have since then been so fully 
and clearly established can leave no doubt as to that 
question, an experiment decisive of it made by Brc- 
CARIA may be mentioned here. This philosopher placed 
on the roof of San-Giovanni-di-Dio at Turin a bar of 
iron, at the lower part of which was such an interruption 
of continuity as to produce sparks when electricity | 
passed along it. The metallic point at the top was 


* See InTropucTIoNn, p.57. 


CHAP. V. DANGER FROM LIGHTNING, ETC. 209 


movable on a joint, and connected with a silken cord, 
by drawing which the observer could at pleasure con- 
vert it into a blunt conductor, or restore to it the pointed 
form. In a storm, so long as the point was presented 
upwards, a stream of sparks was seen at the place 
where the breach of continuity was provided ; but the 
moment it was converted into a blunt conductor, the 
sparks either disappeared altogether (which generally 
happened), or passed in much less rapid succession. 

(184.) An ingenious calculation of the quantity of 
lightning drawn from the clouds*, by paratonnerres, has 
been made by M. Arago. He states that in an ordinary 
storm, a hundred sparks would be transmitted through 
a small breach of continuity in the conductor, of which 
the combined effect would be sufficient to kill a man, 
and these would pass in ten seconds. As much light- 
ning would therefore pass per minute as would destroy 
six men, and as much per hour as would kill 360 men. 
He calculates, in this way, that the paratonnerres erected 
by Brccarta on the palace of Valentino, combined 
with the effect of the pointed parts of the roof, must 
take as much lightning per hour from the clouds as 
would be sufficient to destroy 3000 men. 

(185.) The quantity of electricity which pointed con- 
ductors neutralise may be imagined from the following 
circumstance. The British frigate Dryan, provided 
with a paratonnerre, (constructed according to the me- 
thod proposed by Mr. Snow Harris, by fixing to the 
mast itself narrow plates of thin copper,) was several 
times exposed to violent tornadoes off the coast of 
Africa. The electric fluid was seen on every part of 
these copper plates, in such quantity as to produce 


* Tuse the expression drawn from the clouds, as the most convenient 
to express the effect of paratonnerres. According to the theory of two 
fluids, the actual process is the transmission from the paratonnerre to the 
atmosphere of a stream of electricity contrary to that with which the 
cloud is charged. According to the theory of a single fluid, the para- 
tonnerre recetves the electricity from the cloud when the latter is positive, 
and gives it when negative. 
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around them a sort of luminous atmosphere, accompa- 
nied by a noise like that of water boiling violently. 

(186.) In the practical adaptation of paratonnerres, 
the determination of the range of their protective in- 
fluence is a problem of great importance. The phy-- 
sical section of the Academy of Sciences at Paris, being 
consulted by the ministry of war on this point in 1823, 
adopted the estimate of M. Charles, and assumed that 
a circle of double the height of the rod would be pro- 
tected. | 

If this estimate be interpreted with geometrical rigour 
it would appear, that the space over which a pointed 
metallic rod extends its protection is a cone, of which 
the vertex is the point of the rod, of which the rod is the 
axis, and of which the section made by any horizontal 
plane is a circle, whose diameter is four times the dis- 
tance of such plane from the point of the rod. 

(187.) This estimate, which is evidently empirical, 
and of which the experimental grounds are not stated, 
requires much elucidation before it can receive unquali- 
fied assent. Does the conductor extend no protection 
to any surrounding points, at the level of its own 
points? To what depth below the point does the surface 
of the cone, bounding the protected space, extend? or 
what is the position of the base, which limits the pro- 
tected space taken in the vertical direction downwards ? 
Does the same form of cone limit the protected space 
for all kinds of structures? Is the angle of the cone 
affected by the presence of large masses of metal, such 
as the guns in a battery, or the machinery used in cer- 
tain large factories, or the armament of a ship of war, 
or the engines of a large steam-ship ? 

[(188.) Theory affords no grounds for the law laid 
down by M. Charles, and observation is not wanting to 
shew its fallacy : — 

The foremast of the ship Endymion was struck by 
lightning at Calcutta, in March 1842. The mainmast, 
not 50 feet distant, had a chain conductor, which, ac- 
cording to the above law, would protect a circle of 150 
feet diameter. | 
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The bow of the ship Etna was struck at Corfu, Jan. 
1830, although the mainmast had a chain conductor. 

Other cases of similar character have occurred to 
buildings on shore, one of which has very: recently 
been communicated to the French Academy. M. Arago, 
and many with him, were unwilling to admit so vague 
a law, and experience confirms their decision. To pro- 
tect an extensive building several paratonnerres would 
be necessary, and the less the height of each the greater 
_ should be their number, which, as well as their position, 
must be determined by the condition that no part must 
be more distant from the foot of the rod than twice its 
height. | 

(189.) Although lightning falls generally by pre- 
ference on the highest points of buildings it does not 
always do so. Many cases are recorded, in which, 
without damaging the summit, it has struck at the 
middle of the height. In some cases it has been seen 
distinctly to move in the horizontal direction, and strike 
the side of a steeple. Cases are also cited in which it 
has entered by the ground-floor, where it has struck 
persons and caused their deaths, doing slight damage to 
the first floor, and none to the higher parts of the house. 
Such facts suggest the utility of paratonnerres with 
points presented laterally and obliquely. 

(190.) In some countries the superior extremities of 
paratonnerres are formed into a group of points, radiating 
in various directions, like a star. This method has been 
suggested by the supposed advantages of horizontal and 
oblique points. Experience has not yet supplied data 
on which any certain judgment can be formed as to the 
efficacy of this expedient. 

(191.) The rod of a paratonnerre, by which it is in- 
tended to conduct the electric influence to or from the 
earth, should be of such thickness that it may not be 
fused by the most powerful current of electricity which 
is likely to pass through it. Experience indicates that 
this purpose will be sufficiently attained if it be a square 
of three quarters of an inch in the side, or a circle of 
the same diameter. ‘fowards the base, an increased 
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thickness is sometimes given to it with a view to its 
stability. Paratonnerres are sometimes painted, to pro- 
tect them from rust, and lampblack is selected as the 
material of the paint, in consequence of its conducting 
power. 

(192.) It has been already stated, that the inferior 
extremity of the paratonnerres ought to be immersed in 
water or in wet soil, It is necessary to add, that if it 
be in water, an artificial cistern will not serve the pur- 
pose, as it is in general stanch, and enclosed on every side 
by non-conductors of electricity. Examples of the in- 
efficiency of such a termination to the conductor are not 
wanting. The cathedral of Milan was struck by light- 
ning on the 9th June, 1819, and the lighthouse at Grnoa, 
on the 4th January, 1827; and in both cases damage 
was sustained, notwithstanding the paratonnerres. On 
examination, it proved that the inferior extremities of 
these apparatus were immersed in artificial cisterns. 

(193.) To increase the surface of contact of the, con- 
ductor with the ground it has been proposed to make 
it diverge into several points at its lower end, or to 
flatten it into a thin broad plate. It has also been pro- 
posed to immerse it in a bed of charcoal, previously 
raised to a red heat, this being a good conductor of 
electricity. 

(194.) When several paratonnerres are erected on the 
same building, each should communicate with the 
ground by the nearest and most direct route, the fluid 
by such means passing more freely through them. Their 
efficiency will be still more augmented if they commu- 
nicate with each other, and with all the metallic parts 
of the roof. 

(195.) Flexible metallic wires, combined together so 
as to form a metallic rope, such as are sometimes used 
for suspension bridges, have been proposed as substi- 
tutes for rigid bars in paratonnerres, as being more ca- 
pable of adapting themselves to the inequalities of build- 


ings, and less liable to lose their metallic continuity, 
by the effects of rust. 
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When iron beams or cramps are used in the con- 
struction of a building, they are sometimes carefully 
separated from the paratonnerres by non-conductors, 
such as resin or pitch. If the paratonnerres be pro- 
perly constructed, this precaution is unnecessary. The 
lightning will go to the earth in preference to any lesser 
mass of conducting matter. 

(196.) In the adaptation of paratonnerres to powder 
magazines, danger is supposed to arise from the electric 
sparks which issue at parts of the conductor where 
minute and imperceptible breaches of continuity may 
take place. The sparks catching the powder which 
may be accidentally scattered on the projecting parts of 
the building, or lodged in crevices by the wind, may 
produce fatal effects. For this reason, it has been pro- 
posed that the paratonnerres for such structures should 
not be erected on the building, but that they should be 
planted in the ground near it. In that case, the prac- 
tical principle already explained, by which the range 
of the protective influence of the conductor is limited, 
must be attended to, and a sufficient number of para- 
tonnerres be placed round the building, to defend every 
part of it. 

(197.) With the view to prove the efficacy of para- 
tonnerres independently of all reasoning based on theory, 
M. Arago has collected a number of facts, which are 
too interesting, dnd have too strong a bearing on the 
subject of this chapter, to be passed without some 
notice here. We shall therefore briefly state the most 
important of them. 


The Tempe at Jerusalem stood from the time of Solomon till the 
year 70 of the Christian era, a period of above 1000 years. It was com- 
pletely exposed to the violent storms incidental to Palestine. It was never 
struck by lightning. Neither the Brble nor Josephus mention any such 
fact, which, if it had occurred, must have strongly excited attention, and 
certainly been recorded. Besides, it was covered with wood both within 
and without, and must have been set fire to if it had been struck. Mr- 
CHAELIS rightly infers that in the course of ten centuries, in the midst of 
continual thunder-storms, and ages before the invention of paratonnerres, 
this building was never struck by lightning. The cause is easily explained. 
By a circumstance apparently fortuitous, the TemeLE was provided with 
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paratonnerres similar in principle to those of FRANKLIN! The roof of the 
building was formed of cedar covered with thick gilding, and from end to 
end was adorned by a row of long lances of iron or steel pointed and gilt. 
According to Josephus, the architect intended these numerous points to 
prevent birds from defiling the roof. The several fronts of the building 
were constructed, throughout their whole extent, of wood thickly gilt. 
Finally, under the porch were cisterns into which the waters of the roof 
were discharged through metallic pipes provided for that purpose. It 
appears, therefore, that the roof was protected by a vast number of pointed 
metallic rods communicating with a superabundance of metallic conductors 
which were continued to cisterns of water below, so that the most carefully 
constructed paratonnerres of the present day could not confer greater 
security. 

The church of the chateau of Count Orsini in Carinthia, standing on 
an eminence, was so often struck by lightning, and so many fatalities oc- 
curred in consequence, that at length the celebration of divine service was 
discontinued there in summer. In the course of the year 1730, the steeple 
was entirely destroyed by lightning. After it was reconstructed, it con- 
tinued to be struck four or five times a year. In 1778, it was entirely 
demolished, and being immediately rebuilt, it was now supplied with a 
paratonnerre. From that time, the building was free from damage by 
lightning. Jn five years it was struck but once, and then the fluid was 
conducted to the earth by the paratonnerre without injury to the church. 

In 1750 and 1763, the Dutch church at New York was struck by lightning 
and sustained great injury. It was after that provided with a paratonnerre, 
and being again struck in 1765, sustained no damage. 

The church of St. Mzchael at Charleston used to be struck and damaged 
once at least in two or three years. It was provided with a paratonnerre, 
after which it sustained no damage. 

Before the time of Brccaria, the palace of Valentino at Turin was 
constantly struck by lightning and damaged, Beccaria erected paraton- 
nerres upon it, and the damage Ceased. 

The tower of St. Mark at Venice was, until the year 1776, constantly 
struck by lightning, and sustained occasionally great damage. In that year 
a paratonnerre was placed upon it, and no damage occurred since, 

Mr. Snow Harris states, that of six steeples in Devonshire all have been 
within a short period struck by lightning. One only sustained no damage, 
and that one alone was provided with a paratonnerre. 


(a.) [The present chapter would be incomplete, were 
we to close it without adverting to the phenomena 
termed “ the lateral discharge: ” it bears intimately on 
the practical part of the subject, and will enable us, at 
the same time, to present certain illustrations of the 
action of electricity, which have not been included else- 
where. When a portion of the discharge from a prime 
conductor, for instance, or a Leyden jar, leaves the course 
marked out for it to pursue’a side path, the spark, 
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consequent on such deviation, is termed the lateral 
spark: it is, in fact, a spark produced by the division 
of the discharge. It may be shown in the following 
manner : — Let a powerful electrical machine be in 
action, and sparks be thrown on a wire held by an in- 
sulated rod} but having its extremity connected with 
the earth; on applying the knuckle or a brass ball to 
any part of this wire, sparks may be obtained — not 
that the wire is incapable of carrying away the whole 
charge safely, but because of the repulsive action.of 
the electricity, by which it has a tendency to spread 
over the surface of conductors, and take the widest path 
it can. The tendency is even developed when the side 
path only lasts for a part of the course to the earth, 
and the electricity has to return again to its original 
wire ; for if the insulated discharging-rod (fig. 58.) 
have the ball B placed very close to one part of the 
wire, and the ball C very close to another part, a spark 
will appear at each ball. In this case, it is evident 
that the metal of the discharging-rod was of no ultimate 
service in furnishing a side path as a thoroughfare to 
the charge, but merely relieved the portion of the wire 
intervening between the balls. ‘The same effects occur 
during the discharge of a Leyden battery, especially 
when it is insulated. But not only is it possible to 
obtain a spark from the wire itself ; but even from any 
metallic system with which the wire is connected. We 
have ourselves obtained it from gas burners in all parts 
of a very large building, when the wire was connected 
with the gas pipes in one part.| 

[(b.) This spark is much more readily obtained from 
the prime conductor than from the Leyden discharges, 
obviously on account of the low intensity of the latter ; 
for it is an effect of intensity alone which enables 
electricity to pass at all through the air. Voltaic elec~ 
tricity, of which we shall hereafter speak, is abundant 
in quantity, but of such low tension as not to pass at 
all before contact, unless from a very extensive series of 
the pile. ] 
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[(c.) Now, the law which regulates all discharges is, 
that they pursue the line or lines of least resistance : 
when, therefore, the sum of two paths, including the 
interval or intervals of air, involves less resistance than 
does the one original path, the division occurs; when 
it involves greater resistance, it does not “occur: and 
this readily explains the greater facility for lateral dis- 
charge displayed by the electricity from the conductor, 
as contrasted with the Leyden flash. At the very out- 
set, the former will overcome the resistance of man 
inches of air, while the latter is insulated by less than 
one inch; and hence the former has, throughout its 
brief existence, a power greatly exalted over that of the 
other. And this path or paths is not a mere matter of 
choice, determined on by the charge in its progress 
onwards ; it is a course entirely marked out by the 
action of induction, antecedent to the original discharge. 
Indeed, it is the mere fact of the inductive action being 
able to find a path offering a resistance, which the 
charge can overcome, that first causes the discharge to 
take place. There are other instructive facts connected 
with the lateral discharge, for which we have not space 
here, and to which the reader must refer.* ] 

[(d.) The bearing of the observations just made upon 
the practical efficiency of lightning rods is very obvious. 
If there are near the rod any masses of metal, under 
the condition of forming with the rod itself a path or 
paths to the earth, involving less resistance than the rod 
alone, a division will occur. And it does not appear 
essential to the production of this effect, that the vicinal 
metals should be in metallic connection with the earth ; 
for we have seen the sparks leave a wire only to return 
to it. Now the possibility of this deviation depends 
generally on three conditions— it is directly in some 
ratio to the original length of the flash of lightning ; 
and this, we know, is subject to great variation, being 
measured by the distance between the object struck 


* Vide Naut. Mag. Jan. 1840; Report of Committee of House of Com- 
mons on Lightning ; Ann. Elect. 1840 ; Proceed. Elect. Soc. 1842; Harris, 
On Thunder Storms, 1843. 
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and the lowest part of the cloud. It is inversely in 
some ratio to the capacity of the rod, and also to the 
interval of air to be traversed. We have already (194.) 
directed the metallic vicinal bodies to be connected into 
one system with the rod: an additional reason for this 
will now be manifest. And cases have occurred of 
damage ensuing in obedience to the laws just laid down. 
To complete, then, the conditions for perfect security, 
we have to urge the necessity of avoiding the vicinity 
of large masses of metal in erecting paratonnerres ; 
but when this caution cannot be admitted, of connect- 
ing such masses, as well as all vicinal metal gutters or 
roofs, into one system with the conductor, by means of 
metal bands. For, with such precautions, the charge 
will be led quietly to the suspected body, without passing 
in a flash through the air. We have carried out this 
principle to the fullest extent in protecting the new 
Royal Exchange. Different views have been main- 
tained, and much argument has been advanced in re- 
ference to this point of philosophy ; but the enquiries 
of all parties seem to terminate in the same practical 
inference of the necessity of these connections. We 
must add to this, that Mr. Snow Harris, in his late 
work, has advised that, as the resistance of metals in- 
creases with their length, the capacity of very long 
conductors should be increased. ]} 

[(e.) Thus far have we investigated the various phe- 
nomena presented by atmospheric electricity ; it remains 
only to point out some few experiments, by which they 
are artificially illustrated :—I. (97.) The sulphurous 
odour developed by lightning, described by some as 
phosphoric, and by others as similar to that of nitrous 
gas, has its type in the peculiar odour which is ob- 
served during the action of electrical machines. ‘This 
odour has lately engaged the attention of Professor 
Schcenbein ; and he has been induced to assign it to a 
peculiar body, which he has called ozone. He thinks 
that ozone exists in nature combined with hydrogen, 
and is liberated by the chemical action of electricity. 
Few philosophers have been, willing to receive this 
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theory ; indeed the Professor himself confesses that, 
so long as he fails in obtaining the said ozone in an 
isolated state, its existence must be deemed problema- 
tical. M. de la Rive is of opinion, that the odour is due 
to the detachment of metallic particles in a state of oxide 
from the bodies between which the discharge takes place. 
However the cause may be hidden, the effect is evident 
both in nature and in our artificial arrangements. II. 
The chemical changes (99.) brought about by the light- 
ning-flash, meet with their parallel if we discharge a 
succession of sparks through moist atmospheric air con- 
tained in a closed tube; for, in both cases, the pro- 
duction of nitric acid and ammonia is evident. III. 
The fusion of metals (100.) is shown by spreading 
very fine wire on paper, and interposing it in the course 
of the discharge of a powerful Leyden battery. The 
metal is forcibly destroyed, and is impressed in the form 
of oxide, spread in beautiful shades on the paper. A 
splendid illustration of this was mentioned by Professor 
Faraday during a recent course of lectures (1843), as 
having been examined by himself at a house in West- 
minster, which had been struck by lightning. The 
electric fluid passed down the bell-wires, and entirely 
deflagrated them, impressing the oxides on a most 
magnificent scale, of eight or nine feet in width, upon 
the walls of the rooms. IV. The artificial production 
of Fulgurites has been already described (112.).  V. 
There are many modes of showing the mechanical 
effects of electricity (115.). Slips of gold leaf pressed 
between two plates of glass are included in the circuit 
of a powerful Leyden discharge. When the discharge 
takes place, the glass is shattered to pieces, and the gold 
is quite driven into it. Two pointed wires, proceeding 
from either end of a Leyden battery, are thrust into a 
mass of soft clay, and placed nearly in contact. On 
making the discharge, the clay is burst asunder. The 
same takes place if wood is used instead of clay. So 
also if the discharge is passed through a small glass 
tube containing water, the tube will be destroyed. This 
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effect illustrates the disruption of trees. Mr. Crosse 
has given an interesting case of the mechanical action 
of electricity. In (fig. 100’.) a b cd represents a slip 


Fig. 106’. 


of window glass, half an inch wide and four inches long, 
with two platinum wires, e fg h, one thirtieth of an inch 
in diameter, secured to the glass by waxed silk abcd; the 
interval fg is one twentieth of an inch. The wires eh, are 
to be connected —one with the negative conductor of a 
powerful machine, the other with a ball to receive sparks 
from the prime conductor. On placing the glass in a 
flat dish filled with water, and turning the machine, 
the glass between the points soon became fractured ; 
and, after 100 revolutions, the fracture enlarged, and 
two small cracks appeared as in (fig. 106.”). After 
200 revolutions an Fig. 106.” 

excavation was formed, 
but on the side oppo- 
site to that on which 
the wires were tied ; 
after 250 revolutions, 
the glass was completely perforated. Many variations 
of this experiment were made, in all of which the 
same kind of mechanical effect is obtained.* Even 
quartz was excavated. Mr. Armstrong has repeated 
this experiment by means of the large hydro-electric 
machine, and has succeeded most readily. Nor should 
we exclude from these illustrations the repeated frac- 
ture of Leyden jars. Fig. 106”. and 106’. are draw- 
ings from an actual fracture, as it appeared before and 
after the tinfoil was removed; the white surface at a 
and b is paper. VII. The effects of lightning con- 
ductors are generally shown by an arrangement, which 

* Vide Proced. Elect. Soc. p. 57. 
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in one case represents the gable of a house, with a con- 
tinuous wire down it; and in the other, with a break 


int 


Pigs 106”. 


of continuity in the wire by the reversal of a smal] 
block of wood. A discharge passes tranquilly in the 
one case, but drives out the wood with an explosion, 
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in the other. Again, a break of continuity is allowed 
to occur among some naphtha or resin, placed within 
the model of a house, when ignition instantly occurs. 
It is necessary to observe that the Leyden battery is 
used in these experiments for no other reason than for 
the facility it affords of obtaining a large quantity of 
electricity ; and it must not be forgotten, that, in all 
cases, its tension, or length of spark, is very reduced. 
This observation is requisite, because, from the fact of 
this instrument’s being used in all these cases, and from 
its effects being, on this account, compared to minia- 
ture flashes of lightning, it has almost fallen into a 
custom to illustrate al/ lightning effects by this instru- 
ment without making due allowance for certain con- 
ditions of the discharge. When we wish to examine 
effects, wherein quantity of electricity is alone concerned, 
the Leyden battery is the lawful instrument ; for by it 
we obtain great accumulations: but when we wish to 
examine effects of tension, those, for instance, depend- 
ing on the length of spark, i.e. the power of over- 
coming resistance, the prime conductor is the proper 
instrument. | 
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CHAP, VI. 


THE AURORA BOREALIS. 
6 

(198.) Tur aurora BorEALIS is a luminous pheno- 
menon, which appears in the heavens, and is seen in 
high latitudes in both hemispheres. The term aurora 
BOREALIS, OF NORTHERN LigHtTs, has been applied to it 
because the opportunities of witnessing it are, from the 
geographical character of the globe, much more frequent 
in the northern than the southern hemisphere. The 
term AURORA POLARIS would be a more proper desig-. 
nation. 

This phenomenon consists of luminous rays of vari- 
ous colours, issuing from every direction, but converg- 
ing to the same point, which appear after sunset gene- 
rally towards the north, occasionally towards the west, 
and sometimes, but rarely, towards the south. It fre- 
quently appears near the horizon, as a vague and diffuse 
light, something like the faint streaks which har- 
binger the rising sun and form the dawn. Hence the 
phenomenon has derived its name, the NoRTHERN MORN- 
ING. Sometimes, however, it is presented under the 
form of a sombre cloud, from which luminous jets 
issue, which are often variously coloured, and illumi- 
nate the entire atmosphere. 

(199.) A meteor so striking as the aurora could not 
fail at an early period to attract the attention of scien- 
tific inquirers, and to give rise to various theories. 
Some supposed it to be the refraction of the solar rays ; 
others ascribed it to the effects of the magnetic fluid. 
Ever identified it with the tails of comets. Mairan 
supposed it to proceed from the intermixture of the far- 
extending atmosphere of the sun with that of the earth. 
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When, however, the luminous effects of artificial elec- 
tricity were shown, when the electric light transmitted 
through rarefied air was exhibited, and when the 
identity of lightning with electricity was established, 
these various hypotheses were by common consent 
abandoned ; and the explanation proposed by Eperuart 
of Halle, and Pauu Frist of Pisa, which ascribed the 
phenomenon to electricity transmitted through regions 
in which the atmosphere is in a highly rarefied state, 
was adopted. Any doubt which might have hung 
round this explanation was dispelled, when the relations 
between magnetism and electricity were demonstrated ; 
and although the complete explanation of the details of 
the aurora has not been accomplished, the electricity 
and magnetism of the earth and its atmosphere must 
now be regarded as its source. 

(200.) In his treatise on these meteors, Marran 
describes their appearance and the succession of changes 
to which they are subject with great minuteness and 
precision. The more conspicuous auroras commence 
to be formed soon after the close of twilight. At first a 
dark mist or fuggy cloud is perceived in the north, and 
a little more brightness towards the west than in the 
other parts of the heavens. The mist gradually takes 
the form of a circular segment, resting at each corner 
on the horizon. ‘The visible part of the arc soon be- 
comes surrounded with a pale light, which is followed 
by the formation of one or several luminous arcs. Then 
come jets and rays of light variously coloured, which 
issue from the dark part of the segment, the continuity 
of which is broken by bright emanations, which indicate 
a movement of the mass, which seems agitated by in- 
ternal shocks, during the formation of these luminous 
radiations, which issue from it as flames do from a con- 
flagration. When this species of fire has ceased, and 
the aurora has become extended, a crown is formed at 
the zenith, to which these rays converge. From this 
time the phenomenon diminishes in its intensity, exhi- 
biting, nevertheless, from time to time, sometimes on 
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one side of the heavens and sometimes on another, jets 
of light, a crown and colours more or less vivid. Finally 
the motion ceases, the light approaches gradually to the 
horizon ; the cloud quitting the other parts of the fir- 
mament settles in the north. The dark part of the 
segment becomes luminous, its brightness being greatest 
near the horizon, and becoming more feeble as the alti- 
tude augments until it loses its light altogether. 

(201.) The aurora is sometimes composed of two 
luminous segments, which are concentric, and separ- 
ated from each other by one dark space, and from the 
earth by another. Sometimes, though rarely, there is 
only one dark segment, which is symmetrically pierced 
round its border by openings, through which light or 
fire is seen, as represented in fig. 107. A meteor of this 


Fig. 107. 


kind was observed by Mairan himself at Brewille-Pont, 
on the 19th October, 1726. This meteor was seen at 
the same time in distant parts of Europe, such as War- 
saw, Moscow, St. Petersburg, Rome, Naples, Lisbon, and 
Cadiz. The least height which is compatible with its 
observed position in these places would be about fifty 
leagues above the surface of the earth. 

(202.) In the year 1817, M. Bror made a voyage to 
the Shetland Isles, where he had frequent and favour- 
able opportunities of observing these phenomena; and 
the known habits of accuracy and skill in experimental 
investigation of that philosopher must confer great value 
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on the results of his observations. A remarkable aurora 
was seen by him on the 27th August, 1817. 


Several thin jets of light were first seen to rise at the north-east to a 
small height. Having played for some time, they were extinguished ; but, 
after an hour and a half, they re-appeared, with increased extent and bril- 
liancy, in the same part of the sky. They soon began to form above the 
horizon a regular arc, like a rainbow, which was not complete at first, but 
by degrees increased its amplitude, and, after some moments, was com- 
pleted, by the sudden formation of the remainder, which rose in a moment, 
accompanied by a multitude of jets of light, which issued from all points 
of the northern horizon. The vertex of the bow then reached very nearly 
to the zenith. This bow was at first fleeting and undecided in its charac- 
ter, as if the matter of which it was composed had not yet taken a stable 
arrangement; but all this agitation quickly subsided, and then it re- 
mained hanging in the heavens in all its beauty for mere than an hour, 
having a progressive motion barely sensible towards the south-east, where 
it seemed to be carried by a light wind which was then felt from the north. 
east. M. Biot had thus full time to contemplate it; and he cbserved its 
position with the instruments he had provided for astronomical purposes. 
He found that it embraced an extent upon the horizon of 128° 42, and 
that its centre was placed precisely in the direction of the magnetic 
meridian. The whole extent of the firmament traversed by this grand 
arc, on the north-western side, was continually intersected, in every direc- 
tion, by jets of light, the forms, motions, colours, and continuance of 
which strongly attracted his attention. Each of these jets, when it first 
appeared, was a simple line of whitish light: its magnitude and splendour 
were augmented rapidly, presenting sometimes singular variations of 
direction and curvature. When-it attained its entire developement, it 
was contracted to a thin straight thread, the light of which was extremely 
vivid and brilliant, and of a decided red tint. After this it grew gradually 
fainter, and became extinct frequently at the same place precisely where 
it commenced its appearance. This permanence of a great number of jets, 
each in the same apparent place, while their brightness exhibited an 
infinite variety of degrees, renders it probable, in the opinion of Biot, that 
their light is not reflected, but direct, and that it is developed in the place 
where it isseen. This inference is farther confirmed by the circumstance 
that no trace of polarisation could be discovered in it. All these meteors, 
and the bow within which their play was confined, must have oceupied a 
region above the clouds, since the latter occasionally intercepted their 


light. 


(203.) One of the most recent and detailed descrip- 
tions of the aurora borealis is due to M. Lottin, an 
officer of the French navy, and a member of the scientific 
commission sent some years ago to the North Seas. 

During the winter of 1838-9, M. Lottin observed the auroras at Bossekop, 


in the bay of Alten, on the coast of West Finmark, in the latitude of 70° N. 
Between September, 1838, and April, 1839, being an interval of 206 days, he . 
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observed 143 auroras: they were most frequent during the period which 
the sun remained below the horizon, that is, from the 17th of November 
to the 25th of January. During this night of 70 times 24 hours, there were 
64 auroras visible, without counting those which were rendered invisible 
by a clouded sky, but the presence of which was indicated by the dis- 
turbance they produced on the magnetic needle. 

(204.) Without entering into the details of the in- 
dividual appearances of these meteors, we shall here 
briefly describe the appearances and the succession of 
changes which they usually presented. 

(205.) Between the hours of four and eight o’clock in 
the afternoon, a light sea-fog, which almost constantly 
prevailed, extending to the altitude of from 4° to 6°, 
became coloured on its upper border, or, rather, was 
fringed with the light of the aurora, which was then 
behind it ; this border became gradually more regular, 
and took the form of an arc of a pale yellow colour, the 
edges of which were diffuse, and the extremities rested 
on the horizon. This bow swelled upwards more or 
less slowly, its vertex being constantly on the magnetic 
meridian, or very nearly so. It was not easy to deter- 
mine this with precision, because of the motion of the 
bow, and the great magnitude of the circle, of which it 
formed but a small segment: blackish streaks divided 
regularly the luminous matter of the arc, and resolved it 
into a system of rays; these rays were alternately ex- 
tended and contracted; sometimes slowly, sometimes 
instantaneously ; sometimes they would dart out, in- 
creasing and diminishing suddenly, in splendour. The 
inferior parts, or the feet of the rays, presented always 
the most vivid light, and formed an arc more or less 
regular. The length of these rays was very various, but 
they all converged to that point of the heavens indicated 
by the direction of the southern pole of the dipping 
needle, as indicated in fig. 108. Sometimes they were 
prolonged to the point where their directions intersected, 
and formed the summit of an enormous dome of light, 
as represented in fig. 109. 

The bow then would continue to ascend towards the 
zenith: it would suffer an undulatory motion in its 
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Fig. 108. 


oa 
SEZ 


light ; that is to say, that from one extremity to the other 
the brightness of the rays would increase successively in 
intensity. This luminous current would appear several 
times in quick succession, and it would pass much more 
frequently from west to east than in the opposite direc- 
tion. Sometimes, but rarely, a retrograde motion would 
take place immediately afterwards ; and as soon as this 
wave of light would run successively over all the ravs 
of the aurora from west to east, 1t would return, in the 
contrary direction, to the point of its departure, produc- 
ing such an effect that it was impossible to say whether 
the rays themselves were actually affected by a motion of 
Q 2 
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translation in a direction nearly horizontal, or if this 
more vivid light was transferred from ray to ray, the 
system of rays themselves suffering no change of po- 
sition. 

The bow, thus presenting the appearance of an alter- 
nate motion in a direction nearly horizontal, had usually 
the appearance of the undulations or folds of a riband, or 
flag agitated by the wind, asrepresented in fig.110. Some- 


times one and sometimes both of its extremities would 
desert the horizon, and then its folds would become more 
numerous and marked, the bow would change its cha- 
racter, and assume the form of a long sheet of rays re- 
turning into itself, and consisting of several parts forming 
graceful curves, as represented in fig.111. The bright- 


ness of the rays would vary suddenly, sometimes sur- 
passing in splendour stars of the first magnitude ; these 
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_ rays would rapidly dart out, and curves would be 
formed and developed like the folds of a serpent; then 
the rays would effect various colours, the base would 
be red, the middle green, and the remainder would pre- 
serve its clear yellow hue. Such was the arrangement 
which the colours always preserved ; they were of ad- 
mirable transparency, the base exhibiting blood-red, and 
the green of the middle being that of the pale emerald ; 

the eh nens would diminish, the colours disappear, 
and all be extinguished, sometimes suddenly, and 
sometimes by slow degrees. After this disappearance, 
fragments of the bow would be reproduced, would con- 
tinue their upward movement, and approach the zenith ; 
the rays, by the effect of perspective, would be gra- 
dually shortened ; the thickness of the arc, which pre- 
sented then the appearance of a large zone of parallel 
rays (fig. 112.) would be estimated; then the vertex 


of the bow would reach the magnetic zenith, or the point 

to which the south pole of the dipping needle is directed. 

At that moment the rays would be seen in the direction 

of their feet. If they were coloured, they would appear 

as a large red band, through which the green tints of 
Qs 
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their superior parts could be distinguished ; and if the 
wave of light above mentioned passed along them, their 
feet would form a long sinuous undulating zone, while, 
throughout all these changes, the rays would never suffer 
any oscillation in the direction of their axis, and would 
constantly preserve their mutual parallelisms. 

While these appearances are manifested, new bows 
are formed, either commencing in the same diffuse 
manner, or with vivid and ready-formed rays: they 
succeed each other, passing through nearly the same 
phases, and arrange themselves at certain distances from 
each other. As many as nine have been counted, form- 
ing as many bows, having their ends supported on the 
earth, and, in their arrangement, resembling the short 
curtains suspended one behind the other over the scene 
of a theatre, and intended to represent the sky. Some- 
times the intervals between these bows diminish, and 
two or more of them close upon each other, forming 
one large zone, traversing the heavens, and disappearing 
towards the south, becoming rapidly feeble after passing 
the zenith. But sometimes, also, when this zone ex- 
tends over the summit of the firmament from east to 
west, the mass of rays which have already passed beyond 
the magnetic zenith appear suddenly to come from the 
south, and to form with those from the north the real 
boreal corona, all the rays of which converge to the 
zenith. This appearance of a crown, therefore, is 
doubtless the mere effect of perspective; and an ob- 
server, placed at the same instant at a certain distance to 
the north or to the south, would perceive only an arc. 

The total zone, measuring less in the direction north 
and south, than in the direction east and west, since it 
often leans upon the earth, the corona would be ex- 
pected to have an elliptical form; but that does not 
always happen: it has been seen circular, the unequal 
rays not extending to a greater distance than from 8° 
to 12° from the zenith, while at other times they reach 
the horizon. 

Let it, then, be imagined, that all these vivid rays of 
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light issue forth with splendour, subject to continual 
and sudden variations in their length and brightness ; 
that these beautiful red and green tints colour them at 
intervals ; that waves of light undulate over them ; 
that currents of light succeed each other ; and, in fine, 
that the vast firmament presents one immense and 
magnificent dome of light, reposing on the snow- 
covered base supplied by the ground, which itself 
serves as a dazzling frame for a sea, calm and black as 
a pitchy lake ; and some idea, though an imperfect one, 
may be obtained of the splendid spectacle which presents 
itself to him who witnesses the aurora from the Bay 
of Alten. 

The corona, when it is formed, only lasts for some 
minutes: it sometimes forms suddenly, without any 
previous bow. There are rarely more than two on the 
same night ; and many of the auroras are attended with 
no crown at all. 

The corona becomes gradually faint, the whole phe- 
nomenon being to the south of the zenith, forming 
bows gradually paler, and generally disappearing before 
they reach the southern horizon. All this most com- 
monly takes place in the first half of the night, after 
which the aurora appears to have lost its intensity: the 
pencils of rays, the bands and the fragments of bows, 
appear and disappear at intervals ; then the rays become 
more and more diffused, and ultimately merge into the 
vague and feeble light which is spread over the heavens 
grouped like little clouds, and designated by the name 
of auroral plates (plaques aurorales). Their milky 
light frequently undergoes striking changes in its 
brightness, like motions of dilatation and contraction, 
which are propagated reciprocally between the centre 
and the circumference, like those which are observed in 
marine animals called Meduse. The phenomena be- 
come gradually more faint, and generally disappear 
altogether on the appearance of twilight. Sometimes, 
however, the aurora continues after the commencement 
of daybreak, when the light is so strong that a printed 

Q 4 
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book may be read. It then disappears, sometimes 
suddenly ; but it often happens that, as the daylight 
augments, the aurora becomes gradually vague and 
undefined, takes a whitish colour, and is ultimately so 
mingled with the cirrho-stratus clouds that it is impos- 
sible to distinguish it from them. 

(206.) Among the various theories and hypotheses 
which have been proposed to explain auroras, that which 
appears most entitled to attention has been suggested 
by M. Biot. 

The first question which naturally urges itself upon 
the consideration of the scientific inquirer is, whether 
the phenomenon is to be regarded as meteorological or 
astronomical ; in other words, whether it takes place 
within the limits of our atmosphere, and partakes in 
common with that fluid in the diurnal motion of the 
earth, or is situate in a region beyond the limits of the 
atmosphere, being seen through it, like the stars, planets, 
comets, and other celestial objects. The relation which 
the form of auroras invariably bears to the direction of 
the magnetic meridian raises a primd facie presumption 
in favour of the phenomenon being atmospheric ; but 
all doubt on this question has been removed by the ob- 
servations of M. Biot, from which it appears that the 
apparent place of the aurora in relation to celestial ob- 
jects is not fixed ; that its altitude and azimuth do not 
undergo those hourly changes to which celestial objects 
are subject; and that they undergo no motion, in re- 
ference to the zenith or horizon, such as would. be 
produced by the diurnal rotation of the earth. It must 
then be taken as demonstrated, that the aurora borealis 
is a phenomenon placed within the limits of our at- 
mosphere, and that it is connected with the atmosphere 
or with some matter suspended in it, partaking of the 
diurnal motion common to the atmosphere and the 
globe. 

(207.) The fact that the rays or columns of light are 
always parallel to the dipping needle, and that the bows, 
corone, and other visible forms which the phenomena 
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affect, are always symmetrically placed with respect to 
the magnetic meridian. demonstrate that the cause of 
the phenomena, whatever it may be, has an intimate 
relation with that of terrestrial magnetism. 

(208.) M. Biot conceives that the luminous columns 
composing the aurora have not in reality the position 
or form which they appear to the eye to have ; but that 
their apparent form is merely the result of perspective. 
He considers that the phenomenon is produced by an 
infinite number of luminous columns, parallel to the 
dipping needle and to each other, arranged side by side 
at nearly the same height from the surface of the earth ; 
these systems of columns being placed at unequal dis- 
tances from the eye, and seen under different angles of 
obliquity, are projected into various figures, which are 
subject to variation arising from the varying splendour 
of their component rays. 

(209.) It has been attempted on various occasions to 
determine the height of auroras by the same method 
which has been applied with such accurate results to 
the determination of the distances of the sun, moon, 
and other celestial objects. This method consists in 
the comparison of two observations of the exact appa- 
rent place in the heavens observed at the same moment 
in distant parts of the earth. Many causes, however, 
conspire to render this method inapplicable to auroras ; 
among which may be mentioned the difficulty of making 
the two observations at the same instant of time, and 
the total impossibility of the two observers being cer- 
tain of directing their observations to precisely the same 
point of the aurora. To such causes must be ascribed 
the widely-varying estimates of the height of auroras ; 
obtained in this manner—estimates which vary from 
50 to 300 miles from the surface of the earth, Mean- 
while, whatever be their height, it is evidently subject 
to continual variation, even in the same aurora, as is 
rendered apparent by the sudden changes which the 
phenomenon undergoes, and by the progressive motion 
of its arcs. 
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(210.) Great differences have existed among me- 
teorologists respecting the sounds which are said to 
proceed from auroras. The inhabitants of the northern 
regions, where these appearances most prevail, are una- 
nimous in declaring that they are frequently accompa- 
nied by hissing and cracking noises in the air, like 
those produced by artificial fireworks. Persons engaged 
in the whale fisheries make the same statements. M. 
Biot found the inhabitants of the Shetland Islands 
unanimous on the question ; and M. Lottin found the 
same impression among the far distant inhabitants of 
Siberia. On the other hand, during the sojourn of M, 
Biot in the Shetland Isles, he witnessed several great 
auroras, but heard no sound. During M. Lottin’s 
expedition, he witnessed 143 auroras, in not one of 
which was he sensible of any sound. The only strictly 
scientific observer who appears to have personally expe- 
rienced such sounds is Cavallo, who states that he has 
distinctly heard them on several occasions, but limits 
his testimony to this general form, assigning neither 
time nor place. Such discordancy of evidence can 
only be reconciled by the supposition that such sounds 
are audible on rare occasions, when the region in which 
the aurora is developed is within a very limited dis- 
tance of the observer ; and if the existence of such 
sounds be thus admitted, it must be also admitted that 
the height of the aurora is, at least in such cases, infinitely 
less than is commonly estimated ; and if, in particular 
cases, its height be so small, it is probably in all others 
proportionally under the highest estimates which have 
been made of it. 

(211.) From a comparison of all the observed 
effects, it may then be assumed as nearly, if not con- 
clusively, proved, that the aurora borealis is composed 
of real clouds, proceeding generally from the north, 
and formed of extremely attenuated and luminous 
matter floating in the atmosphere, which frequently 
arrange themselves in series of lines or columns parallel 
to the dipping-needle. What the nature of the matter 
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is composing such clouds must, in the present state of 
science, rest upon mere conjecture. The following is 
the substance of the theory of M. Biot on this subject, 
already referred to : — 

(212.) Among material substances, certain metals 
alone are susceptible of magnetism. Since, then, the 
luminous matter composing the aurora obeys the mag- 
netic influence of the earth, it is very probable that the 
luminous clouds of which it consists are composed of 
metallic particles reduced to an extremely minute and 
subtile form. This being admitted, another conse- 
quence will immediately ensue. Such metallic clouds, 
if the expression be allowed, will be conductors of 
electricity, more or less perfect, according to the degree 
of proximity of their constituent particles. When such 
clouds arrange themselves in columnar forms, and con- 
nect strata of the atmosphere at different elevations, if 
such strata be unequally charged with electricity, the 
electrical equilibrium will be re-established through the 
intervention of the metallic columns, and light and 
sound will be evolved in proportion to the imperfect 
conductability of the metallic clouds arising from the 
extremely rarefied state of the metallic vapour, or fine 
dust, of which they are constituted. All the results of 
electrical experiments countenance these suppositions, 
when the phenomena are produced in the more ele- 
vated regions, where the air is highly rarefied, little 
resistance being opposed to the motion of the electric 
fluid: light alone is evolved without sensible sound, as 
is observed when electricity is transmitted through ex- 
hausted tubes ; but when the aurora is developed in the 
lower strata of the atmosphere, it would produce the 
hissing and cracking noise which appears to be heard 
on some occasions. If the metallic cloud possess the 
conducting power in a high degree, the electric current 
may pass through it without the evolution of either 
light or sound ; and thus the magnetic needle may be 
affected as it would be by an aurora at a time when no 
aurora is visible. If any cause alters the conductability 
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of those columnar clouds suddenly or gradually, a sud- 
den or gradual change in the splendour of the aurora 
would ensue. 

According as those clouds advance over more southern 
countries, the direction of their columns being constantly 
parallel to the dipping needle, they take gradually a more 
horizontal position, and consequently the strata of atmo- 
sphere at their extremities become gradually less distant, 
and consequently more nearly in a state of electrical 
equilibrium ; hence it follows, that as the latitude di- 
minishes, the appearance of aurora becomes more and 
more rare, until, in the lower latitudes, where the columns 
are nearly parallel to the horizon, such phenomena are 
never observed. 

(213.) This ingenious and beautiful theory still, 
however, requires, before its validity can be admitted 
by the rigid canons of modern physics, that the main 
fact on which it rests should be proved: it is necessary 
that it should be shown that such metallic clouds as are 
here supposed, and on the agency of which the whole 
theory is based, should be accounted for. This demand 
is accordingly answered by M. Biot. 

(214.) The magnetic pole, or its vicinity, is evidently 
the point from which these columnar masses of meteoric 
light proceed. Therefore, the extremely minute rays 
composing these columns must issue from the earth in 
that region. Now it is well known that that part of the 
globe is, and always has been, characterised by the pre- 
valence of frequent and violent volcanic eruptions, and 
several volcanoes have been, and still are, in activity 
round the place where the magnetic pole is situate. 
These eruptions are always accompanied by electric phe- 
nomena. Thunder issues from the volcanic clouds ejected 
by the craters ; and these clouds of volcanic dust, thus 
charged with electricity, are projected to great heights, 
and carried to considerable distances through the air, 
carrying with them all the electricity taken from the 
crater. 


These vast eruptions, issuing from depths so un- 
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fathomable that they seem almost to penetrate the globe, 
and issuing with such violence from the gulfs by which 
they are projected into the atmosphere, must necessarily 
produce strong vertical currents of air, by which the 
volcanic dust will be carried to an elevation exceeding 
that of common clouds. Travellers who have visited 
Iceland have often seen suspended over it, during erup- 
tions, a species of volcanic fog. Such clouds are known 
to be of a sulphureous and metallic nature, painfully ir- 
ritating the eyes, mouth, and nostrils. Moreover, the 
existence of dry fogs, diffusing a fetid and sulphureous 
odour, was ascertained in 1783, when all Europe was 
enveloped in a fog of that description. 

To this it may be added, that more recent ob- 
servations have rendered it highly probable, if not 
certain, that metallic matter, and more particularly iron 
in a pure and uncombined state, is frequently precipitated 
from the clouds in thunder storms. 

(215.) To the theory of M. Biot it is objected, by 
M. Becquerel, that the existence of metal in that un- 
combined form, in which alone it has the conducting 
power, in volcanic eruptions, has not been proved ; that 
the matter ejected from volcanoes consists of vitrified 
substances, silicates, aluminates, and other substances, 
which are non-conductors, but that pure metal is never 
found. . 

(216). At the time when M. Biot promulgated his 
theory, it was necessary for him to assign an adequate 
source from whence the electricity was derived, to which 
he ascribed the aurora ; and he accordingly supposed it 
to proceed from the polar volcanoes. In the progress of 
electrical discovery, so many new sources of electricity 
have however been since disclosed, that this part of his 
hypothesis has become needless. 

[(217.) We are ourselves more inclined to look fa- 
vourably on the idea suggested by Professor Faraday. 
(Exp. Research 192.):— 

“I hardly dare venture, even in the most hypo- 
thetical form, to ask whether the Aurora Borealis and 
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Australis may not be the discharge of electricity, thus 
urged towards the poles of the earth, from whence it 
is endeavouring to return by natural and appointed 
means above the earth to the equatorial regions. The 
non-occurrence of it in very high latitudes is not 
at all against the supposition; and it is remarkable 
that Mr. Fox, who cbserved the deflections of the 
magnetic needle at Falmouth, by the Aurora Borealis, 
gave that direction of it which perfectly agrees with 
the present view.” The manner in which the electri- 
city above alluded to is urged towards the poles, be- 
longs to another division of our subject, “ Magneto 
Electricity.” If the above view is correct, may it not 
help us in the difficult question of atmospheric elec- 
tricity ? | 

[(218.) The mode adopted to illustrate the electrical 
nature of the Aurora, is to exhaust a tall glass tube 
by means of the air-pump, and then to pass a suc. 
cession of electric sparks down the interior of the tube, 
from the prime conductor of the machine. The effects 
produced by a powerful machine are most brilliant ; a 
close inspection shews that the whole tube is at 
times filled with a mass of miniature flashes of light- 
ning: the colour varies from the usual bright electrical 
light to a vivid violet. The most exalted effects 
have been produced by means of the hydro-electric ma- 
chine. The tension of this machine is equal to a spark of 
twelve or fourteen inches in the atmosphere, and therefore 
of power to pass readily through four or five feet of partial 
vaccum, and its quantity is equivalent to a charge of 
eighty feet of coated surface in ten seconds. A peculiar 
effect attending this powerful discharge is, that sometimes 
the aurora appears with a bright line of light proceed- 
ing from each end of the tube, and a revolving spiral 
embracing the lower part.] 

[(219.) The falling star is an experimen! of the 
auroral character often introduced in books on electri- 
city. Cavallo says (vol. ii. p. 101.), ‘‘ When the re- 
ceiver is not exhausted, the discharge of a jar through 


CHAP. VI. THE AURORA BOREALIS. 239 


some part of it will appear like a small globule ex- 
ceedingly bright.”” Whence we often hear it said, that 
the discharge of a battery will produce a ball of light 
passing from one end to the other of the exhausted 
receiver. If this really were the case, it would be a 
most important experiment ; for if the ball were seen 
to pass from one end to the other, it would follow that 
its direction had been actually seen; and, if so, the 
one fluid theory would have been demonstrated. But 
very little reflection will suffice to shew the impossi- 
bility of such an appearance ; for, admitting the actual 
existence of a ball, though we are more inclined to 
suppose that any such thing would be like an oblong 
spheroid, the extreme velocity of electricity would take 
it to the end of its course before the impression of its 
first appearance on the retina had subsided ; just, in- 
deed, as the rotating wheel, elsewhere described. (53. ), 
having red radii, appears entirely red during the 
period of rapid rotation; and so, instead of seeing 
a ball, if such really were there, the eye would recog- 
nise a continuous line of light. And this is actually the 
case. We have ourselves repeated the experiment 
under very favourable circumstances, and in the presence 
of very competent witnesses, and one and all agreed in 
perceiving in every case a distinct continuous line of 
light, but no appearance of a ball or falling star. ] 
(220.) An extraordinary experiment, illustrative 
of a theory of the aurora similar to that suggested by 
Faraday, with the addition ‘ that electricity is radi- 
ated in a peculiar manner from magnetized bodies,” 
was introduced by Mr. Nott at the meeting of the 
British Association at Cork (1843). He rotated a 
steel globe, and passed magnets from the equator to the 
poles, till the globe was perfectly magnetized. He then 
insulated the globe, and placed an insulated ring around 
its equatorial regions. He connected the ring with the 
prime conductor of the resinous plate of his “ rheo- 
electric machine,” and one pole of the globe with the 
conductor of the vitreous plate. It is necessary to men- 
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tion, that the machine alluded to consists of two pa- 
allel plates, one glass the other resin, rotating on the 
same axis, and provided with separate rubbers. The 
circuit, including the rubbers and conductors, is com- 
pleted in various ways: the machine is described as 
producing a current of electricity of tension, analogous 
to that of the pile. In the present experiment, when 
the machine is rotated, atruly beautiful and luminous 
discharge takes place between the unconnected pole of 
the globe and the ring. A dense atmosphere is more 
favourable to the success of the experiment than a dry 
one. It had then the appearance of a ring of light, 
the upper part of which was brilliant, and the under 
dark: above the ring, all around the axis were foliated 
diverging flames, one behind the other. | 
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(221.) Warur-spouts apparently consist of dense masses 
of aqueous vapour, presenting often a gyratory and pro- 
gressive motion, and resembling in form a ccnical cloud, 
the base of which is presented upwards, and the vertex 
of which generally rests upon the ground, but sometimes 
assumes the contrary position. This phenomenon is at- 
tended with a sound like that of a waggon rolling upon 
a rough pavement. 

Violent mechanical effects sometimes attend these 
meteors. Large trees torn up by the roots, stripped of 
their leaves, and exhibiting all the appearances of having 
been struck by lightning, are projected to great distances. 
Houses are often thrown down, unroofed, and otherwise 
injured or destroyed, when they lie in the course of a 
water-spout. Rain, hail, and frequently globes of fire, 
like the ball-lightning, already mentioned, accompany 
these meteors, which are manifested equally at sea and 
on land. 

(222.) Although the electrical effects which attend 
this meteor prove that it is closely connected with at- 
mospheric electricity, yet, as no theory has hitherto been 
proposed which affords a satisfactory and adequate ex- 
planation of the phenomena, it is the more necessary 
to state, with as much clearness and precision as pos- 
sible, independently of all hypotheses, the exact cir- 
cumstances which have been observed to attend them 
in the various parts of the globe where they have been 
Observed. They are called water-spouts or land-spouts, 
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according as they take place over the surface of the 


water or the land. 
(223.) In the History of the Academy of Sciences is 


the following narrative : — 


On the 2d of November, 1729, about eight o’clock in the morning, at Mont- 
pellier, a smail and very obscure cloud was seen, in a very elevated 
position, in the direction of the south-east, from whence the wind then 
blew. It advanced towards the town with a noise at first low, but which 
augmented as it approached: it gradually descended towards the ground, 
and a light was perceived to issue from it, like that which accompanies the 
smoke of a great fire. After the passage of this cloud, a strong odour of 
sulphur was perceived, like that which is diffused in places that have 
been struck by lightning. This cloud had a very rapid motion, and formed 
round it a whirlwind, which extended to a distance of above a hundred 
yards round, the force of which was so prodigious that it tore up trees by 
the roots, carried away the roofs ef houses, overturned buildings, and 
scattered their ruins to a distance of nearly 500 yards. After having 
moved along half a league, with a width of above 200 yards, it was dissi- 
pated, followed by heavy rain, but not accompanied by thunder or light. 
ning. 


(224.) In the Journal de Physique for November, 
1780, is the following description of one of these 
meteors, which took place at five o’clock in the evening, 
near Carcassonne : — 


This meteor originated upon the borders of the Aude. It com- 
menced by pouring down a great quantity of water; it then projected 
upwards, to a great height, quantities of sand. It unroofed eighty houses, 
and scattered over the country the sheaves of corn which it carried away. 
It tore up by the roots large oaks, and transported to a distance of fifty 
yards their branches, projecting them in a direction contrary to that of its 
own motion. It broke the doors, windows, and furniture of a chateau ; 
it destroyed the pavement in the middle of a room, without deranging 
china cups which were placed there ; it broke the frame of a looking-glass 
which was placed upon a chimney-piece, and scattered the fragments 
upon the chairs of the room, leaving the glass, however, in its place 
uninjured. 


(225.) In the Memoirs of the Academy of Toulouse, 
vol. v., is the following description of a land-spout 
which, on the 15th of June, 1785, devastated the 
neighbourhood of Esclades, about four leagues from 
Narbonne : — 


The night before this terrible visitation was very fine, the sun rose 
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unobscured by a single cloud, and the morning air was calm and pure. 
At half-past six o’clock the heat became very great, and continued to 
increase till seven o’clock, when it was excessive. At that time there 
appeared in the west a smail cloud, which, gradually augmenting, extended 
in an hour over the whole horizon. The thermometer of Réaumur stood 
at 29° *, and the barometer at 28 inches. There was a light wind from the 
west. Such being the state of the atmosphere at two o’clock in the after- 
noon, a kind of smoky and blustering (druyante) column was formed in 
the west, which passed between Esclades and Mont Brun. In its course it 
swept away earth and sand, tore up trees, and ravaged every thing which 
came before it. This Jasted for about five minutes. At about five miles 
from Esclades it became stationary for about five minutes, after which it 
returned upon its steps: the noise which it made resembled the continual 
roaring of thunder. It burst upon Esclades in a terrific shower of hail. 
This hail was succeeded by a rain so abundant that the country was inun- 
dated. During this shower, which lasted three quarters of an hour, 
lightning fell in several places. The thermometer rose to 32°.+ 

The barometer rose a quarter of an inch, and the wind was very violent. 
After the meteor disappeared the weather became cool, and the barometer 
fell an inch and a quarter. 


(226.) Humboldt states that, in the Steppes of South 
America, the plain or table land presents an extraordi- 
nary spectacle, which he describes as follows } : — 


The sand rises in the middle of a rarefied whirlwind, probably charged 
with electricity, like a vapour, or a cloud in the form of a funnel, the poiat 
of which slides upon the ground, and resembling the blustering water-spout, 
so much feared by the experienced navigator. On the roads in Europe, we 
see something which approaches the singular appearance of these whirl- 
winds of sand ; but they are especially observed in the sandy deserts situate 
in Peru, between Coquimbo and Amotape. It is worthy of remark, that 
these partial currents of air which encounter each other are only perceived 
when the atmosphere is entirely calm—the ocean of air, therefore, like 
the ocean of water, encountering each other only in a dead calm. 


(227.) The Courier of the 19th of September, 
1826, published the following narrative of a meteor 
which ravaged the arrondissement of Carcassonne on 
the 26th of August preceding : — 


The wind was from the south, and the heat of the morning was suffocat-. 


* Equal to 100° Fahr. 
+ Equal to 104° Fahr. 
¢ Tableau de la Nature, tom. i, p. 43, and p. 177. 
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ing. About noon, the clouds accumulated in the west, and a violent wind 
arose. A thick black cloud appeared, suspended over a piece of land near 
the chateau of La Counette. In the direction of Fombraise, the clouds 
were seen to encounter each other, and, after the collision, to descend very 
low, as if they were attracted by the earth. The thunder grumbled on every 
side with a dull rolling noise; domestic animals fled to their sheds. Sud- 
denly a frightful explosion (cragwement) was heard in the west; the air, 
violently agitated, was drawn with extreme velocity towards the black cloud 
above mentioned: the moment they encountered was signalised by a loud 
detonation, and the appearance of an enorinous column of fire, which, 
sweeping over the field, tore up every thing inits way. A young man of 
17 was carried away by this whirlwind, raised in the air, and dashed against 
a rock, by which his head was split; 14 sheep were carried away, and fell 
senseless, 

This column of air and fire overturned walls, displaced enormous rocks, 
tore up by the roots the largest trees, broke into the chateau by two open- 
ings, tore up and overturned the stones of the porte cochére, broke the 
gate, twisted all the iron. work, broke through a window, entered the 
saloon on the first floor, broke through its ceiling, entered the second floor, 
passed to the roof, and, in fine, reduced to ruin these three stories. The 
ladies, who were in the saloon on the first floor, saw a globe of fire enter it, 
and owed their safety only to an enormous beam which formed an arch to 
support the wood-work. A vortex of air, entering by the window above the 
kitchen, broke through a partition, raised the floor, broke the furniture, 
overturned the beds, opened the closets without disturbing their contents, 
penetrated a thick wall, and projected its ruins to a great distance, broke 
the timber-work of the chateau, tore up by the roots an enormous oak five 
feet in circumference, crushed two small houses, carried away waggons, 
which it precipitated into a ravine, uprooted several enormous walnut-trees, 
ravaged the vines, leaving in the earth deep trenches, and impregnating 
the air with a strong odour of sulphur. This meteor disappeared in the 
direction of Forcenas, and was succeeded by very heavy rain. The heavens 
then became serene, and a wind arose from the east. 


(228.) In 1823, this meteor made great ravages 
in the neighbourhood of Dreux and Mantes in France. 


In the village of Marchefroid, fifty-three houses were destroyed in the 
space of one minute, yet the storm was scarcely heard, and the appearance 
of the water-spout was only preceded by a little hail. A child three 
years old, who stood beside its mother in a court-yard, was killed upon 
the spot. On examining its body, no wounds were found upon it except a 
hole of a certain depth in the neck. Entire roofs were carried away either 
in the direction in which the meteor moved, or in the contrary direction. 
The four walls of a garden were thrown down in a regular manner, all 
falling on the outside of the garden: their fall was marked by great regu- | 
larity. After the meteor passed away, the temperature did not seem | 
changed, and the sun immediately re-appeared. 
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(229.) On the 6th of July, 1822, a land-spout was 
formed in the plain of Ossonval, near the village of 
that name, in the department of the Pas de Calais. 


Clouds coming from different directions and collecting over the plain, 
ultimately formed a single cloud which covered the heavens: immediately 
afterwards a cone descended from this cloud, presenting its vertex down- 
wards, and having its base in the cloud. This meteor, driven by the wind, 
beat down a barn, tore and carried away the tops of the largest trees, over- 
turned twenty-five to thirty of them, and strewed them in different di- 
rections, proving that the meteor had a revolving motion. It carried away 
and crushed other trees from sixty to seventy feet high. Globes of fire 
and sulphureous vapour were seen from time to time to issue from its 
centre. This meteor, in its rapid course, was attended with a sound like 
that of a heavy carriage rolling on a paved road. 

It then penetrated into the valley of Wetternester and Lambre : in the 
former of these villages, only eight habitations of forty were uninjured : the 
meteor left every where traces of its passage. 


(230.) On the 18th of June, 1839, the neighbour- 
hood of Chatenay, in the department of Seine et Oise, 
was visited by a meteor, which happened to be wit- 
nessed by MM. Peltier, Bouchard, and Becquerel. The 
following narrative of it is abridged from the account 
given of it by M. Peltier: — 


In the morning, a storm was formed to the south of Chatenay, and about 
ten o’clock it took the direction of the valley between the hills of Hcouen 
and Chatenay. ‘The clouds, which were high, after extending above the 
extremity of the village, came to a stand, the thunder muttered, and the 
first cloud followed the ordinary route, when, towards noon, a second 
storm coming also from the south, advanced towards the same plain and 
the same hills. Arriving near the extremity of the plain over Fontenay, 
in presence of the first storm which, by its elevation, it overtopped, a 
pause took place, doubtless while the two storms were presenting them- 
selves to each other by means of their clouds charged with the same 
electricity, and repelling each other. 

To this time, thunder which was heard proceeded from the second cloud, 
when suddenly one of the inferior clouds descending, fell into commu- 
nication with the earth, and the thunder seemed to cease. A prodigious 
attraction was manifested ; all light bodies and all the dust which covered 
the surface of the ground, was raised towards the point of the cloud: a 
continual rolling noise succeeded ; little clouds were fluttering and whirling 
round the inverted cone, and rising and falling rapidly. Trees, placed to 
the south-east of the meteor, were struck on their north-west side which 
faced it, the other side remaining in its usual state. The sides which were 
struck exhibited strong marks of the meteor, while the other parts pre- 
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served their sap and their vegetable life. The meteor descended the valley 
to the extremity of Fontenay, towards a row of trees planted along the 
bed of a stream which was then without water, though still humid. After 
having broken and uprooted these, it traversed the valley, and advanced 
towards other plantations which it also destroyed. ‘There, having arrived 
at the point vertically under the limits of the first cloud, it paused, and 
the latter, which was hitherto stationary, began to be agitated and to 
retreat towards the valley west of Chatenay, and, overthrowing all that it 
encountered in its way, it passed to the park of the chateau of Chatenay, 
which it completely desolated. The walls were overturned, and the roofs 
and chimneys of the buildings carried away. ‘Trees were transported se- 
veral hundred yards ; windows, rafters, tiles were thrown to a distance of 
upwards of 500 yards. 

The meteor, having ravaged that place, descended a mountain towards 
the north, and paused over a fish-pond, where it overthrew and parched 
the trees, killed all the fish, and proceeded slowly along an alley of 
willows. Here it lost a great portion of its extent and violence. It then 
proceeded still more slowly over a neighbouring plain, and after advancing 
three quarters of a mile, it divided itself into two portions near a clump of 
trees, one part rising into the clouds, while the other part sunk into the 
ground and disappeared. 

All the trees struck by this meteor had their sap completely evaporated, 
the ligneous part being as much dried as if it had been exposed in a stove 
at the temperature of 300°. The immense quantity of vapour suddenly 
formed by the sap, having no means of escape from the interstices of the 
wood, split the tree in the longitudinal direction. All the trees presented 
marks of this effect. 


(231.) By observing the progress of this pheno- 
menon, the transformation of a common storm into a 
land-spout will be apparent. Two stormy clouds 
moved towards the same vertical line in which they 
settled at different altitudes. Being charged with the 
same electricity, the lower cloud descends towards the 
ground, and is put in electrical communication with the 
ground by whirlwinds of dust and by trees. This 
communication once established, the noise of the thunder 
immediately ceases, the discharge taking place by the 
continuous conductor formed by the clouds which have 
descended and the trees upon the plain. These last, 
traversed by the electricity, have their sap dried up and 
their trunks split ; finally, flashes of light, balls of fire, 
and sparks appear, and a sulphureous odour remains in 
the houses for several days, the curtains of which are 
every where scorched. 
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(232.) M. Peltier, who has lately analysed with 
great care the circumstances attending these meteors, 
with a view to their explication, has collected, from 
various scientific memoirs and from the narratives of 
travellers, 116 cases in which they were observed and 
recorded with more or less accuracy. These he has 
arranged in two tables, the one containing fifty-six cases 
where the phenomenon occurred at sea or upon water, 
and the other containing sixty cases where it occurred 
upon land. He has collected also the opinions of thirty 
observers as to the cause of the meteor, and arranged 
them in a tabular form. 


The following are these three tables : — 
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(233.) Of these 116 cases, there are twenty-nine in 
which a gyratory or vortical motion was observed. Of 
these, eleven were at sea, and eighteen at land. There 
were twenty-two cases in which no internal motion was 
observed——nine at sea, and thirteen on land: forty-one 
were attended by thunder, lightning, or other luminous 
emanations sixteen at sea, and twenty-five on land: 
ten transported objects against the wind ; sixteen pro- 
duced hail—-seven at sea, and nine at land. In six 
cases, the meteor vanished in a cloudless atmosphere 
without producing any damage. In three cases at sea, 
vessels which fell in their way were inundated with 
fresh water, although the meteor was observed to rise 
from the deep. In three cases at sea, the surface of 
the water became concave under the meteor: in two 
cases, the meteor proceeded from two groups of clouds. 
In fifteen cases, the water was seen to ascend, and in 
eight to descend. In eight cases, a sulphureous odour 
was perceived. In six cases, several water-spouts were 
produced at the same instant. 

The meteors at sea were attended by an agitation of 
the water and by numerous vapours which rose from 
it. Those on land were attended by the carrying 
upwards of light bodies. The sound was very various, 
but generally louder on land than at sea. 

Of the thirty observers whose opinions have been 
collected, ten ascribed the phenomenon to currents of 
air, eight to electricity, and two to submarine eruptions. 

(234.) In his voyage to the Pacific Captain Beechey 
witnessed water-spouts off Clermont Tonnerre, lat.19°S. 
long. 137° west, of which he has given the drawings, 
from which fig. 113. and fig. 114. have been taken. 

Colonel Reid in his work on storms has given the 
following extract from a letter addressed to him by 
Captain Beechey, containing a circumstantial account 
of water-spouts, witnessed by him in the same voyage: 
«‘ The day had been very sultry, and in the afternoon a 
long arch of heavy cumuli and nimbi rose slowly above 
the southern horizon ; while watching its movements a 
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water-spout began to form, at a spot on the under side 
of the arch, that was darker than the rest of the line. 
A thin cone (fig.115.) first appeared, which gradually 


Fig. 115. 
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became elongated, and was shortly joined by several 
others which went on increasing in length and bulk 
until the columns had reached about halfway down to 
the horizon. The sea beneath had hitherto been undis- 
turbed; but when the columns united it became per- 
ceptibly agitated, and almost immediately became 
whirled in the air with a rapid gyration and formed a 
vast basin, from the centre of which the gradually 
lengthening column appeared to drink fresh supplies of 
water (fig. 116.). 

“* The column had extended to about two-thirds of the 
way towards the sea, and nearly connected itself with 
the basin, when a heavy shower of rain fell from the 
right of the arch, and shortly after another fell from 
the opposite side. This discharge appeared to have an 
effect on the water-spout, which now began to retire. 

“* The sea on the contrary was perceptibly more agi- 
tated, and for several minutes the basin continued to 
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Fig. 116. 


increase in size, although the column was considerably 
diminished (fig. 117). 
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“ Ina few minutes more the column had entirely dis- 
appeared. The sea, however, still continued agitated, 
and did not subside for three minutes after all the dis- 
turbing causes from above had vanished. The pheno- 
menon was unaccompanied by thunder or lightning, 
although the showers of rain which fell so suddenly 
seemed to be occasioned by some such disturbance.” 

(235.) M. Peltier has attempted to illustrate the 
electrical origin of these phenomena by producing them 
artificially. With this view he has represented the 
cloud in which the meteor originates by a globe of 
metal kept constantly charged with electricity by a 
machine. The inequalities of the cloud he repre- 
sented by points raised on the surface of a globe. By 
means of the influence which this globe exercised upon 
water, vapours, and dust, he was able to produce a 
depression of the liquid and the vortical or gyratory 
motion, and some other effects similar to those observed 
in the meteor. 

All these effects disappeared when the globe was 
divested of points. In this case, instead of a depres- 
sion, an elevation was produced: the vapours rose 
under the smooth ball, but showed little agitation. 
When the points were restored, the vapour was in- 
creased in more than a threefold proportion. 

The globules of vapour, being electrified at a dis- 
tance by the points, were repelled in all directions, and 
made to whirl, more or less, according to the degree of 
the electric charge. 

(236.) There are other electrical experiments made 
with other views, which M. Peltier brings to bear on 
the illustration of water-spouts. 

A plate of copper, not insulated, being placed under 
a sphere, a little light ball is placed between them. 
When the sphere is electrified, the ball plays alternately 
upwards and downwards between the sphere and the 
plate; but if, instead of the ball, elongated or flat 
bodies be interposed, so as to present only a long and 
narrow strip of gold leaf, the alternate motion just 
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described is transformed into a vortical motion, which 
ultimately becomes one of rapid rotation between the 
sphere and the plate. Such are the gyratory motions 
which M. Peltier conceives to arise from electrical 
radiation. 

(237.) The consequences which he deduces from 
these and similar facts are as follows : — 

1. All the immediate phenomena observed in water- 
spouts are due to electricity: they are the results of 
secondary phenomena, which almost always accompany 
them. The latter vary with the locality and the state 
of the atmosphere. 

2. Their general effects are due either to statical or 
dynamical electricity : most generally they proceed 
from both. 

8. The statical effects are phenomena of attraction 
and repulsion. 

4. The attraction of an electrical cloud is accompa- 
nied by a rush of the air towards this cloud, from whence 
result currents directed from the exterior to the interior, 
and proceeding from all surrounding points. It is 
manifested also by the projection of the vapour of 
water, of liquid water itself, and of bodies that it 
raises or tears, according to the force with which it 
acts. 

5. The progress of its attractive power is plainly 
marked both on sea and land. On sea, it appears by 
the boiling of the waters, and the smoky appearance 
which is raised from them, as represented in figs. 113. 
and 114. On land its course is rendered manifest by its 
effects upon the air, the ground, and all loose bodies 
which it encounters. 

6. The attraction of the clouds is also manifest by 
the greatly increased evaporation of the waters, and the 
consequent fall of their temperature. The repulsion is 
manifested by currents of air which issue from the elec- 
tric cloud, and only exist in its neighbourhood. Ata 
little distance from it a dead calm prevails. These 
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double currents undergo various modifications, produced 
by the localities and various qualities of the ground. 

7. The repulsion is also manifested by the cone 
which is formed in the sea, in the very centre of the 
smoky vapours, an effect which can be easily repro- 
duced experimentally. 

8. If an inductive action take place between two 
clouds charged with opposite electricities, placed at a 
certain distance asunder, a portion of their vapour will 
resume the state of common vapour : this will lower the 
temperature of the neighbouring parts, which may de- 
scend even below the freezing point; then the vapour of 
water crystallises in snowy flakes, which act imme- 
diately after their formation, like other light bodies. 
The portion thus transformed into snow, and which is 
charged with the electricity of the inferior cloud, is 
attracted by the superior cloud, then there is a neutralis- 
ation of electricity, a fall of temperature, and so on. 

9. Finally, the electrical tension of the superior 
cloud facilitates the evaporation of the liquid which 
moistens the snowy globule, or which already covers the 
ice. | 

The electrified clouds, acting by induction upon the 
ground, are attracted to it. The clouds thus approach 
the earth in a greater or less quantity, depending on 
the energy of the attraction, and their specific gravity. 

(238.) When the tension of the clouds and their 
density differ little from those of the inferior strata of 
air, or when superior clouds, having the same electricity, 
act upon the inferior by repulsion, the latter may ap- 
proach the earth sufficiently to be discharged without 
explosion by the intervention of other clouds which 
touch it. 

It happens, often, that all the bodies placed upon the 
surface of the earth under these clouds, which have the 
form of an inverted cone, serve as conductors in various 
degrees, according to their constituent matter, their form, 
their extent, and the magnitude of their contact with the 
ground, Light and small bodies, oppositely electrified, 
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are attracted and raised towards the cloud; when their 
electricity is neutralised they fall again upon the earth, 
where, being once more charged with electricity, they 
re-ascend, and so on. It is thus that an immense cloud 
of dust is formed under the cone. If the bodies are 
attached to the earth, like trees or buildings, they are 
instantaneously charged with an immense quantity of 
electricity. The earth, which is contiguous to them, 
partakes of this electricity, yields to the attraction of the 
cloud, and the trees, buildings, or other objects upon it, 
are torn up and transported afar. It is in this manner 
that bodies, which are strongly attached to the earth, are 
torn from it, while others in their immediate eneigh- 
hood are undisturbed. All these effects are subject to 
infinite variation, according to the conducting powers of 
the bodies, and of the parts of the earth to which they 
are attached. 

If the great lightness of the clouds prevents them 
from falling sufficiently low to be in electrical commu- 
nication with the ground, then the electricity will be 
discharged at a distance, attended by the flash of light- 
ning and the roll of thunder. The electric tension will 
gradually diminish, rain will ensue, and the cloud will 
rise. 

(239.) The sound which sometimes accompanies this 
phenomenon is attributed, by M. Peltier, to a number of 
small partial explosions, which take place between the 
cloud and the ground. They are louder in the case of 
water-spouts which traverse the land, because of the im- 
perfectness of the conductors presented to them; they 
lose their intensity over the sea because water is a better 
conductor. 

(240.) Considering the progress of the air under the 
different attractions and repulsions to which it is sub- 
mitted, and the contrary and unequal currents encounter- 
ing different obstacles, M. Peltier endeavours to explain 
how the direct motion impressed on the air is changed 
into a gyratory motion more or less decided. It results 
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from this, that the same meteor may present at different 
moments an example of direct and gyratory motion. 

(241.) When the meteor is presented over water, its 
inductive action gives the water near the surface an 
opposite electricity, and a consequent attraction ensues. 
If the contrary fluids do not unite by explosion, the sur- 
face of the water will swell upwards at the several points 
of attraction, and the moment a discharge takes place, 
and the contrary fluids unite by explosion, this elevation 
subsides. 

If, however, the electrified cloud is formed with 

points or prominences, which favour the escape of the 
electri¢ fluid, the water becomes charged with the fluid 
descending from the cloud, and being similarly electri- 
fied is repelled by the cloud, and therefore depressed. 
Currents result from this in the water, which soon 
acquire a vortical motion. 
-"(242.) On similar principles, M. Peltier explains the 
rapid disappearance of pools or small collections of 
water, the entire mass being electrified by induction, 
and raised like trees and other objects. 

The discharge of electricity through water may kill 
the fish contained in it; but the mere transmission of 
an electric current through the liquid without explo- 
sion will not have this effect, unless a considerable ele- 
vation of temperature takes place. An electric discharge 
passing near water, but not through it, may kill ani- 
mals in it, by the effect of the lateral shock. By these 
principles, many of the observed effects of water-spouts 
are explained. 

When by induction the electrical tension of the 
ground and objects upon it is elevated, the fluid with 
which it becomes charged will have a tendency to 
escape by all pointed conductors, and to issue upwards 
towards the cloud. If the conductor be imperfect, an 
elevation of temperature will attend these upward cur- 
rents, the effects of which will be apparent in the con- 
ductors by which they escape. ‘Trees, plants, and 


CHAP. VII. WATER-SPOUTS AND WHIRLWINDS. 267 


vegetables, conducting the electric fluid imperfectly by 
means of their sap, are dried up by this temperature ; 
and when the elevation takes place suddenly, the va- 
pour into which the sap is converted splits the wood. 
Such is a general outline of the theory of M. Peltier, 


by which the phenomena attending water-spouts and 
whirlwinds are explained. 
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CHAP? WINE. 


FARADAY S THEORY OF INDUCTION BY CONTIGUOUS 
PARTICLES. 


(243.) Tuus far have we been occupied in describing 
the character and varied developments of electricity of 
high tension; and, though we are compelled to inves- 
tigate it as if it were altogether another electricity than 
that obtained by chemical action, yet we shall soon 
perceive that these two, and indeed all the forms under 
which it is manifested, are only varied developments 
of one and the self-same power. The peculiar features 
of the form, which we discover by the friction of glass 
and other bodies, including the stream of steam and 
water, and the discharge of a thunder-cloud, are its 
comparatively small quantity, and its great intensity, 
or power of overcoming resistance. As an illustration 
of the former feature, we have the conclusive experi- 
ments of Faraday, who was indeed the first to demon- 
strate the oneness of these apparently distinct deve- 
lopments. The results of his experiments are thus 
expressed : — 

** Hence, as an approximation, and judging from magnetic force only at 
present, it would appear that two wires, one of platina and one of zinc, 
each one-eighteenth of an inch in diameter, placed five-sixteenths of an 
inch apart, and immersed to the depth of five-eighths of an inch in acid, 
consisting of one drop of oil of vitriol and four ounces distilled water, at 
a temperature about 60°, and connected at the other extremities by a 
copper wire eighteen feet long and one-eighteenth of an inch thick (being 
the wire of the galvanometer coils), yield as much electricity in eight beats of 
my watch, or in 8-150ths of a minute, as the electrical battery charged by 
thirty turns of the large machine in excellent order. Notwithstanding 
this apparently enormous disproportion, the results are perfectly in har- 
mony with those effects which are known to be produced by variations in 
the intensity and quantity of the electric fluid.” — § 371, 

(244.)) He was enabled to institute the above com- 
parison by passing the current from these two minute 
wires, and that from the charged Leyden battery, 
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respectively, through a coil of wire surrounding a mag- 
netic needle ; that is, through the instrument termed a 
galvanometer, a description of which belongs to another 
division of our subject. He also compared other effects 
of the same two quantities of electricity, and obtained a 
similar result. In fact, startling as it may seem, it is 
beyond contradiction certain, that the largest charge of 
the largest Leyden battery does not equal in quantity 
the electricity which passes between the tongue and a 
silver spoon, during the simple act of eating an egg. 
Indeed, if the quantity developed in the latter case were 
free to assume the form of the electricity obtained from 
friction, the result would be a lightning-flash of no 
small power. Indeed, when we find that the mutual 
action of the zinc and water is on so very minute 
a scale that no appreciable loss was sustained by either, 
and that no trace could be detected of the evolution of 
hydrogen, we are quite prepared to admit the following 
astounding inference : — 


s* What an enormous quantity of electricity, therefore, is required for 
the decomposition of a single grain of water! We have already seen that 
it must be in quantity sufficient to sustain a platina wire the 104th of an inch 
in thickness red hot, for three minutes and three quarters; a quantity 
which is almost infinitely greater than that which could be evolved by the 
little standard voltaic arrangement to which I have just referred. I have 
endeavoured to make a comparison by the loss of weight of such a wire in 
a given time in such an acid, according to a principle and experiment to be 
immediately described; but the proportion is so high that I am almost 
afraid to mention it. It would appear that 800,000 such charges of the 
Leyden battery as I have referred to above, would be necessary to supply 
electricity sufficient to decompose a single grain of water; or, if I am 
right, to equal the quantity of electricity which is naturally associated with 
the elements of that grain of water, endowing them with their mutual che- 
mical affinity.’?— § 861. 


(245.) It may not seem easy at first to connect 
these apparently remote effects ; for the mind is apt to 
inquire how a quantity of electricity capable, if free, of 
producing effects so exalted, can be packed, as it were, 
in so small a compass. If philosophy does not go so 
far as to unfold this, it at least gives us a kind of con- 
necting link: and this link is to be found in the very 
charge of the battery itself ; for the Leyden battery is 
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an instrument by means of which the repeated charges 
of the prime conductor, each having power to give a 
long spark, i. e., to overcome considerable resistance, 
are accumulated to a great amount—are, in a great 
measure, converted into—what has been termed dis- 
guised electricity (230.); and their tension, or striking 
distance, is very considerably reduced. In fact, a suc- 
cession of small quantities of high intensity, is converted 
into a large quantity of low intensity. Admitting this, 
we are only called on to go a step further, and consider 
the elementary parts of matter as, in some sort, each a 
minute charged system; and we are less astonished at 
finding that “the chemical action of a grain of water 
upon four grains of zinc, can evolve electricity equal in 
quantity to that of a powerful thunder-storm.”—Fara- 
Day, § 873. 

(246.) But, before we enter into the investigation of 
the phenomena of voltaic electricity, and trace the 
various means by which quantities of such comparative 
magnitude may be obtained, we must give a hasty sketch 
of the chief results which have presented themselves to 
Professor Faraday during his recent researches on the 
electricity of tension. 

In the eleventh series of his Researches, read before 
the Royal Society, Nov. 1837, he enters into the inves- 
tigation of the phenomena of induction, to which we 
devoted a chapter in our first volume ; and he follows up 
the subject in the 12th, 13th, and 14th Series, read 
respectively, Feb. 8th, March 15th, and June 21st, 
1838. His first proposition is that induction is not an 
action from a distance, as assumed by Poisson, Caven- 
dish, and others; but is an action of contiguous par- 
ticles: %. e., that the effect produced by the charged 
coating of a jar on the uncharged coating, is brought 
about by a peculiar molecular arrangement of the par- 
ticles of glass which intervene; that they are thrown 
into a species of polarization, having the opposite elec- 
tricities arranged on their respective sides. This led 
him to inquire whether matter could be charged with 
one electric force independently of the other; for, ac- 
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cording to the theory of molecular polarization, it would 
appear impossible. That conductors could not thus be 
bodily charged was evident from the whole history of 
electricity, which reveals the universal arrangement of 
surcharges on the surface of conductors. He proved 
that the same law holds good with non-conductors, by 
various experiments, among which was the follow- 
ing : — 


*“¥ had a chamber built, being a cube of twelve feet. A slight cubical 
wooden frame was constructed, and copper wire passed along and across it 
in various directions, so as to make the sides a large network, and then all 
was covered in with paper, placed in close connection with the wires, and 
supplied in every direction with bands of tin-foil, that the whole might be 
brought into good metallic communication, and rendered a free conductor 
in every part. This chamber was insulated in the lecture-room of the 
Royal Institution ; a glass tube, about six feet in length, was passed through 
its side, leaving about four feet within, and two feet on the outside; and 
through this a wire passed from the large electrical machine to the air 
within. By working the machine, the air in this chamber could be brought 
into what is considered a highly electrified state (being, in fact, the same 
state as that of the air of a room in which a powerful machine is in opera- 
tion); and, at the same time, the outside of the insulated cube was every 
where strongly charged. But, putting the chamber in communication with 
the perfect discharging train * described in a former series, and working 
the machine so as to bring the air within to its utmost degree of charge, if I 
quickly cut off the connection with the machine, and, at the same moment, 
or instantly after, insulated the cube, the air within had not the least 
power to communicate a further charge to it. If any portion of the air 
was electrified, as glass or other insulators may be charged, it was accom- 
panied by a corresponding opposite action within the cube, the whole effect 
being merely a case of induction. Every attempt to charge air, bodily and 
independently, with the least portion of electricity, failed.”’ — § 1173, 

“TI put a delicate gold-leaf electrometer within the cube, and then 
charged the whole by an outside communication, very strongly, for some 
time together; but neither during the charge, nor after the discharge, did 
the electrometer or air within show the least signs of electricity.’ 
— 4 1174. 


(247.) This, and the whole category of electric 
effects, led him to the following conclusions : — 


** Bodies cannot be charged absolutely, but only relatively, and by a prin- 
ciple which is the same with that of ¢nduction. All charge is sustained by 
induction. Ail phenomena of zntensity include the principle of induction, 
All excitation is dependent on, or directly related to, induction. Atl cur- 


* The gas and water pipes of London. 
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vents involve previous intensity, and, therefore, previous induction. In- 
DUCTION appears to be the essential function both in the first development 
and the consequent phenomena of electricity.”’ 4 1178. 


(248.) Consequent on the fact that induction was 
the action of contiguous particles, was the inquiry 
whether there was not a difference in the specific 
inductive capacity of the different insulating media. 
The instrument employed in this 
investigation is given, fig. 118. 
It consists of two metallic spheres 
of unequal diameter, the smaller 
within the larger, and concentric 
with it; the interval between the 
two being the space through 
which the induction was to occur. 
The spheres are properly insulated 
from each other by shell-lac ; and 
the outer one consists of two halves 
closely fitted, like the Magdeburg 
hemispheres. The stop-cock and 
other arrangements are for insert- 
ing gases into the interval, as the 
insulating media. Two instru- 
ments were made in order to avoid 
errors. When solid media were 
introduced, they were cut into the Z Wh 
requisite form. On instituting a series of sdinpenene 
experiments, and expressing the inductive capacity of 
air by 1, other specific inductive capacities were found 
to be — 


Shell-lac  - - - - 1°5 
Sulphur - ~ - - 2°24 
Spermaceti - - - “19-3. 1646 
Oil of turpentine - - - JI 

Air (dense, rare, damp, or dry) 1 

All gases - 2 ~ El | 


(249.) Subsequent experiments * by Mr. Snow Harris 


* Phil. Trans., 1842. Part IL 
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on specific induction, are quite in confirmation of 
these results; and are the more valuable as they were 
obtained by means of quite a different mode of inves- 
tigation. He gives: 


Resin - : = i om RAT 
Pitch “= = = - - 18 
Bees’ wax - a Z - 1:86 
Glass - - - - - 19 
Lac - = - - a= OS 


(250.) From these experiments it is manifest that, 
though air and the gases are alike in their character, 
yet between them and solid bodies there are differences 
which prove, that some media are better than others for 
exalting the forced state or induction. An evident con- 
sequence of these views of induction is, that the thinner 
the intervening medium, i. e. the fewer the particles, 
which require being thrown into this forced state, the 
greater the charge or ultimate result. Theoretically, 
there is no limit of distance to the action. Professor 
Faraday says: 


“JT have traced it experimentally from a ball placed in the middle of the 
large cube formerly described to the sides of the cube six feet distant, and 
also from the same ball placed in the middie of our large lecture-room to 
the walls of the room at twenty-six feet distance, the charge sustained 
upon the ball, in these cases, being solely due to induction through these 
distances.” § 1303. note. 


(251.) In the course of these inquiries on the phe- 
nomena of induction, it further became evident “ that 
the best solid insulators, such as shell-lac, glass, and 
sulphur, have conductive properties to such an extent 
that electricity can penetrate them bodily, though always 
subject to the over-ruling condition of induction ;”’ as, 
for instance, if a coated plate of glass be charged, and 
allowed to remain so some time, and then be discharged, 
an immediate examination will give no evidence of any 
electricity remaining; but, if it be again examined, 
after the lapse of a little time, it will appear charged in 
the same manner, but not in the same degree, as before ; 
this effect being due to the return of part of the original 
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charge, which had penetrated into the glass; and time 
being an element in producing the effect. 

(252.) Now, it is well known that a Leyden battery 
retains a second, and sometimes a third charge, after the 
original charge has been released ; and this effect, which 
is called the residual charge, has been traced by some to 
the diffusion of electricity over the uncoated surface of 
the glass ; whereas, as appears from Professor Faraday’s 
experiments, it is merely the return of that electri- 
city, which had penetrated beneath the surface of the 
glass. 

(253.) Having considered the effects of induction in 
cases of insulation, he next investigates its influence 
over conduction ; and he shows that insulation and con- 
duction are not distinct things, but are the two extremes 
of the molecular arrangement which induction pro- 
duces; the one being the condition of those bodies 
whose particles can retain the polarised state, and the 
other being the condition of those which cannot. As an 
illustration that bodies are not per se either essentially of 
the class of insulators or of that of conductors, he in- 
stances the discharge of a Leyden jar through a long 
loop of wire, so bent that two parts, near its extre- 
mities, shall approach within a short distance of each 
other ; when, as is well known, by far the larger 
portion of the electricity will pass in this interval of air. 
Now, we are in the habit of calling air an insulator, and 
wire a conductor ; but here they evidently change places, 
proving that their respective properties are only com- 
parative, and that the extension of the conductor gives 
it the property of an insulator, while the diminution of 
the insulator gives it the property of a conductor. From 
these, and other considerations, he is of opinion — 


** That insulation and ordinary conduction cannot be properly separated, 
when we are examining into their nature; that is, into the general law, or 
laws, under which their phenomena are produced. They appear to me,” 
he adds, ‘‘ to consist in an action of contiguous particles dependent on the 
forces developed in electrical excitement; these forces bring the particles 
into a state of tension or polarity, which constitutes both zmduction and 
insulation ; and, being in this state, the continuous particles have a power 
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or capability of communicating their forces one to the other, by which they 
are lowered, and discharge occurs. Every body appears to discharge ; but 
the possession of this capability in a greater or smaller degree, in different 
bodies, makes them better or worse conductors, worse or better insulators ; 
and both induction and conduction appear to be the same in their prin- 
ciple and action, except that in the latter an effect common to both is 
raised to the highest degree; whereas, in the former, it occurs in the best 
cases in only an almost insensible quantity.”’ 4 1326, 


(254.) He then shows how this theory holds good 
in explaining disruptive discharge, or the electric spark, 
which occurs between two metals, for instance: 


** Whilst the induction continues, it is assumed that the particles of the 
dielectric are in a certain polarised state, the tension of this state rising 
higher in each particle as the induction is raised to a higher degree, either 
by approximation of the inducing surfaces, variation of form, increase of 
the original force, or other means ; until at last, the tension of the particles 
having reached the utmost degree which they can sustain without sub- 
version of the whole arrangement, discharge immediately after takes 
place.” § 1368. 


(255.) It is hence very evident that, if any one line 
of the intervening particles is, from any cause, inferior 
in sustaining power to the rest, this line will give way 
first; and, as Professor Faraday shows, “ though aif 
the particles in the line of induction resist charge, and 
are associated in their actions so as to givea sum of 
resisting force, yet when any one is brought up to the 
overturning point, a// must give way in the case of a 
spark between ball and ball.” 

(256.) As the distance between the metals is di- 
minished, there are fewer intervening molecules to 
oppose the inductive force, and discharge occurs at a 
lower intensity ; again, if the conducting surfaces are 
enlarged with a given charge, the intensity falls; for 
the inductive action 1s now diffused over a larger area, 
any given portion of which possesses a lower amount 
of force than it did previously. For the same reason, 
if the conductor is diminished, the inductive action 
being thus concentrated, the tension or tendency to over- 
come resistance is proportionately exalted. And hence, 
when a point is opposed to a charged conductor, the con- 
vergence and concentration of a// the inductive lines on 
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the point so highly exalts the polarised condition of the 
extreme particles, that the well-known effects of dis- 
charge occur. The quantity of electricity required to 
produce discharge across a constant interval of air has 
been shown by Mr. Harris to be in simple ratio to the 
density of the air, which is exactly in accordance with 
the above theory ; for instance, when “ there are only half 
the number of dielectric particles in the rarefied atmo- 
sphere, so these are brought up to the discharging inten- 
sity by half the former quantity of electricity.” 9 1375. 
The facility of discharge through a flame or hot air is 
classed under the head of rarefaction ; assisted also by 
convection arising from the solid particles which are 
there present. 

(257.) The three species of discharge, viz., the 
spark, the brush, and the glow, are defined, and are 
shown to be all dependent on the same action. 


“The spark is consequent upon a discharge or lowering of the polarized 
inductive state of many dielectric particles, by a particular action of a few 
of the particles occupying a very small and limited space.’ 4 1406. 

“ The brush is in reality a discharge between a bad or a non-conductor 
and either a conductor or another non-conductor. Under common cir- 
cumstances, the brush is a discharge between a conductor and air.” 
§ 1434. 

‘*The brush and spark gradually pass into one another. Making a 
small ball positive by a good electrical machine with a large prime con- 
ductor, and approaching a large uninsulated discharging ball towards it, 
very beautiful variations from the spark to the brush may be obtained.”’ 
§ 1448. 

“The form of disruptive discharge, which appears as a glow, is very 
peculiar and beautiful ; it seems to depend on a quick and almost con- 
tinuous charging of the air close to, and in contact with, the conductor.” 
§ 1526. 

‘* All the effects show, that the glow is in its nature exactly the same as 
the luminous part of a brush or ramification, namely, a changing of air; the 
only difference being, that the glow has a continuous appearance from the 
constant renewal of the same action in the same place, whereas the ramifi- 
cation is due to a momentary, independent, and intermitting action of the 
game kind.”’ § 1543. 


(258.) It must not be overlooked that in all these 
forms, it is not the whole charge which causes the dis- 
charge, “ but merely that small portion of force, which 
brings the deciding molecule up to its maximum ten- 
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sion ;” and that if that small portion alone could pass, 
the rest of the charge would be inefficient to discharge ; 
but the mere act of a commencing discharge is favour- 
able to itself ; and, when once the tottering equilibrium 
is overthrown, the whole charge pursues a course which 
it could not otherwise have taken. 

(259.) A long series of experiments on the gases led 
to the conclusion that different gases restrain discharge 
in very different proportions; and that, in them all, 
“the different forms of disruptive discharge may be 
linked together, and gradually traced from one extreme 
to the other, i. e., from the spark to the glow, or, it 
may be, to a still further condition, to be called dark 
discharge ;” although each retains a specific character 
while subject to the general law. 

(260.) The dark discharge is a curious phenomenon, 
and we describe it in Professor Faraday’s own words : 


** Two brass rods, 0’°3 of an inch in diameter, entering a glass globe on 
opposite sides, had their ends brought into contact, and the air about them 
very much rarefied. A discharge of electricity from the machine was then 
made through them, and, whilst that was continued, the ends were sepa- 
rated from each other. At the moment of separation a continuous glow 
came over the end of the negative rod, the positive termination remaining 
quite dark. As the distance was increased, a purple stream or haze 
appeared on the end of the positive rod, and proceeded directly outwards 
towards the negative rod; elongating as the interval was enlarged, but 
never joining the negative glow, there being always a short dark space 
between. This space, of about one-sixteenth or one-twentieth of an inch, 
was apparently invariable in its extent and its position relative to the 
negative rod; nor did the negative glow vary. Whether the negative end 
were inductric [actually charged], or inducteous [charged. by induction], 
the same effect was produced. It was strange to see the positive purple 
haze diminish or lengthen as the ends were separated, and yet this dark 
space and the negative glow remain unaltered.”’ (ig. 119.) § 1544. 


Fig. 119. 


‘* Tt is quite clear .. . that discharge is taking place across the dark part 
of the dielectric to an extent quite equal to what occurs in the luminous 
part. This difference in the result would seem to imply a distinction in 
the modes by which the two electric forces are brought into equilibrium 
in the respective parts; and looking upon all the phenomena as giving 
additional proofs, that it is to the condition of the particles of the dielectric 
we must refer for the principles of induction and discharge, so it would be 
of great importance if we could know accurately in what the difference of 
action in the dark and luminous parts consisted.” § 1547. 
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261.) In concluding his inquiries on these several 
forms of discharge, in the course of which he has intro- 
duced every modification of experiment that could be 
of avail, he sums up in the following query : 


** Can we not, by a gradual chain of association, carry up discharge from 
its occurrence in air, through spermaceti and water, to solutions, and then 
on to chlorides, oxides, and metals, without any essential change in its 
character; and, at the same time, connecting the insensible conduction of 
air, through muriatic gas and the dark discharge, with the better conduc- 
tion of spermaceti, water, and the all but perfect conduction of the metals, 
associate the phenomena at both extremes ? and may it not be, that the 
retardation and ignition of a wire are effects exactly correspondent in their 
nature to the retention of charge and spark in air?” 41561. 


(262.) Convection, or carrying discharge, is then 
traced to the same source. As, for instance, if a large 
electrified body be insulated, and near it a small ball be 
suspended, the latter is often found to receive by in- 
duction a charge of the opposite character ; for the in- 
ductive action of the hither side of the excited body is 
in a measure concentrated on the inner side of the small 
ball, and that portion of it which acts on the ball is 
exalted, by the mere fact of the ball being there as a 
limit to the dimensions of the interposed opposing di- 
electric; and hence the extreme side of the ball is 
charged to an extent exceeding that of any portion of 
the greater body, and often to a degree that it discharges 
to the air, and so becomes oppositely charged to the ori- 
ginal body. Under these circumstances, if properly 
mobile, it is free to approach the exciting body ; 
and, in so doing, becomes similarly charged, and is re- 
pelled towards that conductor most favourable to its 
discharge ; and thus represents the floating movable 
particles of dust and moisture, with which the atmo- 
sphere teems, and by means of which ordinary charges 
are so reduced. 

(263.) This theory of contiguous particles patie 
the consideration of the effect which a vacuum would 
produce ; and, though no perfect vacuum can be ob- 
tained for experiment, (indeed, if it could, the solid. 
material bounding it would interfere with the results,) 
yet the assumption of a vacuum does not appear to 
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militate against the views here advanced. In illus- 
tration of this, Professor Faraday says: 


_ “ But assuming that a perfect vacuum were to intervene in the course of 
the lines of inductive action, it does not follow from this theory that the 
particles on opposite sides of such a vacuum could not act on each other. 
Suppose it possible for a positively electrified particle to be in the centre of 
a vacuum an inch in diameter, nothing in my present views forbids that 
the particle should act at the distance of half an inch on all the particles 
forming the inner superficies of the bounding sphere, and with a force con- 
sistent with the well-known law of the squares of the distance. But, sup- 
pose the sphere of an inch were full of insulating matter, the electrified 
particle would not then, according to my notion, act directly on the distant 
particles, but on those in immediate association with it, employing adZ its 
power in polarizing them; producing in them negative force equal in 
amount to its own positive force, and directed towards the latter, and 
positive force of equal amount directed outwards, and acting in the same 
manner upon the layer of particles next in succession. So that, ultimately, 
those particles in the surface of a sphere of half an inch radius, which 
were acted on directly when that sphere was a vacuum, will now be acted 
on indirectly as respects the central particle or source of action, 7. e¢., they 
will be polarised in the same way, and with the same amount of force.” 
§ 1616. 


(264.) In this very limited sketch of the theory of 
induction, our object has been to extract the leading 
features, and point out how actions, apparently so much 
at variance, may be traced to the self-same law. It 
will appear from these considerations that the terms 
free and disguised electricity, which have been so en- 
listed into the language of electricians, are misapplied 
if they are used to designate any difference in the mode 
or kind of action ; for, as Mr. Faraday says: 


** When sometimes we make electricity appear where it was not evident 
before, as upon the outside of a charged jar, when, after insulating it, we 
touch the inner coating, it is only because we divert more or less of the 
inductive force from one direction into another; for not the slightest 
charge is, in such circumstances, impressed upon the character or action 
of the force.” § 1684. 


Or, as he elsewhere expresses it : * 


** There is no state of static electric force corresponding to the terms of 
simulated or disguised or latent electricity away from the ordinary principle 
of inductive action; nor is there any case where the electricity is more 
latent or more disguised than when it exists upon the charged conductor 
of an electrical machine, and is ready to give a powerful spark to any body 
brought near it.’’ 


* Phil. Mag., vol. xxii. p. 203, 
T 4 
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(265.) In the course of these researches it was 
shown that: 


** All charge of conductors is on their surface, because, being essentially 
inductive, it is there only that the medium capable of sustaining the neces- 
sary inductive state begins. If the conductors are hollow, and contain air 
or any other dielectric, still no charge can appear upon that internal sur- 
face, because the dielectric there cannot assume the polarized state 
throughout, in consequence of the Opposing actions in different directions.” 
§ 1301. 

Some very good illustrations of this superficial ar- 
rangement of the charge have been given in some of 
his recent lectures : 


“* A cylinder of wire-gauze was placed on an insulating stand; a small 
charge of electricity was communicated to its inner surface, by means of a 
carrier-ball: a Coulomb’s proof plane was now applied to abstract a por- 
tion of the charge for testing; the beauty of the experiment consists in 
this, that no charge can be taken from the inside; that, although there is 
free and open access between the respective sides, and although the rate 
at which electricity moves is such as almost to annihilate distances, yet the 
power of induction is such that it more than counterbalances every other 
tendency, and retains the charge on the outer surface of the body. 

“* This permanent residence of a charge on the external surface, without 
regard to the individual elements of which this surface is made up, was 
happily illustrated by the follow- 
ing means: An insulating staff 
(fig. 120.), sustained a conical 
muslin bag, which was stiff enough 
to preserve its form ; the cone was 
in an horizontal position: when a 
charge was conveyed to the bag, 
by means of a carrier-ball, the 
electricity arranged itself on the 
outer surface of the cone; the 
cone was now drawn inside-out [{ \ 
by means of a silk thread, so that 
the surface of muslin, which then 
formed the inner, now formed the 
outer superficies. The immediate alte 
passage of the charge from one ‘@ > 
surface of the muslin to the other, 
in order still to be on the outer surface, was the necessary consequence.” 

“ Again, an_ice-pail, standing on an insulating metal-stand was 
charged, and the electricity was immediately arranged on its outer sur- 
face ; a series of brass columns, taller than the ice-pail, were placed around 
it on the metal plane: under these circumstances no electricity could be 
gathered by the carrier, except from some outer surface of one of these 
columns ; but, when the pail was raised by means of a silk thread (a chain 
still retaining it in metallic connection), and its upper edge brought above 
the height of the columns, this edge immediately contained a portion of 


Fig. 120. 
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the charge, but lost it again, on being depressed below the height of the 
apex of the columns.”’* 


(266.) Carrying out the same views of induction, 
he, in some degreé, satisfies the mind as to the effect 
of the aggregation of isolated electrized particles, such 
as the vesicles of a cloud may be. 


“ An ice-pail is insulated and connected with an electroscope: if an 
electrized carrier-ball is suspended within, the divergence of the gold 
leaves is equal in amount, whether it is made to act by induction on the 
metal of the pail, or to communicate its charge to it; whether it is held 
concentric or eccentric, near the surface or near the bottom. Again, if 
several pails be placed one within the other, [each] resting on isolating 
plates of shell-lac, as in fig. 121., the action is the same as with one pail; 
and, whether the charge be in the carrier-ball, or be transferred in suc- 
cession from one to another of the Fig. 127. 
series of pails, the divergence is the 
same. Nor is any alteration pro- 
duced by introducing thick vessels 
of shell-lac or sulphur between the 
pails. And further: if, in place of 
one carrier, several be suspended 
in either of these systems, each acts 
independently of the other, [and 
independently of any charge which 
one or other of the pails may pos- 
sess, ] and the effect of their united 
forces is obtained; and whatever 
changes may be made in the distri- 
bution of these respective charges, 
such as discharging one by contact 
with either pail, still the same ul- 
timate amount of force is displayed. 
Similar phenomena are produced 
by suspending excited pieces of 
lac within the vessels; except, 
of course, that they cannot be dis- 
charged by contact. 

** It follows, from the above ex- 
periments, that if the space within 
a large metallic globe were occu- 
pied by myriads of charged vesi- 
cles or particles, each insulated 
from its neighbour, the outsides of 
the globe would be charged by in- 
duction with a force equal to the 
sum of all their forces, and would give as long a spark as if the charges 
themselves were all congregated on the surface of the globe. The link by 


* Elec. Mag., vol.i. p. 71. + Phil. Mag., vol, xxii, p. 200. 
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which such a globe is connected with a charged cloud, is readily seen; and 
hence,” as Mr. Faraday concludes, “ when acharged cloud is over the earth, 
although its electricity may be diffused over every one of its particles, and 
no important part of the ¢nductive charge be accumulated upon its under 
surface, yet the induction upon the earth will be as strong as if all that 
portion of force, which is directed toward the earth, were on that sur- 
face.’”’ * 

(267.) We leave our readers to trace out, in the 
mathematical inquiries, which we have given elsewhere, 
how much in conformity are the results obtained by 
means so dissimilar. Though we have not had space 
to give a lengthened detail, the present chapter must 
not be closed without mention being made that Epirus, 
Cavendish, Poisson, and others, who have applied ma- 
thematical analyses to the elucidation of the several con- 
ditions of electric development, have considered induc- 
tion as operating in straight lines ; whereas Faraday’s 
experiments lead him to regard it as acting in curved 
lines which expand and open out from each other, Mr. 
Daniell in his Introduction gives two excellent diagrams, 
illustrating the mutual action of contiguous molecules, 
which very readily show the rationale of the curvilinear 
form of the lines of induction. The same diagrams 
may be seen in Brande’s Manual. In them we see that 
the curvilinear direction is a necessary consequence of 
molecular polarization ; for bodies which do not sub- 
tend the initial force, may be exposed to the action of 
the induced molecules of the dielectric. 


* Elec. Mag., vol. i. p. 66, 
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CHAP. IX. 


SUPPLEMENTARY MEMORANDA. 


(268.) We cannot conclude static electricity with- 
out adding a few notes on certain phenomena which 
have not found a place elsewhere. So far as we have 
yet been able to trace the origin of the power on which 
we have been engaged, it seems that friction is the 
influential cause. It has been shown in the passage of 
the glass along the rubber, and in the passage of the 
watery particles along the tube of the steam-jet. Other 
modes of friction, as the forcing mercury by means of 
a vacuum through the pores of wood, or the driving of 
air by the ordinary bellows against glass, are but fresh 
illustrations. So also is the driving of powders of 
various bodies against the electroscope. But friction 
seems to be reducible into renewals of pressure. Now 
pressure is another recognised source of electricity. 
(£pinus found that two plates of glass, which had been 
pressed together without friction, were differently elec- 
trified, on being separated. Isolated discs of silver or 
copper pressed against a cushion, covered with elastic 
resin, acquire negative electricity. Iceland spar, and 
other minerals, become electric by being merely pressed 
with the fingers. Indeed, it was the observation of 
this fact which led Haiiy to the construction of the 

Fig. 122. instrument (fig. 122.), 
which he terms his vi- 
treous electroscope, and 
which he employed for 
investigating the electric 
character of minerals. 
A B isa needle of silver 
or brass, having at one 
end a piece of Iceland 
spar A; and on the other arm a counterpoise, C. By 
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pressing A with the thumb and finger, the needle, which 
is insulated by an agate-cup, becomes positively charged. 
This property is not peculiar to the bodies above named, 
but appertains to all. When cork and caoutchouc are 
pressed, the former becomes positive, the latter negative. 
The vitreous crystalline minerals become positive, when 
pressed against cork. Fruits, as the orange, pressed 
against cork, become negative. The conductibility of 
the bodies, the rapidity of the separation, and the tem- 
perature, are all influential in modifying the action. 
Slow separation produces much less electricity than 
quick separation. The electricity developed is gene- 
rally in direct proportion to the pressure, at least up 
to a certain point. ‘To this source may be traced the 
light which occurs when two blocks of ice come into 
contact ; and perhaps, also, the familiar case of a spark 
from the forcible contact and quick separation of the 
flint and steel. 

(269.) In these cases, the disturbance of electric 
equilibrium is caused by the act of pressure. The 
indication of the disturbance is obtained by separation. 
The act of contact does not so much disturb the electric 
equilibrium of the two bodies as a whole; but it dis- 
turbs that of each as a portion of a whole. 'This leads 
to the description of those cases in which bodies in a 
normal state when whole, develop electricity when 
divided. Mica, rapidly split, shows a phosphorescent 
light in the dark; so does the topaz, feldspar, and 
other crystalline bodies, which are bad conductors. A 
sheet of very dry paper, when rapidly torn, develops 
electricity ; so does cotton and other fabrics. The 
waterproof fabrics, which are united with solution of 
caoutchouc, exhibit a train of sparks as they are torn 
apart. Mr. Wilson observed that the shavings scraped 
by glass from very dry beech or cherry wood, were 
electrical. Light, evidently electrical, appears on 
breaking a Prince Rupert’s drop. Closely analogous to 
these effects is the phosphorescent light observed when 
lumps of refined sugar are handled in the dark. Pow- 
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ders of various bodies acquire the one or the other 
electricity, when sifted on the plate of the electroscope. 
This phenomenon is due to the contact or friction on 
the metal: but there is another series of effects pro- 
duced, by allowing powders as they fall, fresh-ground 
from the mill, to be received on insulating discs: 
under these ciréumstances, an accumulation of elec- 
tricity is obtained, which appears mainly due to the 
separation of the body. We have seen Dr. Faraday 
explode gunpowder on the lecture table, by a spark 
thus obtained from very dry coffee. Sulphur, sealing- 
wax, rosin, and wax have been found electrical when 
solid, if removed from a vessel into which they had 
been poured when fluid ; this effect has been traced to 
friction, for it does not appear to have occurred when 
they were melted in the vessels, and then allowed to 
cool. 

(270.) Pyro-electricity has been applied to that de- 
velopment occurring, on applying heat to certain 
minerals, of which the tourmaline is the chief. This 
mineral assumes the form of a rhomboidal prism with 
one axis, and acquires electrical polarity on the appli- 
cation a heat. In this list are borate of magnesia, a 
cubical crystal with three axes — topaz, axinite, meso- 
type, prehnite, calamine, spheene, scholezite, and many 
other crystals, both natural and artificial: among the 
latter may be mentioned oxalate of lime, which Mr. 
Faraday discovered to become so strongly electrical at 
300° Fahr., that, when it was stirred with a platinum 
spatula, it would not be collected ; for, whenever it was 
moved from the sides of the evaporating dish, it flew 
about it and away from it to the sand-bath. 

(271.) An opportunity has not elsewhere occurred 
of alluding to the extraordinary conducting power of 
vegetable points. Mr. Pine has noticed that the dis- 
tance at which a blade of grass, compared with a 
metallic point, will become luminous, by discharging a 
prime conductor, is as 14 to 3 or 4. The same is true 
of the spines on thorns and gooseberry bushes, and also 
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of the extremities of vegetable buds generally. This 
action of vegetable points, connected with their un- 
limited distribution over that portion of the organised 
creation, conjoined also with observation from other 
sources, evinces the great influence of electricity over 
vegetation. As a case in point, the following is given 
by Mr. Pine : — 


““ A medical electrician, residing at Maidstone, whose powerful machine 
was in frequent action during the day, assures me of the following facts: — 
A narcissus plant, which from previous neglect was in a languishing state, 
having been placed in his laboratory, soon began to exhibit signs of ex- 
traordinary vigour: it grew to the height of about 36 inches, or about 
thrice its ordinary dimensions ; flowers retained their colours while the 
seeds were forming, and at last dropped off without assuming a withered 
appearance; a Turk’s cap lily drooped during the hours of the night, and 
resumed its vigour with the returning action of tlie machine.” * 

This branch of electricity is still open to research. 
Of earlier writers Nollet was in favour of electrical 
horticulture ; but Igenhouz was against it. Van 
Marum, Nairne, and others, have experimented on the 
subject ; but no very conclusive results have been 
obtained. 

(272.) While alluding to atmospheric electricity, 
we take the opportunity of mentioning that other 
means besides points have been resorted to for collecting 
it from the atmosphere. Mr. Crosse suspended a very 
considerable length of wire from tree to tree on his 
estate ; and he only reduced it on account of the depre- 
dations to which he was subjected. Mr. Weekes has 
described a similar arrangement, consisting of a copper 
wire 365 yards long, suspended between two steeples 
in the town of Sandwich, and properly insulated. Such 
an arrangement, under favourable circumstances, is a 
most extensive source of electricity : — 

“* When the gathering storm-cloud lingers over the line of wire, tremen- 
dous torrents of electric matter, assuming the form of dense sparks, and 
possessing most astonishing intensity, rush from the terminus of the instru- 
ment with loud cracking reports, resembling in general effect the well- 


known running fire occasioned by the vehement discharge of a multiplicity 
of small fire-arms. Fluids are rapidly decomposed ; metals are brilliantly 


eee ee eee 
* Proceed. Elec. Soc., p. 164. 
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deflagrated; and large amounts of coated surface repeatedly charged and 
discharged in the space of a few seconds. When these phenomena obtain, 
incidental to the hours of darkness, the lightning-flash is seen harmlessly 
to play in various zig-zag and fantastic shapes, amidst the several contri- 
vances by means of which its power is subdued; thus augmenting the 
sublimity of a scene, compared to the correct delineation of which, the 
efforts of language are but imbecile. Again, relinquishing its claims to 
the terrific and sublime, for features of a more gentle complexion, even the 
light and feathery aggregations of the summer cloud are found capable of 
imparting to a pair of delicate gold-leaf pendulums, a test, by which the 
philosopher assigns a character to inaccessible regions of the atmosphere.” * 


(273.) In describing the conditions of Leyden 
charge (232, 233.), it was evident that one or other coat- 
ing always possesses an excess of charge. As this is a 
phenomenon of peculiar importance in theoretic investi- 
gations, inasmuch as it tends greatly towards discover- 
ing the source of the spark, which the outer coating of 
a system imparts during discharge to other bodies not 
concerned in the discharge, I prefer adverting to it in 
the language of authority ; and with this view quote 
Dr. Roget +: — 

* Tt is evident that the quantity of fluid driven out of the lower plate 
by the action of the fluid in the upper one, can never be quite equal to that 
of the fluid with which the upper one is itself charged, and the difference 
will be greater in proportion to the distance of the plates. When they 
are very close to each other, these quantities approach very near to an 
equality ; and this circumstance it was that misled Franklin into the belief 
that they were equal.”’ 

Considerable light has been thrown on the influence 
of this state of things by Dr. Riess. t In the course of 
some investigations on the striking distance of a Leyden 
discharge, he obtained the following generalisations : — 


“ The striking distance of the electric battery ts entirely independent of 
the nature of the arc of junction. 

“ The quantity of electricity that disappears during the discharge of the 
battery at the same striking distance, is sensibly the same whether the wires, 
with which the circuit is formed, are good or bad conductors. y 

‘¢ When the battery is discharged by means of a metallic circuit by 
approaching two balls to each other, eleven-thirteenths of the total charge 
disappears when the bails are placed at the striking distance.” 


This fraction, +4, is of course the representation of 


* Proceed. Elec. Soc., p. 47. 
+ Lib. Use. Know. — Electricity, p. 32. 
ft Ann. der Phys. und Chem., No. 5, 1841. Vol. liii. 
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the particular case before him, and is true of the bat- 
tery employed, varying for other thicknesses of glass. 
The =, remaining behind is termed “ the residual 
charge.” Before investigating the influence of this 
residual, it will be well to explain the state of things 
during the process of charge ; and this is best done in 
the words of Dr. Riess. 


** An electrical battery is in the state of perfect charge, when its two 
coatings contain electricity of the opposite characters, in quantities bearing 
to each other a determinate ratio, which depends on the thickness and 
nature of the glass of which the bottles are made. During the gradual 
phenomenon of charge or discharge, this relation is the same at each 
moment, and the battery passes by on increasing or decreasing series of 
charges, different in force, but always equally perfect ; and for each of 
which there exists a striking distance proportional to the quantity of 
electricity accumulated. ‘Things are in a different state at the moment 
when discharge takes place through the circuit. Whilst the electricity 
passes from the interior to the exterior coating (of which latter the arc of 
junction must be considered as the prolongation), there disappears by each 
of these coatings the same quantity of electricity ; the relation between the 
two quantities of electricity which they contain, cannot, under these cir- 
cumstances, exist, and the battery thus passes to the condition of imper- 
fect charge, which approaches to that on tnsulated electrizxed surface. But, 
the apparatus being necessarily supported by foreign bodies, a change takes 
place in its electrical condition during the discharge, inasmuch as the 
exterior coating takes from the foreign bodies the electricity which it 
requires to re-establish the relation.” 


These relations may be better understood by an 
hypothetical case, which I have thus expressed in a 
paper of mine on the “ Difference between Leyden 
Discharges and Lightning Flashes * : ”— 


** Let us suppose the ratio between the charge of the two coatings of a 
given jar to be as 10: 9, and that 100 of Mr. Harris’s units+ are thrown 
on the inner coating; 90, therefore, of such units will be driven off 
from the outside. Now let the jar be insulated ; and it is very evident that 
the capacity of the outer coating is equivalent to, or it has an attraction for, 
90 units: if it is touched by the discharging rod, the upper arm of which 
being afterwards slowly brought to striking distance of the knob, 90 units 
may pass, and 10 remain behind: but the presence of this 10 in the interior, 
will instantly operate in disturbing the new-created normal condition of the 
exterior, and the outer coating will possess 9 units of free electricity — 
electricity possessing the same character as that of the original charge.” 


* Proceed. Elec. Soc., p. 484. hoe 
+ Charges measured by a smal] jar termed a‘ Unit-jar.” 
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The jar, under such circumstances, is in a state of 
imperfect charge ; and it only acquires the state of 
perfect charge, when the free electricity has been neu- 
tralised by communication with conducting bodies. 
From the conditions which give rise to this free 
electricity, I have termed it the “ induced residual ae 
and have calculated its value under various relations. 
I find that if n A represents the charge of the inner 
coating, A that of the outer, and @ the portion consti- 
tuting the discharge, the “ induced residual ” will be 
(1—') @. This equation represents the excess of 
electricity over and above what is needed to restore the 
normal condition of the jar. The whole phenomena 
bears greatly on lightning discharges; for what is true 
of the one, is true of the other. Without entering on 
the extensive bearings of the case, it will suffice to 
conclude the present chapter with an extract in which 
I trace out the enormous value of the induced residual 
of a lightning discharge : — 

‘“* An inspection of the equation representing the value of the residual, 
will show that its amount is great in proportion to the original excess, and 
great in proportion to the quantity constituting the discharge ; for the va- 
lue of the co-efficient, ee is great in proportion to the value of the ratio, 
m ; and of ¢, which represents the discharge itself. Now, I have already 
given good reasons for believing that », in reference to a cloud, is very 
great*; and, therefore, under every circumstance of the discharge, the 
co-efficient will be great. But ¢ is also great;... if we connect these 
considerations with the fact, that a flash of lightning (¢) at all times con- 
tains an immense amount of electricity, and that n, or the ratio, is always 


very great, we cannot but perceive that there will be an immense quantity 
of free electricity consequent on a lightning flash.” 


* Chiefly on account of the great distance between the coatings, 7. e. 
between the cloud and the earth. 
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VOLTAIC ELECTRICITY. 


CHAPTER I. 
THEORIES OF VOLTAIC ELECTRICITY. 


I. Contact Theory. 


(274.) Wen two different metals are brought into 
contact, it was maintained by Volta that electricity is 
evolved at their common surface by the decomposition 
of their natural electricities, the two fluids moving from 
that surface in opposite directions, the positive fluid 
being diffused over one metal, and the negative fluid 


over the other. Thus, if A Fig. 123. 

and B (fig-123.) be two cylin- =e Ses 
ders of different metals, placed | | | 
in contact at their ends §, then A B 


the natural fluid will be decomposed at 8, the positive 
fluid being diffused over B, and the negative fluid over 
A. This is the fundamental fact of the theory of 
Volta. 


Fig. 124. 
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The manner in which Volta established this basis of — 
his theory was as follows: Let two discs, C and Z 
( fig. 124.), of different metals — suppose, for example, 
copper and zinc,-— about three inches in diameter, with 
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perfectly plane surfaces not varnished, and having in- 
sulating handles attached to their centres, perpendi- 
cular to their surfaces, be provided. Holding them 
by the insulating handles, let them be brought into 
contact, and separated, care being taken to move the 
dises towards and from each other, in a direction ex- 
actly perpendicular to their faces, so that no friction 
shall take place in making or breaking the contact. 
This being accomplished, the dise Z% will be charged 
with positive, and the disc C with negative, electricity, 
after the contact. These charges will, however, be too 
feeble to be rendered directly manifest by the electro- 
scope ; but, if either of the discs be applied to the 
collecting plate of a condensing electroscope, and being 
afterwards, a second time, brought into contact with 
the other disc, and then presented again to the collect- 
ing plate, and a similar process be continued, the leaves 
of the electroscope will begin to diverge when they 
have received the accumulated charge proceeding from 
a sufficient number of contacts of the discs Z and C. 
In this process, the disc by which the electroscope is 
charged should be touched by the finger, before each 
contact with the other disc, to reduce it to its natural 
state. After seven or eight contacts, conducted in this 
manner, a strong charge will be accumulated in the 
collecting plate of the electroscope ; and, on removing 
the condensing plate, a considerable divergence of the 
leaves will take place. 

That the two discs are, in this case, oppositely elec. 
trified, may be proved by applying them to different 
electroscopes, which will, in that case, be found to di- 
verge with opposite electricities ; or if, after each con- 
tact, the two discs be successively applied to the col- 
lecting plate of the same electroscope, no divergence of 
the leaves will take place, however numerous the con- 
tacts may have been; proving, that the electricity of 
the one disc has neutralised that of the other. 

(275.) The experiment may also be performed in 
the following manner. Instead of putting one of the 

ug 
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plates of the condenser in communication with the 
ground, let it be put in communication with the leaves 
of a second electroscope; and let the dise Z be pre- 
sented to one plate of the condenser, and the disc C to 
the other, after each contact, so that the plates of the 
condenser may receive after such contact the electric 
charges of the discs respectively. So long as the plates 
of the condenser are held in contact, these electric 
charges will be dissimulated, and the electroscopes will 
not be affected ; but when the plates are separated, the 
fluids will be free to diffuse themselves upon the leaves 
of the electroscopes, and divergence will immediately 
ensue. That they are charged with contrary elec- 
tricities may be proved, by putting the knobs of the 
two electroscopes in metallic communication ; the leaves 
of both will in that case instantly collapse, the contrary 
fluids neutralising each other. 

(276.) These experiments of Volta’s, too faithfully 
reported in the generality of treatises on galvanism, to 
the exclusion of others which equally occurred to that 
philosopher, have been the fertile source of a contro- 
versy that has pervaded the arena of electricity from 
the first promulgation of the fact to the very moment 
when these observations are being written ; indeed, the 
difference of opinion between the advocates of the 
“ contact,” and those of the “‘ chemical ” theory, seems 
fully as great, perhaps greater now, than ever. Could the 
shade of Volta arise, it would be somewhat surprising 
to find a fact like this, so associated with the inference 
he deduced from it, as to have become the rallying 
point round which a goodly group, calling themselves 
his disciples, are wont to gather. 

The disc experiment, with the effects of the contact 
of dissimilar metals, is correctly enough described ; 
but it would seem, from the very great importance 
attached to it, that Volta had either not succeeded in 
producing electric development, except by the contact 
of dissimilar metals; or if he had, that he had so 
thoroughly investigated the matter, as to have found 
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reason to exclude all else than metallic contact from the 
theory he laid down. 

(277.) That Volta considered the electric effects he 
obtained as entirely due to contact, and not at all due 
to chemical action, is abundantly evident from the very 
title of his letter* to Sir Joseph Banks, — “ On the 
Electricity excited by the MERE contact of conducting 
substances of different kinds.” But he was far from 
confining himself to the contact of metals: even in the 
very commencing paragraph of his letter he writes of 
s¢ Blectricity excited by the simple mutual contact of metals of different 
kinds, and even by that of other conductors, also differing from each other, 
whether they be liquid, or containing a certain degree of moisture to which 
they properly owe their conducting power.” 

If, indeed, we reflect on the matter, it would seem 
scarcely possible for a philosopher, in the very infancy 
of a discovery, so far to have carried out a theoretical 
investigation, as to have attained to such an extreme 
generalisation, as the annunciation of metallic contact 
only would imply. He had not the means of obtaining 
such a generalisation ; nor, had he the means, would it 
have been possible for him to have advanced from the 
foundation stone to the perfect edifice thus suddenly. 
Such an occurrence would have been almost unprece- 
dented in the history of the sciences. Look, for 
example, at what has just occurred amongst us in 
regard to the cause of the electricity of high pressure 
steam (313—344). From the first experiments of 
Mr. Armstrong, to the recent researches of Faraday, 
three or four causes had been assigned ; and the minds 
of those engaged in the experiments were evidently 
oscillating between this view and that, with the con- 
sciousness that they had not yet discovered a sure 
resting point— they could see the truth dimly at a dis- 
tance, but could not attain to it. Contradictory effects 
perpetually rose like clouds before their eager vision, and 
darkened the prospect which sometimes seemed opening 
before them. And this was exactly the case with 


* Phil. Trans. 1800, Pt. ii. p. 403. 
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Volta: he saw the analogy between the effects of 
electricity, and those phenomena observed by Galvani 
on the muscles of recently killed frogs; and of these 
effects he thus writes to the editor of the Philosophical 
and Medical Journal of Leipsic* : — 


s° At the commencement of the spring of the present year (1793), my 
attention was particularly directed to electricity, on account of the truly 
admirable phenomena which the celebrated Galvani, Professor at Bologna, 
has discovered and described. By these phenomena, he seems to have 
demonstrated, that there constantly exists, in animals of each species, an 
electricity of some kind, spontaneously excited by the vital force inherent in 
the organ, and by the animals themselves ; or rather that the electric fluid, 
when the equilibrium is naturally destroyed, no longer resides in the 
nerves ; but exists in some combined movement, or in the effort it makes 
to establish itself in some part of the animal, according as it is more or less 
abundant. ........ It has not, I say, been ascertained whether these 
movements and contractions, which, no one can doubt, ere to be ascribed 
to the electric fluid, conveyed from one part to another by the means of a 
conducting arc, take place because that fluid directs itself by its own 
energy, or, on the other hand, by the simple force of the organs of the 
animal towards such or such a part. In the latter case, it may be deno- 
minated a true electricity inherent in the animal, as it is asserted by Gal- 
vani. Or, again, whether this sometimes happens, as I think I have seen 
in several instances, because the metals employed in the experiments 
being directly applied to the parts of the animal replete with juices, are 
enabled, by themselves, and by their own proper virtue, to stir, excite, and 
expel the electric fluid, which was in a state of repose, so as that the organs 
of the animal merely act passively.” 


We can very readily imagine Volta following out 
this his incipient idea of the influence of the contact of 
dissimilar metals ; and we see his faith in its univer- 
-sality greatly shaken by the contradictory effects which 
would not fail of presenting themselves. Indeed, if 
nothing beyond the simple fact of electric effects fol- 
lowing the contact of the same metal with different 
liquids t had occurred, that alone would have added a 
clause to his theory which would at once detract from 
its generality. But, without enlarging on the mere 
consequence of actual facts, it will be best to make a 
few further extracts from the same letter ; and, though 


* Wilkinson’s Galvanism, vol. i. p. 93. 
+ Mr. Martens gets over this difficulty by considering the part of the 
metal in the liquid, and that out, as two metals. 
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we shall see in them expressions almost in direct con- 
tradiction of each other, we shall see nothing beyond 
that which might be anticipated ; viz., illustrations of a 
mind enriched with the possession of new facts, and 
labouring to enrol] them under some general law ; — 
labouring, too, not along a smooth and direct path, but 
along a road wherein obstacles arise at every step. 


(a) ‘Some time ago, I had occasion to demonstrate, by indubitable 
experiments, that metallic substances, and charcoal of a good quality, are 
not only the most perfect conductors of electricity, but even become ez- 
citers by the means of simple contact. \t was already known that metals 
and charcoal possess the property of transmitting electricity very readily, 
wherever it is excited ; or, in other words, when it endeavours to re- 
establish the equilibrium it has lost. But I was afterwards enabled to 
make the discovery, that the equilibrium of the electric fluid can be de- 
stroyed, and a new electricity created by those substances. It is in reality 
by themselves, and by their own virtue, so far as they act by impelling and 
forcing the electric fluid to enter into the superficies they touch, or to flow 
out from thence, that metals and charcoal excite that feeble electricity, 
which can in no way be discovered by the common electrometers, however 
carefully they may be made ; but which possesses at the same time a suffi- 
cient energy to convulse the nervous fibres and the muscles it encounters, 
without any friction or other mean, provided these substances be duly 
applied to. water, or to bodies which have imbibed an aqueous humour, 
such as the nerves and muscles of animals, either living or recently 
killed.” 

(b) ** The contact of different conductors, particularly the metallic, in- 
cluding pyrites and other minerals, as well as charcoal,which I call dry con- 
ductors, or of the first class, with moist conductors, or conductors of the 
second class, agitates or disturbs the electric fluid, or gives it a certain im- 
pulse.”’......- 

(c) “ It is therefore absolutely necessary that two different metals, or 
conductors of the first class, should be in zmmediate contact with each 
other, on the one side, while, with their opposite ends, they touch con- 
ductors of the second class.”’.... 

(d) “In fig. 125., instead of admitting two different actions, at least, in 
regard to the magnitude of the power, one where A comes in contact with 
a, and another where Z comes in contact with A also, by which an electric 
current arises in the direction from Z to A, we might Fj 

; Wa WZSs 
suppose only one action at the point where A comes 
in contact with Z, which impels the fluid in that di- 
rection. In both suppositions, the result, as may 
easily be seen, is the same. But though I have L 
reasons for adopting the first as true rather than the 
second, yet the latter represents the proposition with a 
more simplicity, and it may be convenient to adhere 
to it in the explanation, as it affords a readier view of it.”’ 
(e) ‘ It will be sufficient, for the present, to draw this conclusion: that 
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in a circle consisting of merely two conductors, however different they 
may be, their mutual contact can produce no electric stream sufficient to 
excite sensibility or muscular movement; and that, on the contrary, this 
effect infallibly follows as often as the chain is formed of three conductors, 
one of one class, and two different from each other of another class, which 
come into mutual contact,” &c, 

(f) ‘ The other method of combination, or that of a metal placed be- 
tween two different moist conductors, for example, between water on the 
one side, and an aqueous, saponaceous, or saline fluid on the other, I dis- 
covered in the autumn of 1794,... and, though I wrote to several corre- 
spondents respecting it, that light has not yet been thrown on this new 
phenomenon, which it seems to deserve.” 

(g) ‘* Some new facts, lately discovered, seem to show that the immediate 
cause which excites the electric fluid and puts it in motion, whether it be 
an aftractive or repulsive power, is to be ascribed much rather to the 
mutual contact of fwo different metals, than to their contact with smozst 
conductors. But though it cannot be denied that in the latter case there 
exists an action, it is proved that it exerts itself in a far more considerable 
degree when the two metals mutually touch each other..... Though, 
according to every circumstance, we must admit some action of this kind 
in the latter contact, it cannot be denied that the former is certainly 
the most effectual.” 


(278.) We have marked with italics the passages 
to which we desire to direct attention. A glance will 
show the unstable position in which Volta felt that any 
generalising theory he might be disposed to adapt was 
placed. 

In the first extract (a), the contact theory, so far as 
metals are concerned, is propounded ; in the next (6 and 
c), the contact of metals with liquids is included; in 
the following (d), he seems to think that the contact of 
the respective metals with the liquid is most likely the 
exciting cause, but the mere metallic contact is the 
more simple view of the case; he then (e and f) 
alludes to circles of one metal and two liquids, the ex- 
planation of which appears to him buried in mystery ; 
and he finally (g) confesses that the contact of metals 
with moist conductors does produce some action, though 
not so much as the mutual contact of dissimilar 
metals. | 

(279.) In a communication, subsequently (1801) 
made to the French National Institute, Volta describes 
the famous disc experiment (274.); but still retains the 
opinions he had formerly advanced: he says,— 
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‘¢ The action by which the fluid is excited and put in motion is not pro- 
duced, as has been falsely supposed, on the contact of the humid substance 
with the metal, or, granting this to be the case in a certain degree, it is un- 
worthy of consideration when compared with the action that ensues, as my 
experiments have fully proved, on the contact being established between 
different metals.” 


And he says, in the next breath, that his pile 
‘‘ Consists in the simple metallic pair of plates, composed of two different 
metals, and not, as a great number of philosophers have supposed, in a 
humid substance applied to a metallic substance, or comprised between 
two different metals.’’ 

(280.) And the only use he chooses to assign to the 
moisture, is to “ establish a reciprocal communication 
between the metallic pairs of plates ;” and, when he 
adds to the water any ingredient, the effect of which is 
to increase the electric action, he considered the ex- 
altation was due to the superior conducting power then 
produced in the water. 

In regarding the liquid merely as a conductor, he 
could not fail to reflect whether its place might not be 
supplied by some solid substance ; and he expresses his 
idea in the following very natural query: -— 

« Would it not suffice for this purpose to find a solid conductor, either 
deprived of every force of impulsion, or possessing it in any other point of 
view, except in the one I have cited, which should be made to supply the 
place of the humid conductors, between the common pairs of plates of 
diverse metals?” 

(281.) Conceiving, as he does, that the contact of 
metal with liquid produces an electrical effect to so in- 
considerable an amount, he theorises as to whether this 
effect might not be exalted by the contact of liquid with 
liquid. He thinks he detects a case in point in the 
organ of the torpedo ; and he imagines a third class of 
bodies, neither metals nor liquids, which are both con- 
ductors and motors, consisting of “‘ substances drawn 
from a humour, which, as it coagulates and becomes 
fixed in a degree imperceptible to our senses, cannot 
with propriety be denominated a humid substance.” 
And he conceives the electric organ of the torpedo to 
be a battery, consisting of two heterogeneous substances 
of the third class, and one of the second. 
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(282.) In the report of the commission, appointed 
by the Institute, drawn up by M. Biot, it is recognised 
that the development of the electric fluid in the disc 
experiment is independent of any humid conductor ; 
that there is an analogous action between other sub- 
stances ; and, though it may be weak between fluids and 
metallic substances, there are still several of the former, 
such as the alkaline sulphurets, which, when combined 
with the metals, have a very sensible action. 

The theory then of Volta is that contact generally, 
but of metals especially, produces electricity ; but so 
superficially did he investigate the matter, that while 
he admits that some electric excitation occurs between 
the liquid and metal of a pile, he does not include this 
as a motive cause in the pile, but treats it as though it 
did,not exist. In his favour, it must be remembered 
that the channel of his thoughts, in the very outset, 
was not divided between the contact and the chemical 
theory, but between an electric excitation derived from 
extraneous causes, and one proper to the animal or- 
ganisation. 

His strong bias, however, to metallic contact, is ever 
prominent; and to resume the objections of those, who 
said that compression, and even friction, both sources 
of electricity, were involved in the act of contact, and 
that the mere touch with the moist finger to discharge 
the discs produced chemical action (the proposed ex- 
planation of the phenomenon), he introduced the fol- 
lowing experiment. 

(283.) Let two cylinders, one of zine and the other 
of copper, be soldered end to end. Being thus per- 
manently united, the intervention of both friction and 
compression is removed. ‘The zine cylinder will be 
in a permanent state of positive electricity, and the 
copper cylinder in a permanent state of negative elec- 
tricity. If either or both be placed in contact with 
conducting bodies, a stream of positive fluid will pass 
to the conductor in contact with the zinc, and a stream 
of negative fluid will pass to the conductor in contact 
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with the copper. If the copper be put in commu- 
nication with the earth, and the zinc with an insulated 
conductor, then the negative fluid propagated at the 
surface of contact of the two metals being diffused 
through the earth will be of insensible tension, while 
the positive fluid diffused over the insulated conductor 
will acquire the greatest tension which is compatible 
with the physical principle, whatever it may be, which 
produces the decomposition of the natural fluid at the 
surface of contact. To render these phenomena evi- 
dent, let the zinc Z be held in the hand, so as to com- 
municate by the body with the ground; and let the 
copper C be applied to the condensing plate of the 
electroscope, that plate being also copper. If the cy- 
linder, and afterwards the collecting plate, be then 
removed, the leaves will diverge by the electricity 
received from the contact. Since, in this method of 
conducting the experiment, the accumulated effects of a 
succession of contacts cannot be obtained, the plates of 
the condenser should be large, so that its condensing 
power may be considerable. 

If the plate of the condenser, being copper, were 
in this case touched by the zinc, the copper being held 
in the hand, no effect would be produced on the elec- 
troscope. This absence of electricity is explained 
by the fact that the surface of contact of the copper 
plate of the condenser and the cylinder of zinc deve- 
lopes electricity, which neutralises that which is deve- 
loped at the juncture of the zinc and copper cylinders. 
From the latter point a stream of positive electricity 
flows to the plate of the condenser. From the former 
surface an equal stream of negative electricity flows to 
the condenser. Thus the condenser receives equal 
charges of positive and negative electricity, which neu- 
tralise each other, and no effect is produced on the 
leaves of the electroscope. 

(284.) Were this an orthodox experiment, it would 
not only come in forcible demonstration that the con- 
tact of metals is of itself sufficient to determine a con- 
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tinued electric development, but it would disclose to 
us a power differing from all others in nature. Every 
other power is consumed in the using, and cannot 
regenerate itself; and hence the repeated failures in 
the attempt to attain to perpetual motion. But here, 
according to Volta’s notion, would be a force which 
could never be expended ; it would go on, and on, and 
on, as long as the two metals remained in contact. 
This, therefore, which is the experimentum crucis, — 
the gauntlet, in fact, which is thrown down before the 
advocates of the chemical theory,— must be subjected 
to very rigid investigation ere it can be admitted. 

(285.) With respect to the experiment in question, 
M. Becquérel says * : — 


“ Chemical actions always giving place to a liberation of electricity, it is 
necessary to be as much on the guard as possible against effects of this 
kind, in the phenomena which are under examination. This is effected in 
some measure by using, in order to collect the electricity, conducting plates 
formed of an unoxidable metal, because the chemical reaction of the 
moist finger on the metal is avoided. On the other hand, the moist air 
exercising a greater or less degree of action upon the metals, according as 
they are more or less oxidable, we ought also to guard, in like manner, 
against this. This is accomplished in two ways. The first consists in 
operating on mineral substances, conductors of electricity, which, having 
been exposed for ages to the inclemency of the seasons, have not under- 
gone any sensible alteration, as platinum, gold, peroxide of manganese, 
magnetic oxide of iron, &c. 

“ The fingers having been washed with distilled water, and being 
assured that the gold plates or the gilded glass plates do no possess any 
residual electricity, a piece of blotting paper is placed on one of the plates, 
and upon it the body which is to be put in contact with that held in the 
fingers. 

“‘ It is immediately found that platinum and gold never give rise to a 
liberation of electricity by their mutual contact, however great may be the 
sensibility of the electroscope employed. If, then, Volta discovered any 
in operating with copper-plates, it must be attributed to the reaction on 
the copper, of the liquid which adhered to his finger. We have also ob- 
served, that there is absence of electrical effects when a plate of gold and 
another of platinum are plunged, while in connection with a galvanometer, 
into a liquid which does not attack them. These two facts are worthy of 
especial notice.”’ 


(286.) Indeed, if the original experiment were care- 
fully made, and there really was a long continuation of 


* Traite de l’Electricité, t. ii. p. 136, 
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such effects as those described, it is not easy to see. 
what else than chemical action could be the cause — 
chemical action on the readily oxidizable metals, copper 
and zinc, produced by the moisture of the hand. But 
admitting that the first act of contact did cause dis- 
turbance of the electric equilibrium, as very possibly it 
does, it is quite at variance with the known law of 
electric distribution to find the two characters of elec- 
tricity repelling each other as designated by the arrows 
in fig. 123.; the known reciprocal action in such cases 
being mutual attraction. I say, it is in accordance 
with no known law to find the insulated body A B, 
fig. 123., assume the polarised condition, indicated by 
the signs + and —, except under the influence of some 
inducing extraneous cause. The more this experiment 
is investigated, the more evident does it appear that 
errors, unsuspected and unnoticed by Volta, entered 
into it, and effectually exclude it from the place to which 
he has elevated it. 

(287.) To return then to the experiment of the 
discs: —the mode of manipulating is, first to place 
them in contact, afterwards to break contact, and then 
test them severally. So that, granting that the act of 
contact does disturb electric equilibrium, the evidence 
of this disturbance is not obtained until contact is 
broken. Now, contact is not broken between the plates 
of a Voltaic pile in order to continue the action, as we 
shall see hereafter ; and, therefore, whatever weight the 
contact theory, as propounded by Volta, even with the 
widest limits may have in explaining an incipient 
action, it fails most effectually in accounting for a 
continued action. And continuous action is the essen- 
tial characteristic of a Voltaic pile. 

It is not worth while to suggest the probable in- 
fluence of temperature in producing thermo-electricity 
in Volta’s experiment with the soldered cylinders, as it 
would not much tend to clear up any doubts which still 
pervade the contact theory. It will be better to avail 
ourselves of a few of the more recent researches of 
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modern philosophy, and see the results which have 
actually presented themselves. 

(288.) M. Peltier took, for condensing plates, a disc of 
gold and another of platinum ; and, having made them 
communicate by means of a platinum wire, the former 
became positively electrised, and the latter negatively. 
He then prepared glass plates, coated with the four 
metals, platinum, silver, gold, and tin; and by various 
experiments he was led to infer, that the metals in the 
natural state of equilibrium possess different quantities 
of electricity, either positive or negative according to 
their nature, which no conducting body can remove 
from them, which are inherent to their nature; and 
that it is in virtue of this proper electricity that the 
two plates of the condenser receive different charges, 
when a pair of metals is interposed between them; and 
he believes that this inherent specific capacity is the 
cause of the development of electricity by contact, cases 
of which he had examined, in which chemical action 
can scarcely be said to have entered. M. Becquérel 
seems to recognise, too, this specific character of a metal ; 
though he does not draw analogous inferences to M. 
Peltier. 

(289.) M. Karsten describes a long series of expe- 
riments, in which he traces the activity of the pile to 
the contact of the liquid with the metal. He experi- 
mented with wires, one end of which was placed in a 
liquid, and the other on a condenser. A zinc wire gave 
signs of negative electricity, so also did one of copper. 
He gives the following new experiment *: — 


‘* A platinum wire, rolled into a spiral, and terminating in a point, was 
closely enveloped in zinc foil, without, however, being in immediate con- 
tact with it; the point was then placed ona small mass of chloride of silver, 
a substance insoluble in water. Some time after, traces of reduction, which 
soon ceased to augment, were recognised beneath the point. This effect 
never took place without the presence of the zinc, nor unless the surface 
was well cleaned. M. Karsten thence concluded, that the platinum must 
have extracted from the liquid the negative electricity, and thus the im- 
merged part of the zinc was positive.” 


The general inferences to which M. Karsten arrived, are: 
* Becqu€érel’s Traité, t. v. p. 27. 
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Metals, perhaps all solid bodies, become positive, on 
being plunged into a liquid; when the body is partially 
immersed, the parts acquire contrary electric states; the 
electro-motive powers of bodies differ with a similar 
liquid, and hence the action of the pile; when two 
electromotors are in the same portion of liquid, they 
acquire comparatively opposite electricities; the two 
parts, even of the more feebly electrized body are dis- 
similarly electrized; the electromotive energy of a liquid 
depends on the facility with which “it renders up its 
contrary electricities to the same electromotors, with 
greater or less facility ;” ... “ the electromotive effects of 
two metals, forming with a liquid a closed circuit, re- 
sult from the continued disengagement and recompo- 
sition of the contrary electricities in the liquid. ‘These 
effects are excited by the electromotive relation of the 
two unequal electromotors toward the liquid; they are 
favoured by the electromotive relation of the stronger 
electromotor toward the weaker, and are accelerated by 
the immediate contact of the two electromotors, inas- 
much as they are good conductors of electricity;” the - 
chemical changes are connected with these actions, but 
are not dependent on them as cause and effect; in a 
series of pairs, the electricity of each is neutralised and 
is not transmitted from one to the other. 

Though some of the definitions in these deductions 
consist of only a variation in terms; yet there is, on the 
whole, a great connection in the main between them and 
the inferences of Peltier and others. 

(290.) M. Peclet’s experiments are valuable ; a very 
brief glance at the result of which, is all that we can 
give *:— 

Electricity is developed when the plate of a con- 
denser is touched by another metal, and it is inde- 
pendent of the form or mass of the metal, or the extent, 
character, or duration of the contact; metals soldered 
end to end, as in the experiment of Volta (283.), act 


* Vide Arch. de l’Electricité, t. i. p.629—647. 
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as though they were alone. He determined, in the 
course of his researches, that ‘all the phenomena may 
arise either from the contact of the metals with each 
other, or from the contact of the metals with the liquids, 
or from the contact of the liquids with each other, or 
from these three causes united.” 

He repeated the disc experiment (274.) very care- 
fully, in the course of which he found, that pressure or 
friction to which some have attributed’ the electric 
effects, if they have any influence at all, diminish the 
effect; since friction, at its maximum, annihilates the 
effect. He says, 

“Itis a singular thing that friction, an objection so frequently raised 
against the experiments I have just related, is without influence, or di- 


minishes the effect when the separation is normal], and entirely opposes 
the development of electricity, when the separation is tangential,” 


He found, too, that the effects were great in proportion 
to the surfaces in contact; and that roughened surfaces 
were more energetic than those quite smooth. He ob- 
tained the following list, in which each metal is positive 
- with regard to those which follow:—2zinc, lead, tin, 
bismuth, antimony, iron, copper, and gold. It was not 
needful for the discs to be in actual contact; for with 
a varnish between, and connected by a metallic are (no 
matter what the metal was), the effects were the same. 
With respect to the contact of metals with liquids, the 
following experiments are most in point: — A platinum 
crucible, containing diluted sulphuric acid, is placed on 
the upper plate of a condenser ; when a plate of gold, 
held in the fingers, moistened with distilled water, is 
dipped into the acid, the gold leaves deviate with ne- 
gative electricity, which effect, he thinks, cannot but be 
attributed to the difference of the actions of the fingers 
and of the acidulated water on the gold. Again, a U 
tube is filled with alcohol, and, one end being closed 
with the finger, a metal wire is inserted in the other ; 
silver, gold, or platinum, produce no effects on the con- 
denser ; but zinc, tin, and iron do. The effects cannot 
be due to the action of the alcohol on the fingers, or all 
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metals would produce the same effect. A solution of 
potash in the U tube is productive of analogous effects. 
To use the author’s own words —- 


** It appears to me impossible, after all these experiments, to refuse ad- 
mitting that there is a production of static electricity, by the contact of 
certain substances with liquids, without there being any known chemical 
action, and hence the effects observed can only be attributed to contact.” 

“I think it is completely demonstrated, that the electricity developed by 
the pressure and friction of bodies of which one is a bad conductor, is 
neither derived from molecular derangement, nor from the chemical action 
of the surrounding medium; that the same applies to the electricity pro- 
duced by the mutual contact of metals, or of certain metals with certain 
liquids ; and that, in all these instances, the electricity merely results from 
the simple fact of contact. According to which ideas I consider it very 
probable, that there is a liberation of electricity in the contact and separa- 
tion of the molecules of different natures ; that, in the first case, there may 
or may not be chemical action, and, in the second, that the molecules may 
have been simply placed in contact, or may have been united by a true 
chemical action, at least this hypothesis satisfies every observed fact.” 


(291.) M. Martens, a staunch advocate of the con- 
tact theory, argues that metallic contact is the only 
direct or immediate cause of the production of the 
galvanic current in Volta’s piles ; and that liquids con- 
cur in this production indirectly only, not simply as 
conductors, but as modifiers of the electromotive power 
of metals ; and that chemical action is the effect and 
not the cause, because electricity is developed in insu- 
lated piles before the chemical action consequent on the 
closed circuit is manifested; that the influence of a 
liquid on a metal does not depend on its chemical 
action, because it is often manifested where no such 
action occurs.* In fact, this author, without intending 
it, and indeed without being aware of it, evidently 
maintains similar views with those already advanced ; 
for, while with one breath he denies the influence of 
liquid contact, with another breath he maintains it. 

(292.) From this discussion we have, as yet, been 
careful to exclude chemical action, which would be 
anticipating what is to follow, and have introduced a 
few of the leading features in illustration of the contact 
theory. We cannot do better, in the present stage of 


* Proceed. Elec. Soc. p. 287. 
VOL. II. xs 
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our inquiry, than give Professor Zantedeschi’s observ- 
ations on these several theories, in the truth of which 
we fully concur* ; — 


*°In fact, it is not enough that the partizans of Volta’s theory 
prove, by experiment, that electricity is developed by the contact of 
heterogeneous bodies, without there having been previously any sensible 
change in the nature of these bodies ; they must further demonstrate that 
the chemical phenomena which are manifested in voltaic electromotors, 
are always an effect of the electric current excited by the juxtaposition of 
heterogeneous bodies. In like manner, it is not sufficient that the partizans 
of the chemical theory render it evident that chemical decompositions are 
accompanied by electrical effects; they must moreover prove that the 
decompositions succeed the effects; that simple contact can in no case 
produce electricity, but only permits the manifestation of chemical action, 
whence alone the electric phenomena of the voltaic pile must be derived. 
In other words, the partizans of contact must demonstrate that every 
effective phenomenon of the voltaic apparatus, is simply due to the material 
contact of heterogeneous bodies; andthe partizans of the chemical theory 
must prove that voltaic electricity is exclusively derived from chemical 
action. However, this method of procedure has not yet been adopted by 
any one, and hence it is that the question still remains undecided among 
philosophers of the two opinions.” 


II. Chemical Theory. 

(293.) A very few words will suffice to unfold the 
principle of the chemical theory. Let fig. 126. be a 
glass vessel containing a liquid L, and a plate of copper 
C, in contact with a zinc plate Z. When the liquid is 
distilled water, there is scarcely any ELECTRICAL action ; 
when it is salt water, the action is increased ; but, with 
acid water, it is highly exalted ; and, in each case, the 

Fig. 126. course of the positive electricity 
is that indicated by the arrows. 
The figure before us represents 
one pair of a Volta’s pile. When 
water alone is used, there is no ap- 
preciable cuEeMicaL action; when 
salt is added, this action becomes 
levident ; but when sulphuric acid 
is added, it is very greatly in- 
creased. The connection of this 
'increase with the increased de- 
y velopment of electricity, consti- 
tutes the chemical theory. To 


* Annali Sc. Lomb. Venet., Nov. and Dec. 1841. 
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use the words of one of its great advocates, M. Bec- 
quérel — 


“ There is no chemical action without a considerable disengagement of 
electricity. 


“* A voltaic pile, charged with a liquid not acting chemically on either 
of the two elements of which each body is composed, does not become 
charged ; that is, produces neither current, nor electricity of tension: if 
one of the elements is attacked, even very feebly, by the liquid, the effects 
of the current and those of tension immediately follow. If the chemical 
action becomes more considerable, these actions increase in intensity. In 
one word, the intensity, of electrical effects is in relation to the energy of 
chemical action.” * i 

(294.) Now, the struction of a voltaic pile by the 
contact theorists of the old school, and by many indeed 
of the present day, is one of the most singular cases of 
inconsistency that the whole history of experimental 
philosophy presents. They preach one doctrine, and 
practise the very opposite. They advocate, as their writ- 
ings show, in no measured terms, the paramount in- 
fluence of contact—and metallic contact only, many of 
them; and they never construct an instrument for 
actual use without availing themselves, as much as 
possible, of the influence of chemical action, utterly 
disregarding the extent and character of mere contact, 
as such. ‘They increase, for instance, the intensity of 
the electric action, by employing a liquid, L (fig. 126.), 
having an increased chemical affinity for the zinc ; 
they augment the quantity of electricity, by using a 
greater depth of liquid. Indeed, so little does metallic 
contact concern them, that they do not even care to 
avail themselves of its entire advantage, by allowing the 
plates to continue in contact at d; but very often effect 
the object by the mere interposition of a wire, W, as in 
fig. 127. ; and, what is very remarkable, they see W, this 
wire, often melted by the passing current ; and as the 
contact made by this wire is to them the efficient cause 
of the electricity, it is somewhat inconsistent to see 
the instrument of contact actually destroyed by the very 
contact itself, 


* Compte Rendu, Jan 24, 1842. 
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(295.) In addition to the above evidence in favour of 
the chemical theory, it is shown that when chemical ac- 
tion ceases, electrical effects also Fig. 127. 
subside ; that, if the chemical ac- — 
tion creates a new non-conduct- 
ing compound which coats the 
active metal Z, the power of the 
battery is at once destroyed. 
These observations will find their 
illustrations in the sequel. 

The effects of contact which 
have been now detailed, have, us 
we have seen, been assigned by 
the opponents of that theory, to 
any other cause than that attri- 
buted by- the contact theorists. 
We have, however, seen, that pressure and friction 
have been excluded by the experiments of M. Peltier : 
so that the mind is left to determine between contact 
and chemical action. They, who are attached to the 
latter doctrine, attribute the facts which we have quoted, 
to the chemical action of the air, or of objects exterior 
to the bodies. But they feel at the same time that, 


** When two bodies, having affinity for each other, were in contact, without 
combination occurring (and this evidently is often the case), it might 
happen that the action of the chemical forces commencing to act, would 
disturb the equilibrium of the molecules, and set at liberty a very small 
quantity of electricity, which was not capable of producing continued cur- 
rents.” * 


And they append to their theory the probable influence 
of ‘either mechanical actions, or finally unperceived 
causes, which disturb the equilibrium of their mole- 
cules.”’ f 

(296.) As the modifications of chemical action may’ 
be traced throughout all the voltaic arrangements to be 
described hereafter, it is not necessary, in the present 
place, to dilate upon the great advantage gained by 
availing ourselves of its maximum development ; it 


* Becquére!l, Compte Rendu, Jan, 24. 1842. 
+ Dela Rive, vide Becquérel’s Traité, t. v. p. 9. 
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only now concerns us to decide whether electricity can 
be developed by contact independently of chemical action. 
Experiments on the one hand (against which the only 
objection has been the possible influence of the moist 
circumambient medium), and admissions on the other, 
tend greatly towards the affirmation. May not truth 
lie between? That it may is evidently Faraday’s 
opinion, as the following extracts will show : — 


“ That the different modes in which electric excitement takes place 
will some day or other be reduced under one common law, can hardly be 
doubted ; though, for the present, we are bound to admit distinctions. It 
will be a great point gained when these distinctions are, not removed, but 
understood.” § 1737. 

“ In such a view of voltaic excitement, the action of the particles may 
be divided into two parts, that which occurs while the force in a particle 
of oxygen is rising towards a particle of zinc acting on it, and falling 
towards the particle of hydrogen with which it is associated (this being the 
progressive period of the inductive action), and that which occurs when the 
charge of association takes place, and the particle of oxygen leaves the 
hydrogen and combines with the zinc. The former appears to be that 
which produces the current, or if there be no current, produces the state 
of tension at the termination of the battery ; whilst the latter, by termi. 
nating for a time the influence of the particles which have been active, 
allows of others coming into play, and so the effect of current is con- 
tinued.”’ § 1743. 

<< Davy refers experimentally to the opposite states which two ‘particles 
having opposite chemical relations, can assume when they are brought 
into the close vicinity of each other, but not allowed to combine. This, I 
think, is the first part of the action already described ; but, in my Opinion, 
it cannot give rise to a continuous current unless eombination take place, 
so as to allow other particles to act successively in the same manner, and 
not even then unless one set of the particles be present as an element of an 
electrolyte ; 2 e. mere quiescent contact alone, without chemical action, 
does not in such cases produce a current.” § 1745. 

“ Still it seems very possible that such a relation may produce a high 
charge, and thus give rise to excitement by friction. When two bodies 
are rubbed together to produce electricity in the usual way, one at least 
must be an insulator. During the act of rubbing, the particles of opposite 
kinds must be brought more or less closely together, the few which are 
most favourably circumstanced, keing in such close contact as to be short 
only of that which is consequent upon chemical combination, At such 
_ moments they may acquire, by their mutual induction and partial dis- 
charge to each other, very exalted opposite states ; and when, the moment 
after, they are by the progress of the rub removed from each other’s 
vicinity, they will retain this state, if both bodies be insulators, and exhibit 
them upon their complete separation.” § 1746. 

« All the circumstances attending friction seem to me to favour such a 
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view. The irregularities of form and pressure will cause that the particles 
of the two rubbing surfaces will be at very variable distances, only a few 
at once being in that very close relation, which is probably necessary for the 
development of the forces ; further, those which are nearest at one time 
will be further removed at another, and others will become the nearest 5 
and so, by continuing the friction, many will in succession be excited. 
Finally, the lateral direction of the separation in rubbing, seems to me the 
best fitted to bring many pairs of particles, first of all into that close 
vicinity necessary for their assuming the opposite states by relation to each 
other, and then to remove them from each other’s influence whilst they 


retain that state.”? | 1747. 

“ It would be easy, on the same view, to explain hypothetically how, if 
one of the rubbing bodies be a conductor, as the amalgam of an electrical 
machine, the state of the other, when it comes from under the friction, is 
(as amass) exalted ; but it would be folly to go far into such speculation, 
before that already advanced has been confirmed or corrected by fit ex- 
perimental evidence. .... 9k § 1748. 


Ill. Theory of Renewed Contact. 


(297.) The exposition of the existent theories has 
enabled us, at the same time, to introduce a good series 
of electrical facts, which are otherwise instructive, in- 
dependently of the evidence they bring with them of 
the means by which electric effects have been produced. 
We have said truth may be balanced between contact 
and chemical action; and,. with this view, have ven- 
tured to advance an opinion, as implied in the title of 
the present section, that contact may be the prime 
cause of all electrical action, and that the current, con- 
sequent on chemical action, is merely the result of a 
succession of contacts, proceeding from the new par- 
ticles which succeed the old as they are successively 
combined. We have no right to urge hypothetical 
objections to the many carefully conducted experiments, 
which indicate that the mutual or reciprocal contact of 
solids or liquids does produce electricity. And if it 
does so in a few cases, may it not do so in many? 
May not the successive particles of zinc, which are 
brought, by the progress of chemical action, into con- 
tact with the liquid, be the exact counterpart of the 
successive particles of glass which pass before the rubber, 
the renewal being in the one case a chemical, in the 


* Exp. Researches, Series xiv. 
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other a mechanical act. . The doctrines of definite equi- 
valents, of specific heat and specific gravity, strongly 
confirm the opinion deduced from M. Peltier’s expe- 
riment of the specific electric capacity of bodies; and 
it is then no great concession to admit that, when two 
particles of different specific capacities come together, 
there would be a disturbance of electric equilibrium. 

The theorists, who talk of continued electricity from 
a single contact, advance a proposition with absurdity 
on the face of it; indeed, their experiments will not 
bear them out; but if they recognise one effect for each 
contact, they not only advance that which every expe- 
riment confirms, but they include in this one propo- 
sition the whole range of electrical effects, proceeding 
from whatever source they may. 

(298.) The following passage from Mr. Grove’s paper | 
on the Gaseous Battery (329.), which has been placed 
in my hands since the above was written, is very cogent 
testimony in support of the positions I have advanced. 

“If my notion of that [the contact] theory be correct, I am at a loss to 
know how the action of this battery will be found consistent with it. If, 
indeed, the contact theory assume contact as the efficient cause of voltaic 
action, but admit that this can only be circulated by chemical action, I see 
little difference, save in the mere hypothetical expression, between the con- 
tact and chemical theories ; any conclusion which would flow from the one, 
would likewise be deducible from the other ; there is no observed sequence 
of time in the phenomena, the contact or completion of the circuit and the 
electrolytical action are synchronous. If this be the view of contact the- 
orists, the rival theories are mere disputes about terms. If, however, the 
contact theory connects with the term contact an idea of force, which does 
or may produce a voltaic current, independently of chemical action —a force 


without consumption, I cannot but regard it as inconsistent with the whole 
tenor of voltaic facts and general experience.” 


(299.) As it is not the present object to write an 
elaborate essay on electricity, we are excused from en- 
tering very deeply into the illustration of a theory 
which has only just presented itself to us; we leave it 
to our readers to test its application to the several forms 
of electric development, and to apply it by the laws of 
electric induction, and they may find it very effectual 
in explaining under one general law a series of phe- 
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nomena, which have lout been — in collision and 
promoting confusion. 

This chapter may be concluded by some instances in 
which the theory is applied : — 

When the glass of an electric machine presses against, 
or is in contact. with, the rubber (for in this view 
pressure* and contact are all one), a molecular de- 
rangement of each two contiguous particles takes place ; 
the respective sprcirrc quantities of electricity, which 
were latent before, are now disturbed, and a new ar- 
rangement takes place ; and the two particles which, 
when apart, were in a state of electric equilibrium, now, 
when in contact, have the equilibrium disturbed; and 
if any means existed of seizing on a single pair of such 
united elementary particles, they might be found to 
possess free electricity as a whole, just, indeed, as do 
some of the bodies which we have described, when in 
contact; or if a single pair were seized and separated, 
they would individually possess free electricity. In 
practice, the latter plan is adopted; we move the glass 
from the rubber, and not only so, we move it rapidly 5 
for experience tells us that thus we obtain a maximum 
effect. According to our theory, a slow rotation would 
give time for the restoration of equilibrium, a quick 
rotation would oppose this restoration, and, perhaps, 
an exceedingly quick motion would oppose the original 
disturbance. Again, when the pressure of the steam is 
high, and the contact, therefore, of the particles i is very 
ues and rapid, the hydro-electric machine is at its 
maximum of power. 

On the other hand, when the zinc of a voltaic 
pair is wetted by the liquid, i.e, when a particle of 
water is in close contact with a particle of metal, a 
similar disturbance of equilibrium takes place, and 


* It may be right to mention that pressure has long been (268.), and 
continues to be, recognised as one of the sources of electricity, and that, up 
to a certain point, increased pressure produces increased effects ; speedy is 
of more avail than slow separation, and non-conductibility in one of the 
bodies, at least, is favourable to the effect. 
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corresponding effects would attend the examination of 
the two particles as a whole or individually. In prac- 
tice, we cannot, as in the former case, remove the par- 
ticle of water; but we remove one of the elements of 
which it is composed, viz., hydrogen, and leave the 
oxygen with the zinc. It does not concern the theory 
in being unable to penetrate the veil with which the 
doctrine of chemical equivalents is clouded, it is enough 
to show, that, if Z and C, fig. 128, constitute an ele- 
mentary voltaic pair, and OH, a particle of water, 
when the circuit is complete at x, Fig. 128. 
electricity passes between C and Z; 
the hydrogen H is removed from 
the oxygen QO, which latter unites 
with Z to form oxide of zinc. In 
practice the liquid would, in this 
case, be dilute sulphuric acid ; so 
that as fast as the oxide of zinc is 
formed, it is dissolved, and fresh 
particles of water come into contact. 

(300.) Taking this view of electric action, we find 
that contact produces electricity of tension, and chemical 
action produces a current ; and so we see water-batteries 
of very extended series exhibit electric polarity at the 
two extremes, before the circuit is completed, so as to 
exhibit electrical attractions and repulsions, and even 
to afford a spark; but we find them also, on account 
of their structure, very deficient in all those effects 
which require quantity of electricity, i.e., the con- 
stant and renewed supply which is the essential cha- 
racteristic of a current. Powerful chemical agents are 
' introduced in the exciting liquids of a battery, from 
their power of rapidly evolving the new compound 
formed by contact plus completion of circuit; and the 
rapidity or energy of this evolution, i. e., the reiterated 
renewals of contact, is the true cause of the powerful 
action of such combinations. 
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CHAP. AL. 


PRACTICAL CONSTRUCTION OF VOLTAIC BATTERIES. 


(301.) Havine dwelt thus at length on the theo- 
ries of electric excitement, it remains to describe the 
varieties of form and arrangement which have been 
given to the voltaic battery. The earliest form which 
it assumed, and that in which its ilustrious inventor 
presented it to the world, was the arrangement from 
which it took the name prune. A number of circular 
plates or discs of copper or silver, of zinc, and of cloth 
or card, were provided, those of cloth or card being 
steeped in water or a weak saline or acid solution. A 
PILE is then formed, by placing the discs one over an- 
other in the same order — copper, zinc, cloth, —- copper, 
zinc, cloth,—and so on. To keep the pile thus formed 
steadily in the vertical position, the discs may be placed 
between three rods of glass fixed in a wooden base and 
inserted in a similar piece of wood at the top. Two 
plates of metal are provided at the top and bottom, 
whence proceed wires by means of which the poles of 
the pile may be put in metallic communication with 
any conductors to which it is intended to transmit the 
electricity. Thus, one of the poles may be put in 
communication with the ground, and the other with 
the condenser of an electroscope, if it be desired to 
observe the tension of the fluid at the pole of the pile; 
or the two poles may be put in communication with 
each other through any medium on which the effect of 
the opposite electricities is to be observed. 

(302.) When the number of voltaic elements re- 
quired is so great that the height and weight of the 
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pile would be inconvenient, they may be arranged in 
two or more piles, connecting their contrary poles by 
metallic bars, so that the whole system shall have the 
effect of a single pile. Such an arrangement is repre- 
sented in fig. 129. The po- Fig. 129. 
sitive pole of the first pile, 
presented upwards, is con- 
nected with the negative pole 2 
of the second, also presented Cf 
upwards, by thebarB; andthe ;|- 
positive pole of the second WW 
pile, presented downwards, is 
connected with the negative 
pole of the third pile, also 
presented downwards, by the 7%, 
bar B’.. The negative pole of © WY, 
the system is at N, and the ie sa) 
positive pole at P, and the c/Z 
effect of the whole is the same 
as if the second pile were 
placed above the first, and the third above the second, 
so as to form a single pile consisting of three times as 
many pairs as any one of the three here represented. 
(303.) The second arrangement proposed by Volta 
was the couronne des tasses (IntRop. (112.) ). This 


form of voltaic apparatus, represented in fig. 130., con- 
sists of a series of cups or glasses containing a weak 
solution of salt or acid. A number of metallic arcs 
are formed, one half of each being zinc and the other 
copper, soldered together. The zinc end of one arc is 
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immersed in the first glass A, and its copper end in the 
second glass B; the zinc end of the next arc is im- 
mersed in the second glass B, and its copper end in the 
third glass C; and so on to the end of the series, the 
zine ends of all the arcs being turned towards the glass 
A, and the copper ends in the contrary direction. A 
silver plate, having a wire attached to it, is immersed in 
the first glass, and a zinc plate in the last. The wire P 
will be the positive, and N the negative, end of the 
system. 

(304.) The voltaic arrangement invented by Cruick- 
shank is represented in fig. 131. It consists of an 
oblong trough of baked Fig. 131. 
wood (which is a very --, 
imperfect conductor of 
electricity), in the sides 
of which are formed at 
equal distances a num- 
ber of parallel grooves. 
Rectangular plates of zinc and copper are provided, 
corresponding in magnitude ,to the transverse vertical 
section of the trough, so that they may slide into the 
grooves, 

The zinc plates are made by casting that metal in an 
iron or brass mould. They may be about the eighth 
of an inch thick. The copper need not exceed twelve 
or fourteen ounces to the square foot, and may be 
soldered to the zine at one edge only, the other three 
being secured by cement in the trough. The trough 
must have as many grooves in its sides as the number 
of plates it is intended to contain, which should be 
fewer in proportion to their magnitude. The trough 
should be made of very dry wood, and put together 
with white lead or cement. The plates being put 
before a fire, the trough must be well warmed and placed 
horizontally on a level table with its bottom downwards ; 
very hot cement is then to be poured into it until the 
bottom is covered to the depth of a quarter of an inch. 
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During this process the plates will have become warm, 
and may then be quickly slid into the grooves and 
pushed firmly to the bottom, so as to embed themselves 
securely in the cement. When the cement is suf- 
ficiently cool, a slip of thin deal is to be slightly nailed 
on the upper edge of one of the sides of the trough, so 
as to overhang the inner surface about a quarter of an 
inch. The trough being about three quarters of an 
inch deeper than the diameter of the plates, there will 
be an interval between their upper edges and the deal 
slip ; and when the side of the trough to which the 
slip is attached is laid flat upon the table, this interval 
forms a channel into which very hot cement is to be 
poured, and it will flow between each pair of plates so 
as to cement one side of all the cells perfectly. As 
soon as the channel is quite full of fluid cement, the 
strip of deal is to be taken off, and the trough inclined 
so as to allow the superfluous cement to run out. 
When this is effected, and the cement cool, a slip of 
deal is to be nailed on the opposite side, and the same 
process pursued with that side. The apparatus may 
then be cleaned off, and varnished. * 

The intervals between the plates being filled with the 
liquid conductor, as salt water or dilute sulphuric acid, 
the apparatus is then prepared for operation. Such an 
arrangement is called a Vottaic Barrery. 

This form of voltaic apparatus, though a great improve- 
ment on the pile, is attended with some disadvantages in 
practice. Besides this, the removal of the liquid 
from the plates, when it is desired to suspend the 
action of the battery, is an inconvenient process, espe- 
cially when the plates are large and the apparatus 
heavy ; also, when the plates, by continued oxidation, 
require to be cleaned, the process is attended with much 
trouble. 

(305.) An improved arrangement is represented in 


* Singer’s Elements of Electricity, p. 324. 
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fig. 132., in which some of these inconveniences are 
removed. <A trough, AB, of baked mahogany, is di- 


Fig. 132. 


ff me 


vided by glass partitions into a number of parallel 
cells ; or the trough, with its partitions, may be made 
of the earthenware called Wedgewood’s ware. The 
plates of zinc and copper are soldered together at one 
point only, at the top, a space being left between the 
plates of each pair sufficiently wide to admit between 
them the partitions of the trough. The plates thus 
united are all attached to a bar of wood C D, by which 
they may be let into the cells of the trough, or with- 
drawn from them at pleasure. When they are im- 
mersed, the zinc plate of each pair passes into one cell, 
and the copper plate into the adjacent cell, so that 
each cell contains a zinc and a copper plate of different 
pairs. Each trough usually consists of from ten to 
twelve cells. 

One of the advantages attending this arrangement is, 
that the fluid may remain in the trough while the 
action of the battery is suspended, by lifting the plates 
from the cells; and another is, that plates are easily 
cleaned or replaced when injured or worn. 

(306.) It was shown by Dr. Wollaston, that the 
power of a voltaic battery is always augmented by sur- 


CHAP. Il. WOLLASTON’S BATTERY. 319 


rounding the zinc plate of each pair by the copper 
plate of the succeeding pair, without allowing them, 
however, to touch. In this case, it is necessary to give 
the copper plates twice the magnitude of the zinc 
plates. Such an arrangement is represented in fig. 133. 


Fig. 133. 


Each copper plate is doubled in such a manner as to 
let the zine plate of the next pair stand between its 
folds without touching them. 

In batteries of this kind, the trough is sometimes 


fig. 134. 
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replaced by a series of glass jars, as represented in 
fig. 134., in which the acid solution is more easily 
changed or discharged. 

The same degree of gain would follow if the zinc 
surrounded the copper, the object being that equal 
surfaces of metal should face each other, which would 
occur in either case. 

(307.) Mr. John Hart, of Glasgow, improved this 
form of battery, by adding sides and bottoms to the 
double copper plates, so that they might themselves 
form cells to receive the liquid conductor, These cells 
are formed by cutting the copper in the form repre- 
sented in fig. 135. Fig. 135. Fig. 136. 
They are then folded 
up in the form repre- 
sented in fig. 136., | 

: 
i) 
| 


| 


and the seams are i 
grooved. A drop of 
tin is run into each | 
corner, to render the l 
cells perfectly tight. 

The zine plate cast in 

the usual manner is re- 

presented in fig. 137., having a piece of screwed brass 


ii i 


i | i" 


i 
! Ly i 


| 


| 


ii 


Fig. 137. Fig. 138. 


a38 


BS Bzs iB 2 
Y E 


Lt) 
Z i ULES 


wire cast into the top of it, in order to suspend it. A 
section of the battery is represented in fig. 138., 
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showing how the copper tail of each cell is connected 
with the zinc plate of the succeeding one. This con- 
nection is rendered complete by means of solder. The 
zinc plates are kept firm in their places by three small 
pieces of wood, and all the plates are fixed to a bar of. 
baked wood, previously varnished, by means of screw nuts 
fitted on to the brass wires. When the battery is about 
to be used, it is raised from the frame and dipped into 
a wooden trough lined with lead, into which the acid 
has been poured; or it may be placed in a leaden 
trough, and the liquid poured into it, till the cells are 
filled. When the battery is small, two may be sus- 
pended on the same frame. 

(308.) The Heticat Barrery, constructed under 
the superintendence of M. Povinuer, for the natural 
philosophy class of the University of France, has been 
contrived, with the view of supplying a large quantity of 
electricity in cases where high tension is not required. 

A vertical side view, or elevation, of this apparatus is 
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Fig. 140. 


represented in fig. 139., a 
plane or horizontal view of the 
top of it in fig. 140., and an 
elevation of one of the rollers 
or cylinders in fig. 141. 

On a wooden roller b (fig. 
141.),three inches in diameter 
and twelve inches in length, 
two metallic plates, one of zinc 
and the other of copper, the 
width of each being equal to 
the length of the wooden roller, 
are coiled, their surfaces being prevented from touch- 
ing by pieces of list, or woollen cloth, interposed neat 
their edges, and united where they are discontinued, by 
cords, a little less in thickness than the cloth. On 
each roller from 50 to 60 square feet of these metallic 
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plates are coiled. Twelve rollers thus prepared are fixed 
in the frame, and held together by bars of iron FF’ 
(fig. 140.), extending across the top of the frame. 
These bars are connected with vertical rods of iron, f 
( fig. 141.), which pass through the geometrical axes of 
the rollers, and which, terminating in screws at the top, 
are secured to the bars, FF’, by bolts or nuts, 77 
( fig. 139.}. The voltaic coils thus arranged remain 
permanently fixed, as represented in fig. 139. Beneath 
them is a rectangular trough, of such magnitude that 
the system of voltaic coils may be capable of passing 
into it so as to be immersed in the liquid which it con- 
tains. This trough is supported on a stage, P (fig. 139.), 
which is so constructed as to be capable of being raised 
upwards, preserving its horizontal position, and elevating 
the trough which it bears. The apparatus by which 
this motion is effected is represented in (figs. 139, 140.), 
and consists of a toothed wheel R, driven by a pinion 
e, which latter is worked by a common handle, or 
winch, M. A cylindrical axle, U/ ( fig. 140.), extend- 
ing across the top of the apparatus, and supported in 
bearings erected on the sides of it, is worked by the 
great wheel R. On this axle ropes are coiled, which, 
passing over rollers, e’e’, fixed upon the sides of the 
frame, pass down to the stage P, and being attached 
to it, are capable of raising or lowering it by means of 
the wheel and axle. The communications between the 
different coils of zinc and copper, necessary to produce 
the voltaic action, are effected by large plates of copper 
CC. The first of these plates is soldered to the zinc of 
the first voltaic coil and to the copper of the second ; 
the second, to the zinc of the second coil and the cop- 
per of the third, and so on. 

(£09.) Among the voltaic apparatus which have been 
rendered most memorable, may be mentioned that of the 
Royal Institution of Great Britain, with which Davy 
made his discovery of the decomposition of the alkalies. 
This consisted of two thousand pairs of plates, each plate 
presenting thirty-two square inches of surface. 

¥ 2 
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The battery of the Royal Society of London consists 
of two thousand pairs of square plates, some six inches 
and some four inches in the side. 

The great battery of the Polytechnic School,constructed 
by order of Napoleon, was composed of six hundred 
pairs of plates, each plate presenting one hundred and 
forty square inches of surface, and the whole battery 
having a surface of about six hundred square feet. 

(310.) The helical battery is only an extension of 
Hare’s calorimotor, so called from its power of pro- 
ducing exalted heating effects, and which consisted of 
eighty coils somewhat similarly arranged, each com- 
posed of a sheet of copper 14 in. by 6 in., and one 
of zinc 9 in. by 6 in.* Mr. Pepys constructed a 
splendid instrument of the same kind for the London 
Institution, of a plate of copper and one of zine, 
each 50 ft. by 2 ft., exposing in all a surface of 400 
ft. They were wound round a rod, horse-hair inter- 
vening between them ; and when immersed in a tub, 
they required fifty-five gallons of fluid to excite them. 

(311.) Till within the last few years, the above 
arrangements constituted the chief means of obtaining 
the various voltaic effects. They all were excited by 
either salt and water, or various mixtures of sulphuric 
acid and water, to which nitric acid was often added. 
In proportion to the extent of the series, or the mag- 
nitude of the element, the first effects were very bril- 
liant ; but the action suffered a rapid decrease, and 
very soon ceased altogether. Indeed, the more energetic 
the original effects, the sooner did they cease. These 
varying effects are due to the chemical changes occur- 
ring in each cell, one only of which favours the action, 
the others opposing it. At the first outset, when the 
acid solution is strong, every facility is afforded for re- 
moving the oxide of zinc as fast as it is produced ; and 
thus the renewed contacts (§ 300.), and renewed che- 
mical actions occur, in very quick succession ; but, in 
proportion as the solution becomes exhausted of its 


* Silliman’s Journal, vol. iii, p. 105, 1821. 
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acid, this renewal occurs less rapidly. Again, in pro- 
portion as the solution becomes saturated with oxide of 
zinc, its conducting power is reduced. In the mean 
time, the hydrogen, which is set free at the other plate, 
offers a threefold obstruction to the action: Ist, it 
adheres with great tenacity to the surface of the plate, 
and thus throws a considerable portion out of action ; 
2dly, it leaves the cell, and takes away with it its own 
equivalent of electric action ; 3dly, it reduces the zinc 
from the solution, and deposits it on the copper plate, 
so as virtually to oppose a zinc plate to a zinc, and of 
course produce a counter-action. 

(312.) And, besides all this, there is a local action 
on the surface of the zinc itself, by which much of that 
metal is rapidly destroyed, without rendering up any 
portion of the electric development which causes the 
destruction ; for the zine of commerce is exceedingly 
impure, containing abundance of foreign matter, the 
minute particles of which form, with the particles of 
zinc itself, an innumerable series of minute elementary 
pairs, each acting independently of the other, and inde- 
pendently of the plate as opposed to the copper, but 
all uniting in consuming the zinc, and in throwing por- 
tions of it out of action. This local action and its 
remedy cannot be better illustrated than in the words 
of Faraday : — 

‘* A dilute sulphuric acid, made by adding about one part by measure of 
oil of vitriol to thirty parts of water, will act energetically upon a piece of 
zinc plate in its ordinary and simple state; but, as Mr. Sturgeon has 
shown *, not at all, or scarcely so, if the surface of the metal has in the first 
instance been amalgamated ; yet the amalgamated zinc will act powerfully 
with platina as an electromotor, hydrogen being evolved on the surface of 
the latter metal, as the zinc is oxidized and dissolved. The amalgamation 
is best effected by sprinkling a few drops of mercury upon the surface of 


the zinc, the latter being moistened with the dilute acid, and rubbing with 
the fingers or towf, so as to extend the liquid metal over the whole ot the 


* © Recent Exp. Researches &c. p. 74, &c. 1830.” 
t+ “ The experiment may be made with pure zine, which, as chemists 
well know, is but slightly acted upon by dilute sulphuric acid in com- 
parison with ordinary zinc, which, during the action, is subject to an 
infinity of voltaic actions. See De la Rive on this subject, Bibliotheque 
Universelle, 1830, p. 391.” 
y 8 
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surface. Any mercury in excess, forming liquid drops upon the zinc, 
should be wiped off.* 

** When ordinary zine is acted upon by dilute sulphuric acid, portions 
of copper, lead, cadmium, or other metals which it may contain, are. set 
free upon its surface; and these, being in contact with the zinc, form 
small but very active voltaic circles, which cause great destruction of 
the zinc and evolution of hydrogen, apparently upon the zinc surface, but 
really upon the surface of those incidental metals. Jn the same propor. 
tion as they serve to discharge or convey the electricity back to the zinc, 
do they diminish its power of producing an electric current which shall 
extend to a greater distance across the acid, and be discharged only 
through the copper or platina plate, which is associated with it for the 
purpose of forming a voltaic apparatus.” + 

** All these evils are removed by the employment of an amalgam of zinc 
in the manner recommended by Mr. Kempf, or the use of the amalga- 
mated zinc plates of Mr. Sturgeon, who has himself suggested and objected 
to their application in galvanic batteries... .. § 

s*....Itis probable that the mercury acts by bringing the surface, in 
consequence of its fluidity, into one uniform condition, and preventing 
those differences in character between one spot and another, which are ne- 
cessary for the formation of the minute voltaic circuits referred to. Ifany 
difference does exist, at the first moment, with regard to the proportion of 
zinc and mercury at one spot on the surface, as compared with. another, 
that spot having the least mercury is first acted on, and, by solution of the 
zinc, is soon placed in the same condition as the other parts, and the whole 
plate rendered superficially uniform. One part cannot, therefore, act as a 
discharger to another..... Two excellent and important consequences 
follow upon this state of the metal. The first is, that the full equivalent 
of electricity is obtained for the oxidation of a certain quantity of zinc; 
the second, that a battery constructed with the zinc so prepared, and charged 
with dilute sulphuric acid, is active only whilst the electrodes are con. 
nected, and ceases to act or be acted upon by the acid the instant the com- 
munication is broken.’’ || 

‘*,.. When an amalgamated zinc and a platina plate, immersed in 
dilute sulphuric acid, are first connected, the current is very powerful, 
but instantly sinks very much in force, and in some cases actually falls to 
only an eighth or a tenth of that first produced. This is due to the acid, 
which is in contact with the zinc, becoming neutralized by the oxide 
formed: the continued quick oxidation of the metal being thus prevented. 
With ordinary zinc, the evolution of gas at its surface tends to mingle all 
the liquid together, and thus bring fresh acid against the metal, by which 
the oxide formed there can be removed. With the amalgamated zinc 
battery, at every cessation of the current, the saline solution against the 
zine is gradually diffused amongst the rest of the liquid ; and, upon the 
renewal of contact at the electrodes, the zinc plates are found most 


* Exp. Researches, Series vii. § 863. Jan. 1834. 
¢ Ibid. Series viii. § 998. April, 1834. 

t~ Jameson’s Edinburgh Journal, Oct. 1828. 

§ Exp. Researches, Series viii. § 999. April, 1834. 
I] Ibid. § 1000. 
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favourably circumstanced for the production of a ready and powerful 
current.” * 


(313.) The zinc, even when amalgamated, is not 
protected from one source of local action, viz. the 
deposition on it of copper dissolved by the solution 
from off the copper plate. Faraday alludes to it, and 
says, 


‘“* I think it very likely that plates of platina or silver may be used instead 
of plates of copper with advantage, and that then the evil arising occa- 
sionally from solution of the copper, and its precipitation on the zinc (by 
which the electromotive power of the zinc is much injured), will be 
avoided.” f 


Mr. Joule enters more at length into the subject : — 


* Ifa plate of copper be placed in dilute sulphuric acid, it will be gra- 
dually dissolved ; and, after a certain length of time, the liquid will have 
acquired a blue tinge, owing to the solution of oxide of copper. If now a 
plate of amalgamated zinc be placed in voltaic association with the copper, 
a powerful current will pass along the connecting wire, equal in intensity tf 
to that which would have been produced by a Daniell’s cell. But, in the 
mean time, a part of the copper in solution will have precipitated itself on 
the amalgamated zinc, causing a local action, which will speedily destroy 
the plate. 

“But if, instead of allowing the copper to remain alone in the acid 
before the battery is completed, it be placed in the dilute sulphuric acid 
along with a piece of amalgamated zinc, connected with it by means of a 
copper wire, the pair thus formed will not, after the immediate effects of 
immersion are passed away, be as intense as was the former one, but then 
it will work without local action. 

“ The due consideration of these facts will enable us to understand why 
local action is so common an annoyance to those who work with acid 
batteries, in which copper is employed as a negative element. It will also 
point out the following means of remedying that defect : — 

“Ist, Every part of the copper surface, which is immersed in the liquid, 
should be in sight of the amalgamated zinc. Any part not so situated, is 
not actively engaged in propagating the current, and is consequently liable 
to enter into solution, and then to be precipitated on the zine. If we use 
the Wollaston’s arrangement (306.), we should not (as is common) bend the 
copper about the zinc, but the zinc about the copper. 

“‘ Ond. When the copper battery is immersed in its trough, it should be 
set to work immediately, and the current should be allowed to pass with as 
few intermissions as possible. If we wish to make such a change in our 


Sn 


* Exp. Researches, Series vii. § 1003. 

+ Ibid. § 1006. 

+ “ It will be proper to observe that throughout this paper J mean by the 
word “ intensity,” electro-motive force. It is always proportional to the 
quantity of current multiplied by the resistance of the whole circuit.” 


Y 
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apparatus as will occupy any length of time, we should either take the 
battery out of its trough, or else we should connect its pole by a wire, the 
conducting power of which is sufficient to occasion a slight effervescence 
on the copper surfaces. 

“* By adopting these precautions, I find that I am able to use a copper 
battery, charged with a strong solution of sulphuric acid, without being 
annoyed by local action.” * 


(314.) The energy of the action of a battery depends 
much on the character of the solution employed, its 
greater affinity for the zinc, and its less resistance to 
the transmission of the electric action. 

The following table shows the number of equivalents 
of zinc consumed in each cell, during the decomposition 
of one equivalent of water by various exciting solu- 
tions ; — 


eq. of zinc, 
(1.) 200 water + 41 sulph. acid 4+ 4 nitric acid = 2-21 ft 
(2.) 200 — + 9 sulph. acid = 4°66 
(3.) 200 — + 16 muriatic acid a Ors 
(4.) 200 — + 8 nitric acid =; 1°85 
(5.) 200 — + 9 sulph.acid + 4 nitric acid = 2-786 
(6.) 200 — + 9 _— +8 — =a 2°26 
(7.) 200 — + 16 muriaticacid +6 — ae DTT 
(8.) 200 — + 16 nitric acid 24 1°32 
(9.) 200 — + 382 nitric acid = 2°] 
(10.) 200 — + 9 sulph. acid + 8 nitric acid = 2°26} 


Mr. Joule found 16 measures of water, 3 sulphuric 
acid, and 1 nitric acid, a good working mixture, which 
did not annoy him with much local action, and gave 
him a good quantity of electricity and a tension equal 
to that of a Daniell’s cell. (315.) 

An examination of the above table shows that, so far 
as the zinc is concerned, the second and third mixtures 
on the list are the most extravagant, and the fourth 
and eighth the Jeast. But there is another objection, 
in an economical point of view, against the use of 
nitric acid only ; it is that a secondary action takes 


* Proceed. Elect. Soc. p. 260. 


} This charge was after the time of those experiments generally used 
for ordinary purposes. 
} Faraday’s Researches, 1128, 1137—1144. 
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place at the copper plate ; no hydrogen gas is evolved 
there, as usual, for, in its nascent state, it combines 
with, and thus consumes, an equivalent portion of the 
nitric acid, producing ammonia, which is in all cases 
found where mixtures containing this acid are used. 
The selection of the first on the list is, therefore, made 
for good and obvious reasons. 

(315.) Our observations have thus far been confined 
to one-fluid batteries, as they are now termed, and a 
case has just been given of the disappearance of the 
interfering (310.) hydrogen from the copper plate ; 
the other retarding causes still existing. To Prof. 
Danieutt of King’s College the scientific world are in- 
debted for an arrangement, which, from the provision 
it contains for removing the several causes that reduce 
the action of ordinary batteries, has been very appro- 
priately termed the Constant Barrery. It is first 
described in the Philosophical Transactions for 1836. 
A single cell of this battery is represented in fig. 142. 
It consists essentially of a copper-cell Fig. 142. 

A, an amalgamated zinc-rod B, and a a 

porous diaphragm C. The object of 
the latter is to separate the two fluids 
with which the cell must be excited ; 
it may be constructed, according to 
circumstances, of paper, animal mem- 
brane, plaster of Paris, sail-cloth, or 
porous earth. The three latter are of 
most avail for practical purposes. It 
is furnished with binding screws a 
and b, to connect the respective metals 
with others in a series, or with the 
subject of experiment. The battery 
is charged by filling the cell C, which 
contains the zinc, with a diluted solu- —= 
tion of sulphuric acid (one in twenty will do), ne dike 
copper vessel A with a saturated solution of sulphate 
of the oxide of copper, containing a little sulphuric 
acid. If the zinc is well amalgamated and the appa- 


330 VOLTAIC ELECTRICITY. BOOK III.- 


ratus in perfect order, no action will take place until 
the circuit is completed by the wires connected with 
the two screws, when a very powerful action occurs, 
but unattended with the liberation of hydrogen, so 
much the characteristic of the one-fiuid batteries. But, 
after continuing the action for a time, the inner surface 
of the copper cell will be found coated with a layer of 
new, pure copper ; and the copper solution, at the ex- 
pense of which this metal was deposited, will have 
become considerably paler. To sustain the strength of 
the solution, a perforated shelf ¢, is generally contained 
within the vessel A, which supports a supply of crystals 
of sulphate of copper to be dissolved in proportion as 
the metal is reduced. The principles on which this 
arrangement acts, and which constitute its value, are 
that the solution of zinc is kept away from the copper ; 
that the hydrogen, instead of escaping, is not even 
liberated, but, in its nascent state, combines with the 
oxygen of the dissolved oxide, and reduces (not as in 
former cases zinc, a metal opposed to the continuance 
of the action, but) copper in its purest state, and, 
therefore, most favourable to the constancy of the 
action; that the solution of copper is kept from the 
zinc, and local action is thus prevented. The limits to 
the duration of the action are the exhaustion of the 
copper solution, and the saturation of the zinc solution, 
joined to the consumption of the zinc. We have 
shown how the strength of the former is maintained 5 
the latter may be changed for very long actions, but 
will last very well for eight or ten hours or more of 
uninterrupted action. A very great advantage connected 
with this arrangement is the absence of all noxious 
fumes ; and, on this account, it is very generally adopted 
in the application of electricity to the arts. 

The size of the cells varies according to circum- 
stances. Mr. Daniell’s standard sizes are 20 inches 
high and 34 inches in diameter. The most extensive 
series of these is that possessed by Mr. Gassiot, con- 
sisting of 100. 
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Some idea may be formed of the brilliant effects of 
such a series from the following data: — 


“ Titanium was fused into a solid mass ; platinum was volatilized; and 
the flame from charcoal and metallic electrodes was so intense as to render 
it indispensable that the eyes of those present should be protected by thick 
screens of black crape. Sixteen feet four inches of platinum wire, No. 20. 
iron gauge, was ignited to a red heat; and even this length might have 
apparently been extended had I had a greater quantity of that wire.”’ * 

(316.) Mr. Daniell, in some recent researches “on 
voltaic combinations,” t+ has determined that, for a given 
zine rod the amount of action is the same, whatever 
be the diameter of the copper cylinder A (fig. 142.). 
The resistance to be overcome is directly as the distance 
between the metals, and inversely as their common 


d . 
section ; 7. é. R=. When a liquid excites two equal- 


sized plates, the common section is the area of either 
plate. 


*‘ But,” as Mr. Daniell says, “how are we to determine the area of the 
section of the electrolyte, when the surfaces of the generating or conduct- 
ing plates are not equal ? as, for instance, in the case of a rod of zinc placed 
within a cylinder of copper—is it referable solely to the surface of the 
conducting plate, or is it limited by the mean of the surface of the two 
plates?” 

By a series of experiments he found that s, or the 
common section, was equal to the mean between the 
two surfaces ; and, hence, 


“the amount of the current ought to be the same, whatever might be the 
diameter of the exterior cylinder; for the resistance occasioned by increas- 
ing the depth of the electrolyte, that is to say, by increasing the radius of 
the cylinder, is exactly counterbalanced by the increased conducting 
power conferred by the increased area of the electrolyte and vice versa.” 
(317.) A practical advantage derived from this is, 
that the copper cylinder needs not be contracted in 
size ; for no loss of power accrues on increasing it, 
whereas a great gain is made by its capacity for con- 
taining a good working supply of sulphate- solution. 
As the zinc rod decreases in size by use, a slight abate- 
ment of power occurs from the decreased surface and 


* Phil. Trans. 1840. part i. p. 187. 
+ Ibid. 1842. part ii. 
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the increased distance between the metals. The same 
law would hold good with a zine cylinder and a copper 
rod, were it not for an interfering cause arising from 
the character assumed by the copper deposit, when 
reduced on the comparatively limited rod: it appears 
in “a spongy pulverulent form, which retains the 
liquid in its pores, which, after the precipitation of all 
the sulphate of copper which it contained, generated 
hydrogen, which was equally entangled in it, and pro- 
duced a strong opposition to the current.” 

(318.) The “constant battery” has been constructed 
of all sizes, and of various forms. Solutions of muriate 
of soda (common salt), or muriate of ammonia, have 
been used instead of diluted acid about the zinc, which 
in this case needs not be amalgamated; the zinc has 
been placed in an earthen jar as the outer metal, with 
the copper within ; sometimes a cylinder of copper 
has been placed between two cylinders of zinc; in 
one instance the porous vessel is filled with an amalgam 
of zinc and mercury (to which little bits of zinc are 
added as the case may require), and no other solution 
is needed than the surrounding one of sulphate.— 
Prof. Wheatstone has used this for telegraphic pur- 
poses (511.). An earthenware jar has been covered with 
wax and coated with plumbago, and copper has been 
deposited on the plumbago by the electrotype process 
hereafter to be described (362.), and thus an outer cell 
has been made.* 

(319.) The most extended series of the constant 
battery, so far as number of cells is concerned, was 
that employed at Clapham. The form is so simple 
that any one can construct them, and the cost is not 
more than a shilling a cell. Mr. Thos. Mason devised 
it ; and first described it in page 13. of the third volume 
of the Annals of Electricity. 


“Each cell of the battery is a vessel of white earthenware A ( Sige 143.), 
capable of containing about a half pint. The copper elements C are 
sheets whose width is equal to the height of the vessel, and whose length 


* Vide Elect. Manip. parti. § 57. 13th edition. 
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is more than equal to the inner circumference ; so that, when bent into a 
, cylindrical form, and placed within their respective cells, they arrange 


Fig. 143. 


Silewame 


themselves closely against the sides. Attached to each is a stout copper 
Wire (diameter one-tenth of an inch), supporting a small brass cup tocontain 
mercury. The zinc elements Z are cylinders two inches external diameter, 
composed of metal three-sixteenths of an inch in thickness, and each 
weighing about two pounds. The wires soldered to the zinc are consider- 
ably longer than those attached to the copper. B shows two cells in 
connection. 

““... The ends of the wires within the mercury cups were amalgamated * 
by touching them with a copper wire, dipped into nitrate of mercury. 
The coppers, with these their attached wires, being placed in the cells, the 
cups were filled with mercury. Into each cell was then poured a measured 
quantity of saturated solution of sulphate of copper (about a quarter of a 
pint). The ends of their wires having been previously amalgamated, each 
zine was rested on the centre of a circular piece of brown paper, the cir- 
cumference of which was carefully collected round the upper edge of the 
cylinder ; if this is done with caution, the paper will lie in very regular 
folds, and effectually cover the zinc. These cylinders were then filled 
with a saturated solution of salt and water ; and being placed within the 
copper in the copper solution of their cells, were connected with the neigh- 
bouring copper by bending their wires into the mercury cups.” + 


(320.) Facrs connected with this battery, of which 
on two occasions, Sept.16. and 26. 1838, 160 eells 
were used ; and on a third occasion, 320 cells. 


** Two dozen cells (especially if charged with hot solutions), are more 


than sufficient for all ordinary purposes. 
‘* With a battery consisting of 12 cells with hot solutions, a cubic inch 
of the mixed gases was released in 27’; it produced a red heat on from 12 


to 14 inches of platinum wire, 1h5 of an inch in diameter, and afforded a 
very brilliant light from charcoal points. 


* Amalgamation of copper wires for producing close contact was intro- 
duced by Mr. Faraday. 

+ Sometimes the cups are dispensed with, and the respective ends of a 
single wire are soldered to the zinc and copper. 
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‘> Mean decomposing power of each 20 cells of the series = 1 cubic inch 
mixed gases in 40/”. 

** Platinum wire 100 of an inch in diameter visibly red by each 20, 32 to 
7 inches. 

s* When 1 battery or 20 cells were employed, the standard quantity of 
gases (1 cubic inch) was obtained in 37’ ; with 6 or 120 pairs, 27’’ ; with 7 
or 8, with 140 or 160 pairs, the time was the same 28’, being 1’’ more than 
when 20 or 40 pairs Zess were used. 

‘© It seems that the heating power of any number of batteries combined 
in series is the sum of their heating powers when separate : — If battery 1 
heats z inches of wire, and battery 2, y inches, batteries 1 and 2 combined 
in series would heat 2+y inches. 


1 


“ Platinum wire 755 of an inch in diameter rendered visibly red by 160 


cells = 45 inches. 

** The length of flame obtained from the charcoal points was 3 of an inch. 
The end of a steel file was melted by the flame; so also was glass. Zinc 
turnings were speedily deflagrated, and their oxide was seen floating about 
the room. 

“The battery was separated into 8 batteries of 20 cells each, —a cubic 
inch of gases was liberated by their united action in 7’’. The flame from 
the charcoal points, instead of £ of an inch, was reduced to}. Of the wire 


Too of an inch in diameter, 27 inches was the maximum (heated) ; of the 


wire 45 of an inch in diameter, 34 inches was obtained as the maxi- 


mum.’’* 

(321.) A Daniell’s arrangement, with bichromate 
of potassa, substituted for sulphate of copper, constitutes 
a Leeson’s battery. M. Bunsen appears to have been 
the first to have used chromic acid. Mr. Warrington 
and Dr. Leeson have each communicated their opinions, 
in favour of the bichromate, the one to the Chemical 
the other to the Electrical Society. M. Poggendorff has 
investigated its action, in hopes of obtaining a constant 
one-fluid battery, but has only partially succeeded. 

(322.) The next, and most powerful voltaic com- 
bination with which we are acquainted, is the Nrrric 
Acip Barrery of Prof. Grove, or as it is more generally 
designated Grove’s Barrery ; a notice of which was 
first communicated to the French Academy, April 15. 
1839, and appeared in the Philosophical Magazine of 
the May following, It is very instructive to trace the 
inductive reasoning by which Mr. Grove followed out 


* From Trans. Elect. Soc. p.57. &c. 
+ Pogg. Annalen, vol. lvii. p. 101. 
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an original idea, till it terminated in this very important 
combination. 

Two strips of gold leaf were placed, the one in 
nitric, the other in muriatic acid, the one acid being 
within the bowl of a tobacco-pipe placed in the other 
acid, All was tranquil until the leaves were in contact, 
when that strip of gold contained in the muriatic acid 
was immediately dissolved. The rationale of the action 
is thus described by Mr. Grove: — “As soon as the 
electric current is established, both the acids are de- 
composed, the hydrogen of the muriatic unites with 
the oxygen of the nitric, and the chlorine attacks the 
gold.” * On examination by the proper test, it was 
found that the “ gold which was dissolved, represented 
the zinc of an ordinary voltaic combination ;” and it 
hence occurred to Mr. Grove, that, “ if gold with two 
acids gave so powerful an electric current, @ fortiori 
the same arrangement, with the substitution of zinc for 
gold, must form a combination more ‘energetic than any 
yet known.” In confirmation of this idea, a strip of 
amalgamated zine 1 inch by 14 inch, and a cylinder of 
platinum 3 of an inch high, associated with two acids 
by means of a pipe-bowl, were found to decompose acid 
water ; a similar series of seven decomposed water so 
energetically as to liberate 1 cubic inch of the mixed 
gases in two minutes. On repeating the experiment 
with an arrangement of four pairs, each about 4 inches 
Square, the power equalled the release of 6 cubic inches 
per minute ; it kept 7 inches of platinum wire, .!, of an 
inch in diameter, at a bright red heat. The annexed 
Jig. 144. gives the form of the arrangement. ABC Dt 
is an earthenware trough divided into four cells by the 
earthenware partitions E, E, E; the dotted lines are 
porous pipeclay diaphragms ; the dark line within them 
is the zinc plate ; and the fine line surrounding them, 
the plate of platinum foil; p and 7 are the positive 
and negative terminal wires. The zinc was excited by 


* Phil. Mag. vol. xiv. p. 389, 1839, 
+t AB=BC=4 inches, 
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Fig. 144. 


muriatic acid diluted with 2 to 24 of water, or sul- 
phuric acid with 4 or 5 of water; the platinum, with 
concentrated nitro-sulphuric acid, consisting of equal 
measures of nitric and sulphuric acids. The superior 
energy of this combination over all others is thus ex- 
plained by Mr. Grove : — 


*¢ In the common zinc and copper battery, the resulting power is as the 
affinity of the anion (in this case the oxygen) of the generating electrolyte 
for zinc, minus its affinity for copper ; in the common constant battery, it 
is as the same affinity, plus that of oxygen for hydrogen, minus that of 
oxygen for copper; in the combination in question, the same order of 
positive affinities, minus that of oxygen for azote.* As nitric acid parts 
with its oxygen more readily than sulphate of copper, resistance is lessened 
and the power correlatively increased. With regard to the second material 
question, that of cross precipitation (311.); in the coimmon combination 
zine is precipitated on the negative metal, and a powerful opposed force 
created ; in the constant combination copper is precipitated, and the oppo- 
sition is lessened ; in this there is no precipitation, and consequently no 
counter action.” F 


(323.) As this battery works, the nitric acid changes 
to yellow, green, and blue progressively ; and, from 
commencing without evolution of gas, it after some 
time gives off nitrous, and finally hydrogen. On March 


* Phil. Mag, vol. xv. p. 289. 1839. 

+ “TI have thrown out of the case the resistance to decomposition of the 
solution in contact with the zinc or generating electrolyte,as common to 
all the three combinations, respect being had to the other three conditions ; 
the more easy this is of electrolyzation the better.” 


CHAP. II. GROVE’S BATTERY. 337 


13. 1840, Mr. Grove illustrated the action of this 
batterv before the members of the Royal Institution, 
with a series of 50 pairs, each 4 inches by 2 inches. 
When he grouped together 8 series of 5 pairs each, he 
obtained 110 cubic inches of gas per minute: a sheet 
of platinum 12 inches by 1 inch was made incandescent. 
When the 50 pairs were arranged in a single series, 
the charcoal points gave “a voluminous flame 1+ inch 
long,’ which exhibited the magnetic properties of the 
voltaic are spoken of by Davy.* Still more recently 
(Jan. 20. 1841), in a lecture before the members of the 
London Institution, Mr. Grove manipulated with 100 
cells of the same size, being the most powerful battery 
ever seen.f In this case he obtained an arc of light 
four inches long, and other effects in similar proportion. 
The structure of the battery had been somewhat modi- 
fied before these cells were prepared ; and the ar- 
rangement then employed, is 
now, for several reasons, that 
generally adopted. The cells 
are not, as in fig. 144., all 
made in groups of four ; but 
are each distinct, as in fig. 
145.; and the zinc is made [/i-K|- 
the surrounding, instead of | 
the inner, metal. This ar- | 
rangement economizes the ; 
platinum, and also the nitric |, 
acid. Mr. Grove tells me 
that a series of four in good } 
order, will give a cubic inch |; 
of the gases for every square |\ 
inch of platinum in each 
cell. 

Mr. Gassiot, who cultivates the science of electricity 
with the greatest enthusiasm, possesses a series of 100 
Grove’s batteries. To avoid the effects of the nitrous 


* Phil. Mag. vol. xvi. p. 338, 1840. + Ibid. vol. xviii. p. 234, 1841. 
VOL. Il. Z 
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fumes, which, as we have mentioned, are given off after 
a certain time, he encloses the cells in a box. At a 
soirée held at Clapham, April 26. 1842, he first used 
this battery entire. The vapours were carried off by a 
tube passing into the outer atmosphere from the lid of 
the box. Never before did so brilliant a light shine 
upon so brilliant an assembly. Such exalted effects of 
ignition and combustion are unequalled.—We have 
ourselves used at the lecture table a dozen cells of 
Grove’s, fitted, according to Mr. Gassiot’s plan, in a 
small box; and have obtained all the amount of effect 
required, without the least annoyance from fumes. 
Contact between the zinc of one cell and the platinum 
of the succeeding, is effected by means of a cleft piece 
of wood (a, fig. 145.), by which means the interfering 
effects, resulting from the action of the acid on the 
copper binding-screws, are avoided. The most costly of 
nitric acid batteries in existence is one constructed in 
India by Dr. O’Shaughnessy, consisting of 48 cells. 
In place of platinum (for local reasons merely) gold 
was employed, each cell containing a slip half an inch 
broad and three inches long. The gold of the battery 
is worth 500/. He finds a mixture of two by weight 
of sulphuric acid to one of saltpetre, as serviceable as 
nitric acid. 

(324.) The expense of platinum has induced several 
to recommend carbon, in the various forms of plumbago, 
graphite, and charcoal, as the negative element of a 
Grove’s cell. The idea originated with Mr. Cooper * : 
B. Silliman, jun.f, and Mr. Bunsen{, have likewise 
experimented on the subject. On account of the diffi- 
culty of procuring carbon of the proper character and 
form, the idea seems for atime to have been abandoned. 
Mr. Silliman feels their difficulty, but does not describe 
the preparation of the mixture he substituted : — 


“The plumbago here employed, is the artificial mixture made at the 


* Phil. Mag. Jan. 1840, p. 35, + Silliman’s Journ. Jan, 1843, p. 180. 
¢ Pogg. Ann. vol. lv. p. 265. Elec. Mag. vol. 3. p. 16. 
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crucible works, and crouded into moulds of the proper shape, and baked.* 
The difficulty of procuring suitable cylinders of native plumbago, arises not 
from a want of the abundance of material, but from the occurrence of 
numerous natural joints, even in that which seems externally quite sound, 
which cause them to fall to pieces under the saw. . . . It is not supposed 
that plumbago is quite equal to platina for the negative element.” 


(325.) The following is Mr. Bunsen’s mode of pre- 
paring the carbon : — 


** For this purpose a mixture of coke (baked as well as possible) and of 
pitcoal, reduced to a fine powder, is subjected to ared heat. If the mass 
thus obtained is too friable, which is commonly the case when poor pit-coal 
is used, the proportion of the latter relative to the coke must be increased. 
If, on the other hand, the pit-coal is superior, the resulting mass cracks, 
and presents nothing but disjointed fragments. But when once the proper 
proportion is found, the operation can no longer fail. The mixture is 
heated over a moderate charcoal fire, in sheet-iron moulds, which are able 
to stand ten or a dozen operations, without being deteriorated. Should 
the diameter of these moulds exceed five or six inches, it is rare that a 
carbon is obtained completely exempt from fissures. But it may easily be 
obtained under the form of hollow cylinders, of the largest dimensions, by 
introducing within the iron mould a cylindrical wooden box, and filling 
with the mixture the interval existing between the two walls. The very 
great change of volume, which the carbon undergoes during this operation, 
does not allow of the box being replaced by an empty cylinder of sheet- 
iron. 

“The carbon obtained by this means has doubtless already a tolerably 
solid structure ; but its great porosity renders its employment altogether 
impossible. To render it as compact as it ought to be, and to give ita 
consistency which scarcely yields to the hardest stones, it is plunged, 
before the second operation, into a concentrated solution of sugar, made, if 
we please, with the coarsest refuse of sugar; it is then dried until the 
sugar has acquired a solid consistence in the mould, The carbon does not 
acquire conductibility and electro-motive force until it has been exposed 
for several hours to the action of a very intense white heat, in a covered 
vessel, capable of resisting fire, filled with pieces of charcoal, an oper- 
ation which can very readily be accomplished in an ordinary potter’s 
furnace. The carbon prepared by this method is perfectly homogeneous, 
—very slightly porous; it does not in the least degree lose its colour ; it 
rings ; has a metallic appearance; and is so solid that a hollow cylinder, 
weighing six ounces, and three lines thick, can fall on wood, from a height 
of six or eight feet, without breaking. The best mode of procuring carbon 
discs is to take pieces of carbon of a cubical form, and to divide them with 
the saw‘into discs one line thick, which are afterwards polished on a plate 
of grey stone.” fF 


* To be obtained of J. W. Ingall, Taunton, U.S. 
¢ Vide Elec. Mag. No. i. p. 17. 
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He describes an arrangement, which he says is “ per- 
fectly equal to that of a Grove’s battery.” He makes 
hollow cylinders of carbon, and fills them with nitric 
acid, which he allows to remain until they become 
saturated. He then pours away the nitric acid, and 
places them in their saturated condition as the negative 
element of a series, using no diaphragm, and only one 
liquid, viz. acid water. — Platinum, however, is in the 
long run decidedly preferable to carbon ; as experience 
will soon teach. 

(326.) The chemico-mechanical battery, called after 
its inventor Smur’s Barrery, is an instrument of much 
practical importance. We _ have said (311.), that 
the adhesion of the liberated hydrogen greatly interferes 
with the action of a voltaic power. Having noticed 
the property which rough surfaces possess of evolving 
the hydrogen, and smooth surfaces of favouring its ad- 
hesion, Mr. Smee has taken advantage of this principle 
to its fullest extent, and has constructed a zine and 
platinum battery, in which the negative element is 
either silver or platinum (generally the former for 
practical purposes), covered with the finely divided black 
powder of platinum. ‘This process, which he calls 
‘© Platinization,’’ is thus conducted : — 

“The metal to be prepared should be of a thickness sufficient to carry 
the current of electricity, and should be roughened, either by sand-paper, 
as in the case of platinum or palladium, or, when silver is employed, by 
brushing it over with a little strong nitric acid, so that a frosted appearance 
is obtained. ‘The silver is then washed and placed in a vessel with dilute 
sulphuric acid, to which a few drops of nitro-muriate of platinum are 
added. A porous tube is then placed in this vessel, with [water and] a 
few drops of diluted sulphuric acid; into this the zine is put. Contact 
being made, the platinum will, in a few seconds, be thrown down upon the 
surface of the silver, asa black metallic powder. The operation is now 
completed, and the platinized metal ready for use. However iron, when 
thus prepared, is as effectual as silver, and may be sometimes employed 
with advantage. With this metal, all that is required is to rub a little 


nitro-muriate of platinum over it, and an immediate deposit of the black 
powder takes place.” * 


A single cell of Smee’s battery is generally arranged 


* Electro- Metallurgy, p. 24. 2d edition. 
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as in fig. 146. A, an earthenware cell 
containing the acid solution (1 sulph. 
acid + 7 water); w, a bar of wood to 
which the platinized plate 5 is fixed: 
ZZ, two zine plates, secured to the 
bar w by the binding screw b. Con- | 
nections are made by means of small » 
binding-screws as in the figure. When | 
a series is used, they are generally ar- 
ranged to suit the porcelain trough of |= —- 
a Wollaston’s battery (fig. 132.) “The 
characteristic of this battery,” says 
Mr. Smee, “is the great quantity of 
electricity produced, and its simplicity ; 
moreover, it requires very little trouble in the manipu- 
lation.” It is peculiar for the great hissing produced 
by the rapid evolution of the hydrogen, and this is a 
very convenient indication of the amount of the action 
going on, —The dense atmosphere of hydrogen arising 
between the plates, induced Mr. Grove to recommend 
platinized gauze on each side a zinc plate, and so arranged 
that the gas should pass through the gauze. By this 
means the plates could be more closely approximated. * 

(327.) The following is Mr. Smee’s approximation 
to the relative cost of working the three batteries last 
mentioned: he says, 


“ In mine, it is the cost of the zinc dissolved by the acid; zine + acid + a 
local action. In the constant battery, it is zinc + acid + sulphate of copper 
+ much local action. Each cell of this, to do any given amount of work, 
would cost about twice as much as mine. In Grove’s battery, it is zinc + 
acid + nitric acid, reduced by the hydrogen + nitric acid combined with 
ammonia formed during the action of the battery + extensive waste of the 
zinc about three times as much as mine.”’t 


ret 
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UH 
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(328.) In juxtaposition to this, we must place the 
relative powers of the respective arrangements, from a 


table drawn up by Mr. Grove. { 
Nitric acid battery with sulphuric acid 1 + water 4, 


* Proceed. Elec. Soc. p- 117. + Electro- Metallurgy, p. 31. 
t Proceed. Elec. Soc. p, 114. 
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(specific gravity 1°17.) on the zine side ; and nitric acid 
specific gravity 1°34 + 0:2 concentrated sulphuric acid, 
gave seventy-five degrees of a galvanometer. 

Constant battery with saturated solution of sulphate 
of copper + 0°2 sulphuric acid on the copper side, 
and the same acid solution as before on the zinc side, 
gave sixty-four degrees. 

Chemico-mechanical battery with the same acid so- 
lution 1 acid+5 water, gave fifty-nine degrees. 

The relative value of the greater arcs is far beyond 
the ratio of their angles; but this belongs to another 
part of the work. (503.) 

(329.) When describing the nitric acid battery 
Mr. Grove has remarked, 


‘There is still, however, another imaginary voltaic circle, which would 
be superior to any of these; it is one of three elements — two metals, or 
substances having the electrical properties of the metals, and an electrolyte ; 
of these two substances the positive should be analogous to zinc, but the 
negative should possess a strong affinity for the cation of the electrolyte, 
and unite energetically with it, as it separates in a nascent state, or rather, 
should of itself be able to tear it from its associated anion; such a sub- 
stance is, I may say, at present unknown: the nearest illustration I can 
give is mercury when associated with zinc and a cuperous solution 3 the 
peroxide of leadof Professor Schoenbein with zine and an electrolyte, may 
serve as another. In a circuit of this description, we should have actua!ly 
the sum of affinities instead of their difference, and I can conceive no 
more powerful hydro-electric arrangement.’’* 

(330.) Schcenbein’s battery, in which powdered per- 
oxide of lead is used instead of nitric acid, is described 
by De la Rive.t The peroxide is rammed round the 
platinum, in the porous cell ; it serves as an electro- 
motor and a depolarizer. The hydrogen, instead of being 
liberated, combines with one portion of the oxygen of 
the oxide, converting the peroxide into a protoxide. 
The same effect has been produced by using platinum 
plates in Grove’s arrangement, on which peroxide of 
lead has previously been deposited. Peroxide batteries 
are very powerful. 

(331.) Mr. Grove has pursued his original ideas 
(329.), and arrived at the results which he thus ex- 


presses -—— 


* Phil. Mag. vol. xv. p. 290. 1839. tT Arch. de l’Elect. vol. iii. p. 112. 
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** Chlorine, in its voltaic relations, may be considered as the converse of 
zinc, both decomposing water, but the one liberating oxygen, the other 
hydrogen ; thus a tube of the gas battery, charged with chlorine, and 
having acidulated water as an electrolyte and zinc as a positive element, 
forms a combination of which one pair will decompose water. I have tried 
to render this combination practically useful, by charging the negative cell 
of a diaphragm battery with peroxide of manganese and muriatic acid ; 
but the supply of chlorine thus obtained is insufficient for quantitative 
voltaic effects, though the intensity is great.” * 


(332.) The gas battery alluded to in the above ex- 
tract, is a purely philosophical instrument, and is en- 
tirely the result of inductive reasoning. In regard to 
power, it is in direct contrast to the nitric acid battery ; 
but in theoretical interest it has not its equal. It is 
somewhat remarkable, that these two instruments, oc- 
cupying the extreme positions in the scale, should both 
have been added to science by the same philosopher— 
Professor Grove. 

This instrument was first made known in the Phil. 
Mag. for December 1842; Fig. 147. 
and an experimental investi- h 
gation of it was read before 
the Royal Society, May 11th, 
1843.7 


** Fig. 147. represents the first form 
given to it; a bcd is a wide- 
mouthed glass jar, into which a 
wooden plug, a 6, fits tightly by 
means of attached pieces of cork ; 
this wooden cover is perforated to 
receive the tubes o h, of which the 
size is such that the content of h 
shall be double that of 0, and which 
are firmly cemented into it; the 
wooden cover is shown in plan in 
figure f; the piece f is capable of 
being detached at pleasure, in order 
to introduce a tube for charging the 
apparatus with gas; p7, p’ 7’ are 
strips of well-platinized platinum foil, 
slightly curved like a cheese-scoop, 
to keep them erect and in thecentre ¢ 


Sle 
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* Phil, Trans, 1843, part ii. p. 103. + Ibid, p. 91 
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of the tube, and rivetted or welded to stout platinum wires, which are 
hermetically sealed into the glass, and terminate in brass mercury cups 
at g, g. This form of battery is charged by inverting it so as to fill 
the tubes with liquid; on reinversion, the tubes may be charged with gas 
from acrooked tube and bladder. The apparatus is represented as charged 
and ready for use.” 

This form is useful; because, by merely inverting 
the instrument, the tubes can be filled with liquid 
previously to charging them with gas; so that the 
fingers need not touch the liquid, and give rise to inter- 
ference in the action. — The Fig. 148. 
second form which follows va 
(fig. 148.), has the advan- fe 
tages not possessed by the : 
other, of permitting either 
tube with its contents to be 
removed — 

“6c de isa parallelopiped glass or 
stoneware vessel ; the tubes are ce- 
mented into pieces of wood, a6, ac, 
and can with the wood be separately 
detached from the trough. At the 


aperture, or space aa, between the 
tubes, there is just room for the finger 


and thus detach it from the apparatus. 6 
In this figure the platinum foil is 
turned up round the edge of the tube, 
instead of being attached to a wire 
sealed into the glass; and instead of a 
mercury cup, there is a binding-screw _ 
connection.” 


A third form, which is in all respects more ad- 
vantageous than either of the preceding, is given in 


Sig. 149. 


* aa isa Woulfe’s bottle with three necks; 1n the centre neck is fitted a 
glass stopper 6; in the other two, the tubes oh, fit accurately by means of 
glass collars, cc, welded to them, and ground on the outside; the platinum is 
hermetically sealed into the tops of the tubes, which may be charged in a 
similar manner in fig. 147. By immersing this apparatus in the water- 
trough [of pneumatic chemistry] each tube with the gas it contains may be 
detached and examined separately; but its principal advantage is, that, 
by slightly greasing the stopper and collars, it may be made perfectly air- 
tight.” 


(333.) The battery is charged by filling the vessel 
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and the tubes with diluted sulphuric acid, and then 
filling the tubes 0 and h re- Fig. 149. 
spectively with owygen and he 
hydrogen gas. If four 
such cells, or, for quicker 
action, several cells, be con- 
nected in series—the 0 tube 
of one with the h tube of the 
other — water may be de- 
composed. With fifty pairs, 
a shock was passed through 
five persons, and a brilliant 
spark was obtained be- 
tween charcoal points. 
(334.) The action of 
every arrangement antece- 
dent to this, has been at- 
tended with the analysis of 
water in the generating 
cells, the oxygen of which 
would combine with the zinc, and the hydrogen would be 
given off, unless otherwise disposed of. In the gas bat- 
tery, the very converse takes place; its action is associated 
with a synthetical effect, by which the gases are con- 
sumed and water is produced. A particle of oxygen, 
for instance, when the circuit is closed, unites with the 
equivalent of hydrogen in the particle of water in 
contact with it; the oxygen of this particle of water 
unites with the hydrogen of the next particle; and so 
on to the end of the series, when the last particle of 
oxygen, finding itself in contact with the hydrogen of 
the tube h, unites with an equivalent, and thus an 
equivalent of water is formed at the expense of an 
element of hydrogen from one tube, and one of oxygen 
from another: and this goes on throughout the series 
till all the gases are consumed: and, when interfering 
actions are deducted, it is found that the gas consumed 
in each cell exactly equals the gas released in the de- 
composition cell; or, in other words, that the water 
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composed in each cell of the gas battery, is exactly equal 
to that decomposed by its action. The “ platinization ” 
(326.) of the platinum, is for the purpose of increas- 
ing the points of contact, and obtaining the advantage 
of capillary attraction for wetting the platinum. 

Other combinations of gases avail in producing, 
according to their character, a greater or less amount 
of electrical action ; but, as an account of them would 
lead us out of the path we are pursuing, the curious 
reader is referred to Mr. Grove’s original paper. 

(335.) The water battery is in principle the same as all 
other voltaic arrangements. In its best form, which is 
undoubtedly that adopted by Mr. Gassiot, it consists of 
glass cells, covered with varnish of shell-lac, resting on 
slips of varnished glass, on trays sustained by glass 
legs. The metals are cylinders of zine and copper, 
kept apart by string; the exciting liquid is pure or 
distilled water. The ordinary voltaic actions are not 
sought for from this arrangement: it is constructed 
for obtaining effects of tension, like those from ordinary 
electricity ; and on this account a long series is used, 
and the cells are insulated in the best manner possible ; 
though, from the great presence of moisture, the in- 
sulation, under the most favourable circumstances, is 
very imperfect. 

The most celebrated water batteries are those of 
Mr. Crosse, extending to 1600 pairs; and that of 
Mr. Gassiot amounting to 3520. 

The poles of the water battery give evidence of 
electric tension before the circuit is completed, —a 
spark passes before contact ; gold-leaves from the re- 
spective poles are mutually attractive before contact ; 
either pole is active on an uninsulated body, without 
the direct influence of the other pole, because the 
insulation is always very imperfect. When contact is 
made, the ordinary effects of the voltaic battery occur. 
If the circuit has been completed, and is then broken, 
the divergence of gold leaves or other indications of 
tension, are gradual ; perhaps, on account of the time 
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required by pure water to remove the fresh-formed 
oxide from the zinc plates. It must not be supposed 
that any of the above effects are peculiar to the water 
battery ; they are rather to be regarded as the actions 
of an insulated battery of a long series of cells: they 
have been observed, under one or other modification, 
in the other batteries. They are beautiful illustrations 
of the identity of the electricities ; and they are, in 
my opinion, strong confirmations of the identity of the 
exciting causes (297.) of electricity generally. 

(336.) In illustration of the extent of series re- 
quired for producing the exalted effects of tension, the 
following extracts are given: — 


“ 30 Pairs afford a slight spark, sufficient to pierce the cuticle of the lip, 
the hand making the communication being wetted: 130 pairs open the gold 
leaves of an electrometer about 3} inch: 250 pairs cause the leaves to 
strike their sides: 400 pairs give a very peceptible stream of electricity 
to the dry hand making the connection between the poles, the light being 
very visible: 500 pairs occasion that part of the dry skin which is brought 
in contact, to be slightly cauterised, more especially at the negative side: 
1200 pairs give a constant small stream of the fluids between two wires, or 
two pieces of tin-foil, placed the one-hundredth of an inch apart, such 
wires or pieces of foil not having been previously brought into contact; a pith- 
ball, 2 of an inch in diameter, suspended by a silk thread, will constantly 
vibrate between the opposite poles: 1100 pairs will produce this latter 
effect.’’ * 

‘“* Sir Humphry Davy, in his Elements of Chemistry (p. 152.) says, a bright 
spark was produced of one-thirtieth or one-fortieth of an inch in the 
open air, and in vacuo nearly 3 an inch, by using 2020 of Dr. Wollaston’s 
plates. 

“ Mr. Children informs us, that with 1250 pairs the spark was capable of 
passing through a distance of one-fiftieth of an inch.” + 

*‘ Prof. Daniell had a water battery consisting of 1024 pairs ; attractions 
as well as repulsions, when the electrodes terminate in slips of gold-leaf, 
are plainly perceptible ; a minute but distinct spark is seen on completing 
the circuit, but with the battery alone the spark could not be obtained 
through the space of one five-thousandth of an inch. 

‘© I was induced to prepare 100 [large cells of a Daniell’s battery] (315.) ; 
I also excited 100 of the smaller cells already described (319.) ; but neither 
with these two powerful batteries combined, or separate, could any appear- 
ance of a spark be observed until contact was made, and the circuit com- 
pleted.t 


(337.) It must have been noticed in the course of 


* Crosse, Trans. Elec. Soc. p. 119. f “ Phil. Trans. 1809.” 
t Gassiot, Phil. Trans. 1840, parti. 
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these descriptions, that the action of the several forms 
of battery has never been attended with the “beration 
of oxygen ; this element has always been required for 
combination with the active metal. Indeed, the rela- 
tive affinities of these two elements are the availing 
cause of the action. There is, however, one arrange- 
ment in which this affinity is not included and the 
oxygen is set free: it is M. BecevEReL’s OxveEn-Gas 
Barrery, thus described : — 


“Some years ago I described an electro-chemical apparatus, by the aid 
of which oxygen gas might be obtained in considerable abundance, and in 
a short space of time. This apparatus, which serves as a type to constant 
batteries, consists of a vessel filled with nitric acid, in which is placed a 
glass tube, closed at bottom with clay that is retained by means of a piece 
of linen properly tied, and filled with a concentrated solution of potash ; and 
of two plates of platinum immersed, one in the acid, the other in the potash, 
and connected by means of a platinum wire, the ends of which are twisted 
together. As soon as connection is made, abundance of oxygen gas is 
liberated on the plate contained in the solution of potash ; this effect is due 
to the action of the current that arises from the combination of the acid 
with the potash, which action is exalted in proportion as the tamping of 
clay is thinner. Plaster, mixed for the purpose, may be substituted for clay.” 

‘In this apparatus the nitric acid, and probably the water, are decom- 
posed; the results of the decomposition are, oxygen in the tube where 
the potash is, and nitrous acid around the platinum plate which is in the 
nitric acid. If the decomposition of water contained in a separate vessel is 
desired, we have only to replace the platinum plate immersed in the zinc, 
by a plate of zinc, and to attach to this a platinum wire, at the end of 
which is fixed another plate of platinum; and also to place another plate 
at the free end of the second wire. Water is decomposed as soon as the 
two plates are immersed in it: the plate connected with the metal, which 
1s in the potash, is the negative, the other the positive pole; the liberation 
of gas on each is abundant. 

“¢ What occurs when zinc is substituted for platinum is, that the former. 
being oxidized by the reaction of the alkaline solution upon it, assumes the 
negative electrical condition; moreover, by the reaction of the acid on the 
alkaline solution, the latter acquires negative electricity, which it transmits 
to the zinc plate; so that when the circuit is closed, the current resulting 
from the reaction of the two liquids on each other, is added to that derived 
from the oxidation of the zinc; but as this double effect is produced 
without the intervention of a new pair, and consequently without there 
being a new alternation, it follows that the current has a more energetic 
decomposing force than in the former case; and thus water is abundantly 
decomposed in a vessel separated from the apparatus, although forming 
part of the circuit.’’ * 


* Compte Rendu, July 4th, 1843. Elec. Mag. October Ist, 1843. 
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(338.) Professor Schcenbein takes advantage of a 
peculiar property termed by him passivity, which in 
1836 he discovered in iron under certain circumstances 
— especially on being immersed in nitric acid, — a power 
of becoming indifferent with respect to oxygen, and 
acquiring very much the character of platinum in its 
voltaic relation. He, therefore, makes a diaphragm 
battery * of passive iron and zinc, and excites it like 
the nitric acid battery ; he also excites, in the same way, 
a diaphragm battery, consisting of active and passive 
jron. With a series of five of the former, the zinc 
outer cylinders being ten inches by nine inches in di- 
ameter, forty cubic inches of gases were released per 
minute. This form of battery does not appear to have 
been much adopted. Is it not, that the passive iron is 
destroyed, when the nitric acid, on which its character 
depends, is converted by electrolysis into nitrous acid? 

(339.) Mr. Martyn Roberts, who had discovered 
in 1838 the superior efficacy of iron over copper in 
voltaic combinations, has lately used it in constructing 
a common acid battery ; and has considerably improved 
upon a mechanical adjustment introduced by Mr. 
Young, so as to obtain the action of both sides of both 
plates. 

“ Let the numbers and z (fig. 150.) represent the zinc, and the letters 
and ithe iron plates; let a and b Fi 
be joined together, and stand free ag. 150. 
as a double terminal plate or pole, 
having, of course, a wire proceed- 
ing from them as a conductor; 
then joinl toc; 2to d; 3 to e; 
and so on, terminating the other 
end of the battery by a positive 
plate, but having both its surfaces 
opposed to a negative plate, as is 
the condition of 4. 

‘“‘In a battery of this construc- 
tion there is no cross play of electricity, because two plates intervene be- 
tween every positive plate and the negative plate in metallic connection 


with it. Its power is very great, in consequence of the closeness of the 
plates to one another ; indeed, I have found it superior to a battery of the 
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* Vide Arch. de l’Electr. vol. i. p. 286. Proceed. Elec. Soc. p. 529, 
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same metallic surface, fitted with cells and double plates on Wollaston’s 
plan. It is very compact; Ihave one of 20 pairs only eight inches long.” * 

The above battery was prepared for igniting wire 
for the purpose of blasting. Mr. Roberts: has also 
described Tt a swinging battery, which is only in action 
when in actual use. 

(340.) Professor Poggendorff increases the power 
of one-fluid batteries, by using amalgamated zinc, and 
subjecting the copper plates to any of the following 
processes : — 

“1st To heat in air until the colours, which form at the commencement, 
are no longer visible ; 2dly, To plunge it into nitric acid, and then to wash it 
in water ; 3dly, To cause the precipitation of a layer of copper, in a reddish- 
brown powder, similar to that which is obtained on the surface of the 
copper plates of a Daniell’s battery, excited by a diluted solution of sulphate 
of copper containing free acid; 4thly, To form this same layer on the plates 
of copper, by plunging them into diluted nitric acid, and then placing 
them in the circuit of one of Saxton’s magneto-electric machines.” ¢ 

M.de la Rive traces the increased power of this 
arrangement to the fact, that the hydrogen developed is 
engaged in reducing the oxide on the negative plate, 
and hence does not interfere in the action. § 

Other forms of battery, not included in this list, are 
modifications of one or other of those before us. We 
pass on now to a more detailed notice of the effects of 
voltaic electricity, the mention of several of which has 
necessarily been anticipated, in order to make the de- 
scription of each battery understood. 


* Proceed. Elec. Soc. p. 358. + Mech. Mag. 1843. 
f Ann. der Phys. t. li. p. 384, § Arch. de l’Elec. vol. i. p. 93 
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CHAPTER III. 


VOLTAIC EFFECTS. 


(341.) Mr. Farapay mentions eight effects as com- 
mon to several developments of electricity, each of which 
is modified according to the source whence the electricity 
is obtained. They are —Physiological Effects— At- 
traction and Repulsion— Magnetic Deflection — Mag- 
nets made— Spark — Discharge by Hot Air— Heating 
Power — True Chemical Action.* 

A few words in addition to what is to be gathered 
throughout the treatise, will suffice for all but the last 
two. 

(342.) The Physiological Effects or electric shock, 
produced by the voltaic discharge, vary according to 
the size and character of the battery; the shock is 
obtained by grasping a metal body in each hand and 
touching the ends of the series: a hot burning sen- 
sation is felt at times, while contact is maintained. 
Other things being the same, it is acute according to 
the length of the series, and dense or violent according 
to the size of the plates. Voltaic electricity, in the 
eyes of early empyrics, was regarded as a means which 
might terminate in being the “ universal panacea,” and 
many strange notions pervaded their prejudiced and 
partial minds. We must refer our readers to Wil- 
kinson’s Galvanism ; and those, who are interested in 
further investigating the medical reputation of this 
agent, can consult M. Coudret’s ‘‘ Recherches sur I’ Elec- 
tricité Animale,” and the medical journals of the passing 
day, also Becquérel’s treatise. They will find that it 


* Exp. Researches, Series iii. § 360, 
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is recognised to a certain extent by the profession, and 
that, especially in nervous diseases, it is applied with 
frequent success. These observations are equally ap- 
plicable to all the electricities. 

Attraction and Repulsion have been already men- 
tioned (335.), as the indications of the tension of the 
ends of a voltaic pile. 

Magnetic Deflections and Magnets made belong more 
appropriately to another branch of electricity to be de- 
scribed hereafter (electro-magnetism); we have occa- 
sionally (328.), however, had a glimpse at them 
already. 

(343.) The Spark, as we have seen, is not obtained 
before contact, except with very extended series; but, 
after contact has once been made, the terminal wires 
may gradually be separated, until a considerable length 
of flame is obtained. (320.) This long flame is, in 
fact, one form of the Discharge through hot air. 

Professor Faraday de- Fig. 151. 
monstrated that heated air 
will uninsulate a charge, 
which air in its ordinary 
condition will insulate, by 
the arrangement shown 
in fig. 151. Proceeding 
from the respective ends 
of a Wollaston’s series | 
of twenty pairs, were two | 
copper wires, twisted ! 
round a glass rod, and terminating in platinum wires, 
the ends of which formed a rectangle, as in the figure; 
but the points were not quite in contact at e. The 
arrangement at the right hand wire is a decomposing 
apparatus, to indicate the passage of the current. 
Things being in this condition, no evidence of decom- 
position was visible, but as soon as a spirit lamp was 
applied at e, so as to heat the air between the platinum 
points, the current immediately passed and decompo- 


CHAP, III. VOLTAIC EFFECTS. 353 


sition occurred, which ceased when the lamp was re- 
moved.* 

(344...) The heating power of voltaic electricity has been 
frequently alluded to; it is manifested in cases where 
resistance is offered to the transmission of a current, 
as where a thin wire, especially of platinum (a bad 
conductor), is interposed in the circuit. In this case a 
greater or less length of a thicker or a thinner wire is 
elevated to a degree varying with the character of the 
voltaic arrangements. The thicker the wire, the less is 
its temperature elevated ; the thinner it is, within cer- 
tain limits, the greater is its temperature changed; but 
if too thin, it will either not be rendered even red-hot, 
by a series which would fuse a thicker wire ; or if it és 
heated, a much less length can affected than with a 
thicker wire; as for instance, with a series of 160 cells 
of the constant battery, we were unable to heat pla- 
tinum wire =1, of an inch in diameter, but heated 
sixty inches of ;1, of an inch in diameter; with the 
same battery arranged in eight groups of twenty each, 
we heated thirty-four inches of the thicker wire and 
only twenty-seven of the thinner. 

(345.) The ignition of wire has frequently been 
quoted in illustration of the action of a battery; these 
data must not be accepted but with certain qualifi- 
cations, included in the following observations of 
Faraday : — 


“The same quantity of electricity which, passed in a given time, can 
heat an inch of platina wire of a certain diameter red-hot, can also heat 
a hundred, a thousand, or any length of the same wire to the same degree, 
provided the cooling circumstances are the same for every part in all 
cases. This I have proved by the volta-electrometer. I found that, 
whether half an inch or eight inches were retained at one constant tem. 
perature of dull redness, equal quantities of water were decomposed in 
equal times. When the half inch was used, only the centre portion of wire 
was ignited. A fine wire may even be used as a rough but ready regulator 
of a voltaic current ; for, if it be made part of the circuit, and the larger 
Wires communicating with it be shifted nearer to or further apart, so as to 
keep the portion of wire in the circuit sensibly at the same temperature, 
the current passing through it will be nearly uniform.” t 


* Exp. Researches, Series iii. §§ 271, 272. f Trans. Elec. Soc. p. 69. 
1 Exp. Researches, Series vii. § 853. note. 
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From this it would appear, that a given indication 
of heat manifested by any length, great or small, of a 
given wire, evidences the passage of a given quantity of 
electricity. The size of wire heated is, therefore, re- 
gulated by the quantity of electricity, or comparative 
size of the generating pairs. But the length of such 
sized wire is due to the comparative number in the 
series, being, indeed, the power to overcome the re- 
sistance of a greater or less length of the interposed 
fine wire, the quantity of passing electricity being the 
same. The following table is drawn up from the re- 
sults of experiments with 160 cells of the constant 
battery. It is entitled to greater confidence from 
having been constructed from data obtained for another 
purpose, and collected only on account of the striking 
coincidences which induced the suggestion of the law 
already quoted. (320.) 


** Batteries 8 7 6 5 4, 8 2 1 Calculated. Observed. 
SPT Be bite ted, auek: 8 12 
GUAM ons veoh ie 14 
33+454+64+ 62 .. oe Ae 20% 20 
31443464 GL4+7  .. ~ of 72 
Si 4 4h + 6+ Gh47 + 5 ; 308 34 
Sit di t6+ +74 54+ 5. 373 39 
SL eAL A 64 GP T+ G+ be 4 412 45 * 


The eight batteries of twenty each are numbered; 
beneath each number is the length of wire ignited by 
that battery when used alone; the column marked 
‘*‘ observed,” is the length ignited with two or more 
batteries in series; the column marked “ calculated,” is 
obtained by adding the individual lengths together of 
the separate batteries. The coincidence between the 
two columns is remarkable, and seems to show that, 
‘““if the mean heating power of each one battery be z 
inches, the heating power of any number n united, would 
be n times 2 inches. 

(346.) For measuring minute elevations in the tem- 
perature of wires interposed in the path of small quan- 
tities of electricity, Mr. Snow Harris has constructed 
a very delicate instrument, known as “ Harris’s thermo- 


* Trans. Elec. Soc. p.63. ¢ Phil. Trans. 1827, p. 18. 
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electrometer.”* It consists of a large glass bulb, con- 
nected with a spirit bulb and attached thermometer 
tube: a platinum wire passes through the large bulb; 
and (by a recent addition) a silver wire passes, without 
touching, at right angles to this. When a minute 
quantity of electricity, as, for instance, the shock from 
a torpedo, is passed through either wire, the heat ex- 
pands the air and causes the spirit to rise in the tube. 

(347.) The heating power of electricity has been 
successfully employed in place of the common fuse, for 
blasting on land, and under water. A fine wire is 
passed through a charge of gunpowder, and its ends 
are connected with the stout terminal wires, proceeding 
from the voltaic arrangement. When the circuit is 
completed, the fine wire is ignited and the powder ex- 
plodes. The experiments of Mr. Roberts, and the recent 
experiments of General Pasley, by which the wreck of 
the Royal George has been removed, and those by which 
the cliff at Dover has been thrown down, are fresh in 
the memory of our readers. 


TRUE CHEMICAL ACTION. 


(348.) The chemical action of voltaic electricity, 
both that which occurs in the respective cells of the 
series, and that which is produced in an experimental 
vessel placed in the circuit, is its most important fea- 
ture. It has been impossible to describe the battery 
without repeatedly adverting to this property, and there- 
fore many of the leading facts which should be included 
here, have been anticipated. It remains now to trace 
out those actions more closely. 

The theory of Grotthus, who appears to have been 
the first to recognise the production of a series of decom- 
position and recomposition, along the whole line of the 
decomposed liquid, has been given in the Inrropucrion f ; 
but he included in this theory the idea that the poles, 


* Phil. Trans. 1827, p. 18. F Vol. I. p. 135, 
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i. e. the metallic terminations, respectively had an attrac- 
tion for oxygen on the one hand, and hydrogen on the 
other ; over-looking a very obvious objection, that these 
very poles which were assumed to have the power of 
extracting oxygen from combination, had not the power 
of retaining it when liberated. 

(349.) The error of his Fig. 152. 
position is rendered evident by 
the famous experiment of 
Faraday, given in fig. 152. 
A glass basin had a division of 
mica fixed across the upper 
part, so as to descend one inch 
and a half below the edge; 
solution oi sulphate of: mag- 
nesia was carefully poured in | 
till it rose a little above the (~ 
edge of the mica; a platinum | 
plate connected with one end | 
of a voltaic battery, was placed ° 
in the right hand division, with 
a block of glass resting against it, in such a manner as 
to direct any gas, which might be given off, away from 
the left hand division. Into the left hand division was 
poured distilled water, in such a manner as to preclude 
mixing, until the liquid on each side rose nearly to the 
top of the vessel ; a platinum plate connected with the 
other pole of the battery, was then placed in the left 
hand division, when the whole presented the appearance 
in the figure. The action had not continued long before 
a sensible portion of the sulphate of magnesia was 
decomposed, and the magnesia made its appearance, 
not at the metal pole, but at the surface, indicated by 
the dotted lines, where the sulphate solution ended, and 
the distilled water began; in fact, at a water pole, or 
more properly speaking, at the termination of the 
sulphate solution.* 

(350.) Not only did he succeed in eliminating the 


* Jixp. Researches, Series v. 4 494. 
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elements of a compound thus against a boundary of 
water, he has also effected it against air in another 
series of researches, when he was tracing out the 
identity of the electricities,- when demonstrating, as in 
the following experiment, that the electricity from the 
ordinary machine gives cases of true polar decom- 
position. 


On a glass plate (fig. 153.), were placed two pieces 


Fig. V53; 


of tin foil, the one eoriiecied with the prime conductor, 
and the other with a good discharging train, by wires 
or wet string. Two pice of platinum wire were pro- 
vided, bent as in fig. 154. These Fig. 154, 

were placed, as in fig. 153, with 
their points resting on a drop of 
sulphate of copper, shown by the 
dotted lines; or upon a piece of 


filtering paper containing sul- \ 


phate of indigo in muriatic acid, 
or iodide of potassium in starch ; 
or upon a piece of litmus paper 
containing solution of common salt or of sulphate of 
soda; or upon turmeric paper containing sulphate of. 
soda. In all these cases the solutions were decom- 
posed: in the Ist, metallic copper coated the end of 
the negative wire ; in the 2nd, the indigo was bleached 
by the chlorine evolved about the positive wire; in the 
3rd, iodine was liberated at the positive wire, forming 
the blue iodide of starch ; in the 4th, the litmus paper 
was reddened by the acid evolved at the positive wire, 
or, when muriatic acid was used, was bleached by the 
_ chlorine; in the 5th, the turmeric paper was reddened 
at the negative wire by the alkali there liberated. 
AaA 38 
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The experiment was extended, by placing a series of 
compound pieces of litmus and turmeric paper, moist- 
ened with sulphate of soda, as in fig. 155: when the 


Fig. 155. 


machine was turned, the fee pieces of litmus on 
which the positive wires had been made to rest, were 
reddened by the evolved acid, and the turmeric papers, 
supporting the negative wires, were discoloured by the 
evolved alkali. 

(351.) The above experiments, which very plainly 
show the identity of voltaic with frictional electricity, 
are, it is true, but cases of decomposition with metal 
terminations. We could not omit them from this 
treatise, and have introduced them here, as preliminary 
to those in which elements were released against air, 
by somewhat similar arrangements. 

(352). A piece of tin-foil, on a glass-plate (fig. 156.), 


Fig. 156. 


was connected, as before, with the prime conductor of 
the machine ; the bent wire (fig. 154.), was placed on 
the tin-foil, with its point resting on a piece of tur- 
meric paper, moistened with sulphate of soda; opposite 
to, and about two inches from the turmeric paper, was 
a metallic point connected with a discharging train. 
After forty-eight or fifty turns of the machine, the end 
of the turmeric, in contact with the air (that which is 
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at the left hand in the figure), was deeply coloured by 
the presence of free alkali. 
Again: the arrangement was reversed, as in fig 157., 


Fig. 157. 


so that the pointed wire should rest on the tin-foil, and 
the paper which, in this experiment was litmus 
moistened with sulphate of soda, rest on the end of 
the discharging train. After a very few turns, the end 
of the litmus in contact with the air, was discoloured 
by acid. 

In these three cases, the solutions were terminated at 
one end by metal, and at the other by air. 

Arrangements were now made, in which there was 
no metallic communication with the decomposing so- 
lution, as in fig. 158.. where a piece of the moistened 


Fig. 158. 


turmeric and another of the litmus paper are supported 

on wax between, and at about half an inch distant from 

two needle points, one proceeding from the prime con- 

ductor, the other from the discharging train. The 

litmus paper which points to the right, became reddened 
AA 4 
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with the acid, and the turmeric was simultaneously 
reddened with the alkali. On turning the paper con- 
ductor round, so that the relative position of its points 
was inverted, the natural colour was restored. The 
turmeric paper, red with alkali, now pointed to the 
right, in which position the acid liberated at its point, 
neutralized the alkali, by which it had been discoloured, 
and the original colour returned. So also, the litmus 
paper, red with acid, now pointed to the left, in which 
position the alkali liberated at its point, neutralized the 
acid by which it had been discoloured, and the original 
colour returned. 

Finally. Four such compound conductors, as those in 
the last experiment, were placed, as in fig. 159.; and 
the respective ends of each pair gave similar evidence 
of the elimination of the elements against the air; 


Fig. 159. 


4. é. “ against the electrified boundary surfaces :’’— in 
fact, “they indicate at once an internal action of the 
parts suffering decomposition, and appear to show that 
the power, which is effectual in separating the ele- 
ments, is exerted there and not at the poles.” * 

(353.) These, and indeed all the experiments on 
chemical decomposition, explain why the elements ap- 
pear at the poles ; but experience is against any attrac- 
tion by the poles ; for, 


“* If,” as Mr. Faraday says, “‘ in accordance with the usual theory, a 
piece of platina be supposed to have sufficient power to attract a particle 
of hydrogen, from the particle of oxygen with which it was the instant 
before combined, there seems no sufficient reason, nor any fact, except 
that to be explained, which shows why it should not, as those of gravi- 
tation, magnetism, cohesion, chemical affinity, &c. retain that particle 
which it had just before taken from a distance and from previous com- 
bination. Yet it does not do so, but allows it to escape freely.” § 536 


As, for instance, the magnesia liberated in the expe- 
riment with a water-boundary (349. ), after being freed 


* Faraday, § 471. 
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from a much more powerful attraction in an opposite 
direction, is not in the least degree affected by the pole, 
which has been said to attract it. And, the pole which 
has power, as the theory would have it, to attract gold 
Srom combination, has no power to attract free particles 
of gold floating in the liquid. The theory, therefore, 
confutes itself. 

(354.) From these and other considerations Pro- 
fessor Faraday laid down the principles on which elec- 
tro-chemical decomposition depends, with more clear- 
ness and more in accordance with general observation 
than did any of his predecessors. He says: — 

**The evolved substances are expelled from the decomposing mass, not 
drawn out by an attraction.” 537. 

“It appears to me that the effect is produced by an internal corpus- 
cular action, exerted according to the direction of the electric current ; 
and that it is due to a force either superadded to, or giving direction to the 
ordinary chemical affinity of the bodies present.’ § 518. 

“* I conceive the effects to arise from forces which are internal, relative 
to the matter under decomposition, and not external, as they might be 
considered, if directly dependent upon the poles. I suppose that the 
effects are due to a modification, by the electric current, of the chemical 
affinity of the particles through or by which that current is passing, giving 
them thé power of acting more forcibly in one direction than in another, 
and consequently making them travel by a series of successive decom- 
positions and recompositions in opposite directions, and finally causing 
their expulsion or exclusion at the boundaries of the body under decom- 
position, in the direction of the current. ....I do not believe that a sub- 


stance can be transferred in the electric current, beyond the point where it 
ceases to find particles with which it can combine.”’ 4 524. 


(355.) The poles, according to this view, being 
“‘ only the doors or ways by which the electric current 
passes into and out of the decomposing body,” he pro- 
poses to banish this term, which, in some sense, in- 
volves the ideas of attraction and repulsion, and to 
substitute for it the word electrode.* The propriety of 
this term is recognised, by its being now very generally 
adopted among electricians. 

(356.) In describing the gas battery (333.), men- 
tion was made of the exact correspondence between 
the chemical changes occurring in each cell of the bat- 


* From #Aexreov and dds, a way, 
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tery, and those manifested in the decomposing appa- 
ratus. This law was thus laid down by Faraday : — 


“ The chemical power of a current of electricity is in direct proportion to 
the absolute quantity of electricity which passes ;” and “the amount of 
electro-chemical action is also a constant quantity, i.e. would always be 
equivalent to a standard chemical effect founded upon ordinary chemical 
affinity.”’? §§ 783.505. 


(357.) This led to the construction of the volta- 
electrometer, or voltameter, as an actual measurer of the 
electricity passing. One form of this instrument is given 
in jfig.160. It consists of a glass bottle 
with two necks, into one of which is fitted 
a graduated glass tube. Two wires, ter- 
minating within in platinum plates, are 
hermetically sealed in the tube, their pro- 
jecting ends serving for connection with 
the battery. The vessel being filled with 
acidulated water, and the stopper placedin, 
is inverted, so that the air is expelled from { 
the tubes, while the liquid is substituted. 
On placing it the circuit, oxygen gas is 
given off at one electrode, and hydrogen 
at the other ; and for every nine grains 
of water decomposed, eight grains of oxy- 
gen and one of hydrogen are liberated ; 
and thirty-two grains of zinc are con- 
sumed in each cell. The voltameter is made in various 
forms, either for collecting the gases separately or com- 
bined: in all cases the elec- 
trodes must be either gold or Fig. 161. 
platinum, or the oxygen would 
combine with them, as we have 
seen it combine with zinc in 
the various generating cells. 
Fig. 161. is another form of 
the instrument. 

(358.) From \vw, to loosen, 
Professor Faraday has named 
decomposable bodies “ Electro- 
lytes ;” and the act of decom- 
position, “ Electrolyzation.” 


Fig. 160. 
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He has also called the boundary where the current enters 
an electrolyte, the “ anode,” * and that where it leaves the 
electrolyte the “ cathode.” t In the single cell ( fig. 142.) 
the zinc plate is in contact with the anode, and the copper 
with the cathode ; in the voltameter the plate where 
oxygen is given off impinges on the anode, and that 
where hydrogen is liberated on the cathode. Many 
electricians at home and abroad, either intentionally or 
through misapprehension, had acquired the habit of ap- 
plying these terms to the electrodes or metal plates them- 
selves ; and Mr. Grove, finding the inconvenience of no 
distinctive character being given to the electrodes, unless 
the old words positive and negative, determined on ex- 
tending the original application of the terms to the metals 
themselves. Professor Faraday called those bodies libe- 
rated at the anode, as oxygen, chlorine, iodine, “anions ;” 
and those liberated at the cathode, as hydrogen and the 
metals, “ cathions;” and to all of each class he gives the 
general name ‘‘ ions.” { 

(359.) These explanations will render intelligible 
previous extracts wherein these words were introduced, 
and are necessary for the comprehension of the follow- 
ing summary of certain ascertained facts relating to the 
chemical action of the voltaic current :— 


1. A single ion, i e., one not in combination with another, will have 
no tendency to pass to either of the electrodes, and will be perfectly indif- 
ferent to the passing current {, unless it be itself a compound of more 
elementary zons, and so subject to actual decomposition. 


* ayo, upwards. + xara, downwards. t iov, going. 

§ Mr. Faraday is very particular in defining a current. If two 
voltaic troughs are connected, as in fig. 162., with a magnetic needle sus- 
pended over the connecting wire, no effect will occur to the needle, until 


Fig. 162. 


i 
i 
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the circuit be completed by connecting the other ends with another wire, 
so that whatever state the wire may possess, antecedent to the circuit’s 


364 VOLTAIC ELECTRICITY. BOOK III. 


9, If one ion be combined in right proportions with another strongly 
opposed to it in its ordinary chemical relations, z.¢., if an anzon be com- 
bined with a cathion, then both will travel, the one to the anode, the other 
to the cathode, of the decomposing body. 

“3. If, therefore, an ion pass towards one of the electrodes, another on 
must also be passing simultaneously to the other electrode, although from 
secondary action it may not make its appearance. 

“4. A body decomposable directly by the electric current, z.e. an elec- 
trolyte, must consist of two ions, and must also render them up during the 
act of decomposition. 

“5. There is but one electrolyte composed of the same two elementary 
ions; at least, such appears to be the fact, dependent upon a law that only 
single electro-chemical equivalents of elementary tons can go to the elee- 
trodes and not multiples. 

«<6. A body not decomposible when alone, as boracic acid, is not directly 
decomposible by the electric current, when in combination. It may act as 
an ion, going wholly to the anode or cathode ; but does not yield up its 
elements, except occasionally by a secondary action..... 

“<7 The nature of the substance of which the electrode is formed, pro- 
vided it be a conductor, causes no difference in the electro-decomposition, 
either in kind or degree: but it seriously influences, by secondary action, 
the state in which the ions finally appear. Advantage may be taken of 
this principle in combining and collecting such ions, as if evolved in their 
free state, would be unmanageable. 

‘8. A substance which, being used as an electrode, can combine with the 
ion evolved against it, is also, I believe, an zon, and combines in such cases 
in the quantity represented by its electro-chemical equivalent..... 

*©9, Compound ions are necessarily composed of electro-chemical equiva- 
lents of simple ions. For instance, sulphuric acid, boracic acid, phosphoric 
acid are ions, but not electrolytes, z.e., not composed of electro-chemical 
equivalents of simple zons. 

“© 10. Electro-chemical equivalents are always consistent; 7. e., the same 
number which represents the equivalent of a substance A, when it is 
separating from a substance B, will also represent A, when separating from 
a third substance C. Thus, eight is the electro-chemical equivalent of 
oxygen, whether separating from hydrogen, tin, or lead.... . 

“41, Electro-chemical equivalents co ncide and are the same with 
ordinary chemical equivalents,” * 


These laws are just as applicable to the actions going 
on in the several cells of the battery, as to the decom- 


being completed, it differs from the subsequent condition ; and the latter 
alone appears to affect the magnet. He thus defines the two states : — 

“* By current 1 mean any thing progressive, whether it be a fluid of 
electricity, or two fluids moving in opposite directions, or merely vibrations, 
or, speaking still more generally, progressive forces. By arvangement I 
understand a local adjustment of particles, or fluids, or forces, not pro- 
gressive.” 4 283. 

* Exp. Researches, Series vii. §§ 826—836. 
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posing cell ; for the /iquid throughout the series is un- 
dergoing electrolysis. 

Professor Faraday has established many other import- 
ant facts, as, that as solid electrolytes are liquified, they 
acquire the power of conduction and decomposition ; 
that water is not, as some have thought, essential in an 
electrolyte ; that compounds formed by a powerful affi- 
nity, as water, are more easily decomposed than those 
dependent on weak affinities, as glass ; that the elec- 
tricity which decomposes, and that evolved by the de- 
composition of a certain quantity of matter, are alike, 
being each the representative of the actual quantity of 
electricity, or electric power, belonging to different 
bodies ; that metallic contact is not necessary for the 
production of the voltaic current ; that the forces termed 
chemical affinity and electricity are one and the same ; 
that an electrolyte is essential to a voltaic circuit. ‘These 
several deductions will find their illustrations in many 
of the voltaic arrangements which have been’ described. 
We must now proceed to explain the secondary actions 
alluded to in Nos. 3., 6., and 7., which will greatly 
assist in comprehending the rationale of the application 
of electrolysis in the arts. 

(360.) If acid water is included in a voltaic circuit 
by means of electrodes of platinum, it is decomposed, 
and the two elements, oxygen and hydrogon, are given 
off at the respective plates ; and the anode always gives 
off oxygen, and the cathode hydrogen. This liberation 
of the gases is termed a primary result. But if the 
anode be of copper instead of platinum, the case is 
altered ; for the oxygen, instead of being given off, com- 
bines in its nascent state with the copper, and forms an 
oxide of that metal, soluble in the acid water ; so that 
hydrogen is obtained at the cathode as before, and sul- 
phate of copper is formed at the anode. Again, if the 
sulphate of copper is allowed to accumulate in the liquid, 
the cathode will soon cease to give off gas; for the nascent 
hydrogen will combine with the oxygen of the metallic 
oxide in solution, and the metal will be set free. These 
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are illustrations of the two kinds of secondary action ; 
in the one case, the liberated element combines with the 
electrode and consumes it; in the other, it combines 
with an element previously combined with another and 
in solution, and sets free the other. €372. ) Instances 
of these secondary actions are most abundant, and may 
be traced in every voltaic arrangement except Grove's 
gas battery. They are of great avail in practice ; for 
we are often enabled to associate their action with that 
of the voltaic current, and produce decompositions at a 
small expense of generating power. 


ELECTRO-METALLURGY, ETC. 


(361.) This reduction of metal by secondary action 
is no new thing in electro-chemistry ; but the idea of 
reducing metal in different forms, and of a definite 
character, is of comparatively recent date; and it is 
jointly due to Prof. Jacobi, of St. Petersburg, and to 
Mr. Spencer, of this country. By the former, the art 
was termed the “ Galvano-plastic ;”’ and in England it 
had received from Mr. Bachhoffner the name of “ Elec- 
trotype.’ Mr. Smee, one of the earliest writers on the 
subject, termed it “‘ Electro-metallurgy ;”’ and, from its 
very varied and extensive application in working the 
metals, in conditions to which the words plastic and 
type are most assuredly inapplicable, we are now in- 
clined to adopt the latter designation. 

The electro-metallurgic operations divide themselves — 
into two classes: —- 1st, those which are effected at the 
cathode (358); 2d, those which are affected at the 
anode; and the latter are sub-divided into erosion and 
deposition. 

The reduction of metals from their solution is seen 
in the action of a Daniell’s battery ; and before the idea 
of electrotype occurred, films of metal deposited on the 
copper cylinder, would peel off and present the lines 
and other characteristics of the original surface: but 
the hint was lost on many of us. It was but to keep 
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the action in proper order, and provide suitable surfaces 
to collect the metal upon ; and an art, now practised by 
every schoolboy, was introduced. 

(362.) The simplest form of experiment is to copy 
a seal. A wax impression is very slightly moistened 
with alcohol; and black lead* is rubbed over it with a 
stiff brush, by which means a conducting surface is 
given to it. A piece of copper wire is then warmed 
and pressed into the margin of the wax, care being 
taken to complete with black lead the conducting con- 
nection between the wire and the impression. To the 
other end of the wire is attached a piece of zinc, about 
two inches square. The wire is bent so that the zine 
and the seal come face to face; and the zinc end is 
placed in a water-tight card diaphragm, containing salt 
water. The card is placed in a glass of saturated 
solution of sulphate of copper; and, after remaining 
twelve or more hours, a thick mass of metallic copper 
will be found on the seal ; which copper, when removed, 
will present a faithful copy of the seal, in its minutest 
detail. 

In the same manner, wax moulds of medals, or 
plaster medallions are treated. A more convenient ar- 
rangement is given in fig. 163., where 
_ zis a rod of zinc, p a porous clay dia- 
phragm, e¢ a cell of glass or earthen- 
ware, w a copper wire connected to the 
zinc by a binding screw, and m the 
sealor mould. The zinc may be used, 
if unamalgamated, with salt and water ; 
or, if amalgamated (312.), with acid 
water. The latter is the better, be- 
cause the crystallization of the salt in 
the pores of the diaphragm is apt to 
disintegrate it ; and for other reasons. 

Another form, in which several 
moulds can be introduced at once, is 


* The application of black lead for this purpose is due to Mr. Murray, 
of Regent Street. At Elkington s they have found melted zinc, into which 
a few pieces of iron have been placed, when powdered, advantageous to 
mix with the plumbago. 


368 VOLTAIC ELECTRICITY. BOOK III. 


given in jig. 164. In this case, the zinc rod is con- 
nected with a rim of metal about the upper edge of the 
cell, on which the moulds are sus- _—_ 164. 
pended. The action is maintained 2 
by supplying the copper solution Ga) 
with crystals of the sulphate, which (7 
are generally placed on shelves in- ||) 
troduced for the purpose. It is }j 
only while the due adjustment be- |) 
tween the size of the elements (of |) 
which the mould is one), and the || 
strength of the solution, is main- i 
tained that the “ reguline”’ metal, 
as Mr. Smee has termed it, is deposited. 

(363.) In practice, on account of some incon- 
veniences connected with the management of the single 
cell, as the above arrangements are termed, two cells 
are often employed ; one for generating the electricity, 
which may be a Daniell (315.), a Smee (326.), or other 
constant arrangement ; and another for a working cell. 
Fig. 165. represents such an arrangement. A is a con- 


Fig. 165. 


stant battery, B the decomposition cell, m a metal rod 
for supporting the moulds, ¢ a similar rod for support- 
ing copper plates ; the wire # connects the moulds with 
the zinc of the battery, the wire z connects the copper 
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plates with the copper of the battery. The cell B con- 
tains a mixture of one part sulphuric acid, two parts 
saturated solution of sulphate of copper, and six or eight 
Or more parts of water, according to circumstances. 
_ The actions, which take place with such an arrange- 
ment, have been already described (360.) ; copper is 
consumed from the plates ¢ by union with the oxygen 
liberated there, and copper is deposited on the moulds 
m, by the secondary action of the nascent hydrogen ; 
and this consumption and deposition are exactly equal ; 
so that, so far as this action is concerned, the solution 
is in the same condition at the end, as at the beginning 
of the experiment. Had platinum plates been used in- 
stead of copper c, the deposition would have occurred 
at the expense of the solution, which would soon have 
been exhausted; and, in that case, one generating cell 
would not have done the work. It will be seen in the 
arrangement before us, that the cell B offers very little 
resistance to the current; for the affinity of the oxygen 
for the copper is of the same character, though less in 
degree, and exerted in the same direction as the affinity 
of the oxygen for the zine in the generating cell A. 
(364.) Taking advantage of this feeble resistance, 
we have been in the habit of accomplishing a series 
of as many as six depositions of metal, by means of one 
generating cell. Fig. 166., by which this is effected, 
will be understood at a glance. The reduction of six 
equivalents of copper is thus obtained at the expense of 
Fig, 166. 
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but one equivalent of zinc; or for every 323 grains of 

zinc consumed, 6 x 31.6 = 189.6 grains of copper are 

obtained. The solutions, in the cells a, are to be more 

diluted than when only one operation is going on. 

_ (365.) The following observations will show how - 
the generating power and the work must be adjusted, in 

order to ensure the “‘reguline” deposits, which we just 

now mentioned (362). 

“< If the battery is zoo Zarge, or the copper-plate in the decomposition cell 
is too large, or if the mould is too smali, hydrogen, as well as copper, will 
be released, and the deposit willbe the dark powder, a dull red, a violet, 
or a black powder. The same will occur if the solution in the decom- 
position cell contains too much acid, or too little sulphate of copper. 

“If the battery is foo small, or the copper-plate in the decomposition 
cell zoo small, or if the mould is too large, or if the decomposition cell con- 
tains too /étéle acid, or too much sulphate of copper, or if the weather be too 
cold, the copper will be deposited very slowly, and will present a dull-red 
exterior, or be of a very brittle texture, or will be thrown down in a crys- 
talline form.* 


These principles are embodied by Mr. Smee into the 
following laws : — 

“ Daw I.—The metals are invariably thrown down as a black powder, 
when the current of electricity is so strong in relation to the strength of 
the solution, that hydregen is evolved from the negative plate of the de- 
composition cell. 

* Law JI.— Every metal is thrown down in a crystalline state, when 
there is no evolution of gas from the negative plate, or no tendency 
thereto, 

“© Law III. — Metals are reduced in the reguline state, when the quan- 
tity of electricity in relation to the strength of the solution is insufficient 
to cause the production of hydrogen on the negative plate in the decom- 
position trough, and yet the quantity of electricity very nearly suffices to 
induce that phenomenon.” + 


(366.) The art of electro-metallurgy had not existed 
long before many individuals availed themselves of the 
protection of the patent laws for several applications 
of it: — . 

Mr. Jas. Lockett possesses a patent for manufac- 
turing and preparing cylinders, rollers, and other sur- 
faces for calico-printing, for thickening old rollers, 
and for filling up portions of patterns to be obliterated. 


* Electrotype Manip., §§ 63, 64. ¢ Electro-Metallurgy, p. 115., &c. 
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Mr. William Tudor Mabley has a patent for pro- 
ducing printing or embossing cylinders or blocks, from 
designs executed in parts,—for joining disconnected 
metallic plates into one connected surface, —for adding 
to the surface of a plate, in order to extend the design, 
—for producing designs in relief, by depositing copper 
on a plate which has previously been prepared by cover- 
ing with varnish, tracing the design through the varnish, 
and covering the whole with plumbago,— or on a litho- 
graphic stone similarly treated,— or on a design, punched 
on sheet-lead,— for producing sets of plates for print- 
ing in colours,—for making button-dies, and dies for 
embossing, —for mounting seals and tools,—and for 
making seals. 

Mr. Alex. Jones has a patent for making pipes, 
boilers, stew-pans and other vessels of copper by de- 
positing the metal on moulds of clay, wax, plaster, &c., 
or on metals which melt at a lower temperature than 
copper ; — also for joining pieces together to form 
vessels. 

Mr. Ed. Palmer has a patent for producing printing 
surfaces, which are popularly known as ‘ Electro-tints:” 
a painting is made with some kind of varnish on a 
copper plate ; the whole is black-leaded, and a copper 
deposit is thrown down, which, when removed, is 
printed from.* 

Mr. Islam Baggs has a patent for improvements in 
printing, whereby colours are given to fabrics by elec- 
trolytic action. 

Mr. Ed. Palmer has a second patent for producing 
printing surfaces. This he terms “ Glyphography.” 
A smooth copper plate, after being blackened by sul- 
phuret of potassium to enable the draftsman to see his 
work, is coated with a certain etching ground, through 
which the design is traced. The high lights are now 


* Prof. von Kobell of Munich, on making such a plate, examines the 
proof : if too fairt, he deposits copper on the plate, and thus obtains a mould, 
to which he can make the necessary corrections; he then deposits again 
and obtains a fresh plate. 
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built up with non-conducting materials to prevent their 
printing : the whole is made conductive, and an electro- 
copper plate is formed on it: this is soldered on a 
block of wood and used as a wood-cut, and is called an 
electro-glyphographic cast. Or the plate, after etching, 
has a plaster cast taken from it: from this the high 
lights are cut out; it is then oiled, and a second cast 
is taken, from which a stereotype copy is to be made. 
This is called a stereo-glyphographic cast. 

Dr. Leeson has a patent for improvements in the art 
of depositing and manufacturing articles by electric 
agency. 

(367.) But, besides the operations we have here 
described of depositing metals on moulds or other pre- 
pared surfaces, from which the metal is to be subse- 
quently removed, there are cases in which the metal is 
to remain where it is deposited. Gilding and plating 
are of this class. 

The solutions employed are the auro-cyanide and the 
argento-cyanide of potassium, best made by dissolving 
neutral chloride of gold, or cyanide of silver respec- 
tively in pure cyanide of potassium —the sulphates of 
gold or silver — and the carbonate of silver. The 
operation is conducted in the same manner as for the 
deposition of copper. Many precautions are necessary 
to ensure adhesion between the surfaces, &c., into the 
detail of which we cannot now enter. 

The patentees for these applications, in order, are 
G. and H. Elkington, J. S. Woolrich, and Ed. Tuck. 

' Of course, the same operations, properly regulated, 
are of equal avail in the deposition of other metals: 
and. we have first on the list of patentees, James Shore, 
for coating or covering manufactured articles composed 
of wrought or cast iron, lead and copper and its alloys, 
with copper or nickel ; and Messrs. Elkington for 
electro-zincing, by which means they protect iron from 
the effects of oxidation, consequent on exposure to the 
atmosphere. Their process, if we may judge from the 
specimens, promises to be very advantageous. The 
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sulphate of zinc in solution is employed by the paten- 
tees. The same gentlemen have recently obtained a 
patent for producing metallic cloth, or rather cloth 
_with a metallic coating on one side. They prepare it 
for various purposes, among which are roofing, packing, 
&c. Electro-coppering from a cyanide solution is also 
patented. The only other patent of which I am aware 
is one possessed by Mr. Ogilthorpe Barrett, for the 
precipitation of metals. 

(368.) Such of our readers as are curious to know 
the many electro-metallurgic processes, both at home 
and abroad, which are not patented, may consult some 
of the treatises on the art.* De la Rive was the first 
to obtain a deposit of gold, but his process was not 
available in practice. M.de Ruolz has experimented 
to some extent on gilding and plating; so bas M. 
Becquérel. Basket-work, fruits, leaves, flowers, the 
grasses, and even insects, —also busts, statues, and me- 
dallions, have in turn received coatings of copper and 
other metals; indeed, the whole detail of the art, and 
its many ramifications, give it an unusual degree of 
interest. Daguerréotype plates have been made by this 
means: yes, and even Daguerréotype pictures have 
been copied. For the sake of contrast, in order to 
show the universal interest in the art, we may mention, 
on the one hand, that we were lately in conversation 
with one of the watchmen on the Great Western Rail- 
way, who had with him several very excellent electro- 
type impressions, which were the product of his leisure 
hours; and, on the other hand, that His Imperial 
Highness the Duke of Leuchtenberg has not only 
experimented on it, but has added to its applications 
that modification termed by M. Jacobi, Galvanography, 
which consists in writing on a metallic surface with 
varnish, and then allowing copper to deposit and grow 
over the lines, so that a plate fit for printing is obtained. 


* Vide Jacobi’s Galvano-Plastic, translated by Sturgeon, Smee’s Electro- 
Metallurgy, and Walker’s Electro-type Manipulation. 
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But we must now pass on to describe the effects which 
occur at the anode, or place where the electricity enters 
the decomposition cell. 

(369.) With few exceptions, we have noticed the 
very general destruction of the anode or positive metal 
in the several voltaic arrangements. It is prevented by 
using platinum (360.) or gold, in cases where oxygen 
is the liberated element ; but even these metals are 
destroyed, when a compound containing chlorine (322.) 
is acted on. Hence has originated “ electro-etching,”’ 
an art for which Messrs. T. Spencer and J. Wilson have 
a patent. It includes etching on iron and steel by a 
solution of common salt; on silver by sulphate of soda 
or sulphate of silver ; on gold, by hydrochloric acid ; 
on copper, by sulphate of copper, and on metals gene- 
rally. The process is extremely simple. To a polished 
copper plate, for instance, is affixed a wire, the back of 
the plate is varnished, and the face is covered with 
etching ground ;—the design is traced through the 
etching ground by a fine point;—the plate is then 
suspended in a decomposition cell, B (fig. 165.), on 
the rod c, which is in connection with the copper of 
the battery ; on the rod m, facing the prepared plate, 
is suspended an equal sized piece of copper. The 
oxygen, liberated by electrolysis, having access. to the 
exposed parts of the plate only, combines with those 
portions of the copper, and in a few minutes (ten per- 
haps) the plate is etched ;—the fine parts are now 
stopped out with Brunswick black, and the operation is 
renewed ;—the half-tints are then stopped out, and a 
few minutes’ more action completes the etching. 

Mr. Grove, by following out the principles of electric 
affinity, has even etched Daguerréotype plates. The 
dark and light portions of these pictures are respec- 
tively silver and mercury. Not finding an electro- 
lyte whose element would act on one of these metals, 
and not on the other, he selected dilute hydrochloric 
acid, the chlorine of which has a greater affinity for 
silver than for mercury. After a very brief action, the 
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original design assumes the appearance of a sienna- 
coloured drawing, from the film of oxy-chloride formed: 
on washing the film away with ammonia, and rinsing in 
distilled water, a perfect etching is discovered, from which 
faint prints may be obtained.* 

Another mode of etching, in which the design is 
obtained in relief, is due to the Duke of Leuchtenberg : 
_he makes a sketch as before (368.), with varnish, 
on a copper plate ; he then connects the plate as the 
anode in the decomposition cell, and thus erodes all the 
uncovered metal, leaving of course those portions in 
relief which are protected by the varnish. 

(37 0.) We have yet another feature to notice of the 
action at the anode; it is the deposition on it, under 
certain circumstances, of a metallic peroxide. When a 
polished steel plate in a saturated solution of acetate of 
lead is made the positive pole of a series of two or 
three, and a pointed wire from the negative end of the 
series is held over and near the plate, metallic lead is 
liberated on the wire, as in previous experiments, and 
a brilliant series of coloured rings make their appear- 
ance on the plate. By varied mechanical adjustments, 
such as using metal patterns instead of points and discs, 
with interposed patterns cut in card, the colours may be 
arranged into various figures ; these are called ‘‘ metallo- 
chromes.” 

If small steel plates are used, and larger metal discs 
are opposed to them, @ single tint may be given to 
each plate; and, by regulating the durdtion of the 
experiment, and the distance between the plates, a 
gradation of tinted plates may be produced. This is 
called ‘ Nobili’s Chromatic Scale.” The first tint is 
produced in about two seconds. There is very great 
difficulty in the actual manipulation ; for, from the 
varying circumstances of the experiment, and its ex- 
treme delicacy, the production of too high or too low a 


* Proceed. Elec. Soc. p. 94. 
+ Vide Nobili, Scient. Memoirs, art. v. vol. i.; Gassiot, Proceed. Elec. 
Soc. 4to. p. 190. ; Electrotype Manip. part iis p. 43, 
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tint is a common occurrence. We have ourselves suc- 
ceeded indifferently well conjointly with Mr. Gassiot, 
in producing a series of about forty tints. 

* The colours commenced with what Nobili terms silver blond, being the 
colour of very light hair, and progress on with darker gradations to fawn 
colour; and thence through violet shades to indigoes and blues. ... From 
the blue, the tints pass through pale blue to yellow; thence through orange 
to lake; thence through bluish lake to green and greenish orange; thence 
through rose orange to greenish violet and green; and thence through 
reddish yellow to rose lake, which constitutes the highest or 44th colour of 
Nobili’s chromatic scale.’’ * 


The above extract from Mr. Gassiot’s paper will 
give some idea of the beauty of these productions. It 
is somewhat surprising that experiments of such exceed- 
ing brilliancy are not more frequently repeated. From 
the year 1829, when Nobili first described them, till 
they were successfully revived by Mr. Gassiot in 1839, 
they had been little noticed ; and ever since that time, 
there have been few who have attempted them. 

The colours in these experiments arise from thin 
films of peroxide of lead, deposited on the plate; and 
are thus far analogous to the colours of a soap bubble, 
or the celebrated Newton’s rings. The peroxide is the 
effect of electrolysis :—the oxygen liberated finds in 
the solution a protoride of leadt, for which it has a 
great affinity, and uniting with this, the peroxide of the 
deposit is formed. 

(371.) M. Becquérel has turned these affinities to 
practical account in some very recent researches. t 
Guided by the fact that peroxides are not affected by 
atmospheric influences, he was induced to apply them 
as protecting coatings to metals, especially to iron, 
exposed to atmospheric action. He has employed the 
peroxide of lead, and the peroxide of iron; the former, 
obtained from a solution of protoxide of lead in caustic 
potash, the latter from protoxide of iron in ammonia. 


* Proceed. Elec. Soc. p. 191. 4to, 
t Acetate of lead being protoxide of lead, in acetic acid. 
t Compte Rendu, July 3. 1843, 
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It is not well to electrolyze these solutions for practical 
purposes in the same manner as when Nobili’s films are 
obtained ; because the extraction of metal at one elec- 
trode, and owide of metal at the other, would soon 
exhaust the solution. It is therefore placed in a porous 
tube within a vessel containing dilute nitric acid: — 
a platinum plate in the acid is connected with the 
negative end of a constant pair, and the object to be 
coated, which is placed in the metallic solution, is con- 
nected with the positive end ; —if, instead of nitric 
acid, in the outer vessel, there is an alkaline solution, 
minus the metal, the same effects may be obtained, but 
it requires a series of generating pairs. 

(372.) We are induced here to give four diagrams 
to illustrate these various electro-metallurgic operations, 
and, with them, electrolytic actions generally. Fig. 167. 
represents two platinum elec- Fig. 167. 
trodes P P connected respec- 
tively by the wires p, n, 
with the positive and nega- 
tive ends of a voltaic series. 
Between them are two par- 
ticles of water, each particle 
consisting, as is well known, 
of an equivalent O of oxygen, and an equivalent H of 
hydrogen. Before the current passes, these elements exist 
together as water, as shown by the links (1) and (2) ; 
but, when the current passes, the element O of the first 
particle (1) of water is liberated, and ascends, in the 
direction of the dotted arrow, as gas: the element H of 
the said first particle (1) combines with the element 
O’ of the second particle (2), still producing a particle 
of water (1°), as represented by the lower link: the 
hydrogen H’ of the second particle is thus liberated, 
and ascends in the direction of the dotted arrow, in the 
form of gas: nothing is here lost, but, in place of 
two molecules of water, there remains but one mole- 
cule, and enough of the two gases to make another 
molecule. 
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If an oxidizable metal, as copper, C (jig. 168.), is 
made the positive pole or Fig. 168. 
anode, the oxygen is not set 
free ; but, from the affinity : 


ie 
existing between nascent 5 
wi wate. 


2 
ge: 
oxygen and copper, com- exe Ds 
bination takes place and ie 
molecules (o,‘c) of oxideol “= 
copper is produced. This Ee ree 
in fact is the principle of electro-etching. 

If a metallic solution, as sulphate of copper, is used, 
neither oxygen nor hydrogen is set free. To the former 
diagram, other things remaining the same, I have now 


added (fig. 169.) a second Fig. 169. 

row of molecules (of which, to fe n 
avoid confusion, part only is if 

expressed), and also a third R \ 
row. This represents the ose 


addition of oxide of copper;| c { 0 
O” C dissolved in sulphuric —=5> 
acid, OS.* The hydrogen aS 
now, instead of being given 
off, combines with the oxygen 
O”, of the oxide of copper, Sy 
as shown by a thick line, and the copper C’ is liberated 
and deposited on the plate P. This is the principle of 
the reduction of metals by elec- Fig. 170. 
trolysis. It is here seen that p n 
©’ is taken out of the solution ; 
but the action illustrated in 
fig. 168. simultaneously pre- 
vails; and C being taken in, 
the strength remains unimpaired 
(363.). If C were platinum, 
of course it would not combine. 
Lastly, in fig. 170. the first 
row represents molecules of water; the second protoxide 


* The triple circle is to show that sulphuric acid is 1 S+3 O. 
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of lead OL, dissolved in O K, oxide of potassium or 
caustic potash: in this case metal L’ is deposited on 
plate P, as before (fig. 169.); but the oxygen O in the 
first row, instead of combining with the copper. as in 
other cases (figs. 168, 169.), combines with the pro- 
toxide of lead O L, for which it has a greater affinity, 
and produces a peroxide, OO L, which is deposited in 
a thin film on C. In this case metal is abstracted at 
both poles. Here we have the metallo-chromes, and 
Becquérel’s experiments. 


SLOW ACTIONS. 


(373.) This universal power of electro-chemical ac- 
tion has even been employed in producing crystalliza- 
tions; and, for this purpose, very feeble actions are 
used, but they are continued, not merely for hours or 
days as in some of the cases before us, but for weeks or 
months, or even, in some instances, years: by. which 
slow action, time is given to the several crystalline pro- 
ducts to assume the isomorphous characters peculiar to 
each. _ Bucholz, in 1807, made some experiments on 
this subject : he poured a metallic solution into a glass ; 
and on it he carefully poured distilled or acid water, so 
that no mixture should occur: he plunged a plate of 
copper into the vessel, and one end became coated with 
reduced metal after several hours immersion.* In the 
present day this would be called an electro-metallurgical 
experiment. But Becquérel is the first to have carried 
slow actions to any extent : — He took, for instance, a 
U tube, filled with metallic solution, having a wire in 
each arm: by the feeble current of a thermo-electric 
apparatus (534.), he deposited copper on the negative 
wire. He placed a tamping of asbestus in the bend of 
the tube, and filled one arm with solution of sulphate 
of copper, and the other with salt water. He connected 
them with an are of copper wire. After a time, on 


* Annales de Ch. et de Ph. +. lxvi. p. 166. 
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one end of the wire metallic copper appeared; on the 
other, octohedral crystals of the double chloride of 
copper and sodium.* Similar double chlorides of other 
metals were obtained in like manner. On substituting 
sal ammoniac for sea-salt, the crystals were double 
chlorides of ammonia and the metals. In like manner 
were double iodides obtained. A test tube was partly 
filled with deutoxide of copper, and on it was poured 
solution of nitrate of copper ; a copper plate was then 
thrust to the bottom of the tube. In a fortnight, red, 
transparent octahedral crystals of protoxide of copper fT 
were found on the lower portion of the plate. With 
sub-acetate of lead, a plate of lead, and litharge, pro- 
toxide of lead was obtained in dodecahedral crystals 
with pentagonal faces, or in silky filaments. With a 
U tube, containing hydrochloric acid and silver in one 
arm, connected with carbon in the other, octohedral 
erystals of chloride of silver, similar to those found in 
nature, appeared on the silver. Chlorides of other 
metals were obtained by similar means. The bend of 
a U tube was tamped with moist clay; into one arm 
was poured hyposulphite of potash, and into the other 
nitrate of silver, which were connected by silver wire. 
Metallic silver appeared on the end contained in the 
nitrate ; and, on the other, there were produced, in the 
early stages of the action, prismatic crystals of the 
double hyposulphite of silver and potash; and after- 
ward, beautiful octohedral crystals of sulphuret of silver. 
Other sulphurets were obtained by like means, as were 
also iodurets, In reference to these experiments, after 
mentioning the regular action of electrolysis, which we 
have seen in all the forms of voltaic apparatus, M. Bec- 
quérel says : — 

‘* That is what takes place wherever the force of the battery is sufficient to 


effect the decomposition of both solutions. But, if it can only decompose 
one of them, then the elements of this are transported into the others, 


* Common salt being chloride of sodium. 
+ Mr. John Davy, without being aware of these experiments, had also 
obtained the same protoxide. 
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where they generally produce modifications, which lead to the formation 
of new compounds.” * 

(374.) He now examines other cases of slow action: 
— Two vessels, one containing solution of sulphate of 
copper, and the other alcoholic solution of sulpho-car- 
bonate of potash, are connected by a U tube filled with 
clay moistened by nitrate of potash : —a piece of copper 
in the sulphate is connected with a piece of lead in the 
other vessel. On the copper plate metallic copper is 
precipitated ; on the sides of the other vessel, neutral 
carbonate of potash crystallizes ; on the lead, &c. double 
sulpho-carbonate of lead and potash in acicular crystals, 
carbonate of lead, and probably sulphate of potash and 
sulphate of lead ; and finally, a deposit of sulphur in 
octohedral crystals with rhomboidal faces. In acting 
on organic compounds, hydrated carbonate of lime was 
formed from lime dissolved in syrup. Solution of 
proto-chloride of iron was placed in one arm of a U 
tube, and chloride of sodium in the other; in the 
former was a piece of zinc, connected with a piece of 
platinum in the latter: small crystals of iron were after 
a time deposited on the platinum. Zirconium was 
reduced from an hydro-chlorate containing a little iron ; 
the first results were an alloy. Glucinum and oxide of 
titanium were also reduced. Magnesium was reduced 
with difficulty. 

He also obtained sulphurets by another method : — 
Sulphuret of mercury was placed in a test tube, and on 
it was poured a solution of chloride of magnesium. A 
piece of metal was thrust to the bottom of the tube, 
and the apparatus hermetically sealed. After six weeks’ 
action, the lower portion of the tube was covered with 
regular tetrahedral crystals of pure sulphuret of lead. 

(375.) By some such molecular charges as are evi- 
denced in these slow actions, M. Becquérel believes that 
the carbon is transferred during the conversion of iron 
into steel; and, as he expected, on connecting the 


* Traité de l’Electricité, &c., vol. i. p. 337. 
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respective ends of a test instrument with the iron and 
the carbon, during the progress of this operation, he 
detected a powerful electric action from the iron to the 
carbon : and in like manner he believes the changes in 
the essential character of rocks to be brought about. 

(376.) The arrangement for producing arragonite is 
more complex than those above. A U tube, filled with 
moist clay, connects a closed vessel containing chloride 
of calcium, with another containing saturated solution 
of carbonate of lime in carbonic acid; and a third vessel 
generates carbonic acid to keep the second supplied. 
The negative pole of a water battery of thirty pairs is 
placed in the second vessel, and the positive in the first. 
After twenty days, crystals of carbonate of lime ap- 
peared in the second vessel: they were not rhombo- 
hedral, like the primitive carbonate of lime ; but were 
quadrangular prisms, with the usual characteristics of 
arragonite. 

(377.) The character of this treatise does not permit 
the introduction of the actually chemical, though doubt- 
less essentially electrical experiments, by which M. 
Caigniard Latour obtained silicates ; we can only men- 
tion how M. Becquérel preceeded electrically. He 
placed a silicate and an aluminate of copper in a test 
tube, and filled it with a solution of sea-salt ; he thrust 
in an iron wire: after a time rectangular-faced crystals, 
characteristic of a silicate or a sub-silicate of alumina 
appeared on the inner surface of the tube. Again, he 
placed a saturated solution of silex in hydrochloric acid 
of commerce in one tube, and salt water in another, 
with zinc in the latter, and platinum in the former. 
And the proper connections being made, he obtained 
first an alloy of silicium and iron (for the acid of com- 
merce contains a little iron), and then almost pure 
silicium. 

(378.) Unacquainted with these experiments, our 
countryman, Mr. Crosse, was pursuing similar inves- 
tigations, and by somewhat varied adjustments he ob- 
tained the same general results. From a cavern near 
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Broomfield, the top of which is studded with crystals 
of arragonite and carbonate of lime, he took some 
water, and found it to contain about ten grains of car- 
bonate of lime, and a little sulphate, per pint. After 
electrolyzing this for ten days with 100 pairs of the 
water-battery, he obtained rhomboidal crystals of sul- 
phate of lime; and in three or four weeks the negative 
wire was covered with them. The same electrolysis 
was performed in the dark with thirty-nine pairs, and 
the negative wire was twisted round calcareous stone ; 
in six weeks the negative wire was covered, and, in 
eight months, thickly encrusted, with similar crystals. 
He allowed the water, in another experiment, to fall 
drop by drop, on a piece of brick, which he electrolyzed 
with 100 pairs of the watery battery: in four or five 
months, carbonate of lime, in a more or less crystalline 
form, and very fine prismatic crystals of arragonite, 
were found on the brick: the latter were on the side 
toward the positive pole, the former on that toward the 
negative. In like manner, he operated with eleven 
large cells of the water-battery, on acid fluo-silicate. 
After six weeks, the lead from the acid occupied the 
end of the negative wire, and little crystals of silica the 
extremity of the lead. In two or three months there 
was perceived at the bottom of the vessel, a six-sided 
prism terminated by a pyramid, and in all respects like 
quartz. Solution of silicate of potash was acted on for 
several weeks by 160 cells of the water-battery, when 
fifteen or sixteen hexagonal crystals were obtained. A 
piece of schist was suspended by platinum wire in a 
similar solution: hexagonal masses of gelatinous silica 
appeared around the positive wire; and they were fol- 
lowed by a formation of chalcedony. 


** Mr. Crosse has formed with voltaic apparatus of high tensions, — cal- 
careous spar, arragonite, quartz, protoxide of copper, arseniate of copper, 
blue and green carbonates, phosphate and sulphuret of copper, carbonate 
of lead, sulphuret of silver, rough carbonate of zinc, chalcedony, oxide of 
tin, yellow oxide of lead, sulphurets of antimony and zinc, black oxide of 
iron, sulphuret of iron, and crystallized sulphur.’’* ’ - 


* Becquérel, vol. v. p. 291. 
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Mr. Crosse found that crystals of carbonate of lime 
were obtained from lime-water in ¢en days in the light, 
but in siv in the dark. He is in possession of a large 
and beautiful tree of crystallized and arborescent silver 
formed in the dark in fifteen months, with twenty cells 
of the water-battery. He once formed a stalactite of 
well-crystallized arragonite, half an inch in length.* 

(379.) More recently he has published some further 
results. By placing zinc ingots, covered with resinous 
coatings, in metallic solutions of copper, silver, or lead, 
he obtained in a few weeks crystals of the metals at the 
expense of the zinc, to which the acid gradually had 
penetrated. By burying zine or other easily oxidizable 
metals in plaster of Paris, and boiling it in sulphate of 
copper, he obtained perfect octohedral crystals of me- 
tallic copper. Iron was imbedded in plaster, over which 
was strewed dry sulphate of silver: after a fortnight’s 
constant boiling, the plaster was found interspersed 
with crystals or arborescent forms of silver, quite in- 
sulated. Pipe-clay was kneaded into a common basin, 
and in it were imbedded a piece of limestone, and a 
sea-shell; the clay was covered with a mixture of 
decomposing sulphuret of iron and river-sand, in which 
was placed another sea-shell. A pint of water was 
poured in ; and during one year and three days, while 
the experiment lasted, about a pint more was added. 
The basin was kept in the dark. On examination, the 
limestone was covered with well-defined crystals of 
sulphate of time, in rhomboids and prisms: a few 
similar crystals were on each of the shells. This change 
of carbonate into sulphate of lime was just in accord- 
ance with some natural phenomena, which had given rise 
to these experiments. A common red brick, resting on 
two half bricks, was placed in an earthen pan, filled with 
spring water, which contained a little chlorine; pla- 
tinum wires connected the respective ends of the brick 


* Trans. Elec. Soc. p. 121. 
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with a sulphate of copper battery of nine pairs; the 
upper surface of the brick was half an inch above the 
water. At the end of a year the experiment was ter- 
minated. The positive end of the brick was easily 
removed ; but the negative required some force to 
detach it from the half-brick, and it was found cemented 
by snow-white crystals of arragonite, fifty times more 
abundant than they had been found in any preceding 
case ; among them were some exquisitely formed crys- 
tals of carbonate of lime in cubes, rhomboids, and six- 
sided prisms. At the other end of the brick were a 
few small crystals, of another kind apparently. At the 
bottom of the pan was a quantity of white carbonate of 
lime, in minute crystals, which also surrounded the 
sides of the vessel. In this experiment the lime is 
obtained from the brick by the presence of the small 
quantity of chlorine, which serves over and over again. 
In a saucer, containing concentrated solution of nitrate 
of potassa, was placed a flat polished piece of white 
marble, on which was a common sovereign ; a piece of 
platinum wire, from the positive end of a series of 
eight pairs of Daniell’s, rested on the coin, and was 
retained there by a glass rod pressing on it ; the marble 
was connected with the negative pole. The nitric acid 
liberated from the potassa, soon attacked the marble 
near the coin, which, in three days, was embedded in 
the marble; and, when removed, left a tolerable im- 
pression. If a very minute quantity of hydro-chloric 
acid be in the solution, and the lower end of the glass 
rod be ground, it will be very fairly gilded in a few 
days. <A piece of clay slate, in a dish of spring water, 
was connected with the negative end of eight Daniell’s, 
and a piece of limestone with the positive: after two 
months, the positive wire had eaten into the limestone, 
and the negative wire was covered with crystalline car- 
bonate of lime, which, on general inspection, appeared 
like a grove of translucent fir-trees, but when closely 
examined, the branches were found to consist of rhom- 
boids growing out of each other. The carbonates of 
VOL. II. co 
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strontia and baryta, the sulphate of baryta and quartz, 
were obtained by similar means. 

We cannot close this division of our subject better 
than with M. Crosse’s opinion of these slow, but long- 
continued actions : — 


** Now, although subterraneous electric currents are supposed by Mr. 
Robert Fox, and by others, with good reason, to be constantly traversing 
metallic and other lodes, and to have occasioned the crystalline and other 
deposits therein, this would by no means account for the far more numer- 
ous and extensively disseminated variety of insulated crystalline bodies 
found in all parts of the globe. It would be absurd to suppose that a 
separate electric current of any extent belongs to each of these lodes, or 
even to each separate stratum in which they are found. If this were the 
fact, we should have electric currents crossing each other in all directions, 
alike complicated in their origin and effects. We have, however, as it 
seems to me, no necessity for travelling so far out of the way, as the local 
electric action existing between dissimilar bodies, with the addition of water 
and a porous medium between the two opposing substances or solutions, or 
substance and solution, as the case may be, is quite sufficient to account 
for the origin of such insulated crystalline matters.” * 


(380.) There is an intimate connection between 
these slow molecular actions and the varied phenomena 
of phosphorescence ; but the investigation of this branch 
of electricity would require more space than could be 
fairly allotted to it; it is therefore better only to allude 
to it here, and refer those who would investigate the 
phenomena to Becquérel’s fourth and fifth volumes, and 
to some recent experiments by Mr. Pollock. 


ASSAYING BY VOLTAIC MEANS. 


(381.) A very interesting application of electro- 
chemical action is in assaying. Mr. Martyn Roberts, 
many years ago, practised it in the mining districts of 
this country ; M. Becquérel has long practised it in 
France. A quotation from Mr. Roberts, and another 
from M. Becquérel, will explain two means of effecting 
this : — 

“« If in an ore, containing iron, copper, silver, — metals, whose affinities 


for oxygen stand in the order in which I have placed them,— we wish to 
ascertain, first, the quantity of silver, and afterwards that of copper in the 


a ee ee 


* Proceed. Elec. Soc., p. 322. + Ibid., p. 537, 
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sample, dissolve the ore, and make a galvanic pair of silver as a negative, 
and copper as a positive plate; then immerse it in a measured quantity of 
the solution: the silver only is thrown down, because copper cannot throw 
down copper ; and copper, as a positive plate, will not throw down iron, 
because the acid in which the ore is dissolved, already holds the iron in 
solution with greater force than the affinity of the acid for copper, —the po- 
sitive pole. Having thus assayed for silver: into another measured portion 
of the ore in solution, immerse a galvanic pair of iron as a positive plate, 
and either copper or silver as a negative; copper only is now thrown 
down, as iron cannot throw down iron.’ * 


Practically, for assaying copper ores, Mr. Roberts 
would now construct a single-cell apparatus of a cylinder 
of iron and one of copper: the iron plate is in dilute 
muriatic acid, contained in the porous cell, and the 
copper plate in the surrounding solution of the ore in 
nitro-muriatic acid; the gain of the copper, in weight, 
gives the value of the ore. M. Becquérel’s mode of 
extracting gold from a mixed ore will ilfustrate his pro- 
cess generally. 


“Let us commence upon a solution of gold and copper in aqua regia. The 
solution, which has been rendered as neutral as possible, is poured into 
the diaphragm (p. 329. fig. 142.), and this is placed in a vessel containing a 
solution of copper of the same degree of concentration, and in which a 
plate of copper is immersed; in the other is a plate of platinum; the two 
plates are placed in connection. The copper is immediately attacked 
with the formation of proto-chloride; the electric current, which is de- 
veloped, has an intensity sufficient to decompose the chloride of gold, and 
not the chloride of copper..... 

“If we desire to extract the gold from a solution of lead, copper, iron, 
and gold, a solution of the three former must be prepared in the same 
proportions, so as to have very nearly the same density, and the experi- 
ment must be conducted as before, operating with a pair of platinum and 
copper..... 

“ To extract the copper without touching the other metals, the solu- 
tion of the three mteals must be replaced by another containing lead and 
iron. Thus, by operating with a pair of lead and platinum, or iron and 
platinum, the copper would be obtained.”’ + 


(382.) These are both cases of quantitative analysis ; 
one object of the French philosopher in using, to excite 
the positive element, a similar solution to the other, 
minus the metal to be extracted, is, that he may avoid 
the effects of endosmose,—the passage of the liquids 
from one cell to the other. The method of qualitative 

** Proceed. Elec. Soe., p. 511. 
+ Vide Proceed. Elec. Soc., p.450. Compte Rendu, Jan. 24. 1842. 
cco? 
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analysis practised by M. Becquérel, as early as 1823 * 
is this : — 


“We may detect very small quantities of copper in gold, and even deter- 
mine whether one specimen of gold contains more alloy than another: in 
fact, let us take a spoon of perfectly pure gold ; and solder it to a platinum 
wire which is immersed into one of the mercury cups, in which the ex_ 
tremities of the wire of the galvanometer terminate; let us then place in 
the spoon some nitric acid, free from nitrous gas, and plunge in it the piece 
of gold, held in platinum nippers [connected with the other end of the 
galvanometric wire] : should the piece of gold contain copper, its action on 
the nitric acid determines a current from the gold spoon to the nippers,” &c. 


(383.) One more practical illustration of the in- 
fluence of electro-chemistry in the arts of life, ere we 
close, unwillingly, this chapter : — 


** Tin, as we know, precipitates copper from its solutions ; and neverthe- 
ess tin is precipitated from its solutions, in the action of tinning pins. If 
the pins are introduced into a solution containing tin, a mixture of one 
part of subtartrate of potassa, two of alum, two of sea-salt, and a certain 
quantity of water, the pins never become tinned, however long a time they 
may be left immersed in the solution; but if a pzece of tin is placed in the 
solution so as to touch the pins, they are immedietely tinned: the pins, 
which are not touched by the tin, are not tinned. To explain the effect 
produced, it must be remarked that the tin which is immersed, suffers a 
feeble chemical action from the solution, in consequence of which the 
metal becomes negative and the solution positive ; in making contact with 
the brass pins, they become the negative element of the voltaic pair, the 
energy of which is sufficient to determine the precipitation of the tin, 
which is, in common cases, easily reduced by the employment of the single 
pair.” + 


* Ann. de Chim. t. xxiv. p. 347. 1823. 
t Becquérel’s Traiteé, vol. iii. p. 348. 
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CHAP. IV. 


DRY PILES. 


(384.) Tus term pry pine was intended originally 
to express a voltaic pile, of which al! the elements were 
solid ; and the advantages of such an instrument, if it 
could be discovered, were so apparent that the at- 
tention of electricians was directed to it at an early 
period in the history of Voltaic discovery. If a pile 
composed of solid elements (thought they) could but 
be discovered, neither evaporation nor chemical action 
could take place; the electricity due to the contact of 
heterogeneous bodies, according to Volta’s theory, 
would be continually evolved ; and as the bodies evolv- 
ing it would suffer no change, the qnantity and intensity 
of the electricity supplied by the instrument would be 
absolutely uniform and invariable. 

(385.) The earlier attempts at the construction of 
dry piles have been already noticed (InrrRop. (183.)). 
The instrument invented by De Luc, and improved by 
ZAMBONI, is prepared by soaking thick writing paper 
in milk, honey, or some analogous animal fluid, and 
attaching to its surface by common paste or gum a thin 
leaf of zinc or tin. The other side of the paper is 
coated with peroxide of manganese, in a minute state | 
of subdivision, applied with a cork. A number of leaves 
of this paper are then laid over one another, the sides 
similarly coated being presented upwards, and discs are 
cut by pressing on them a circular cutter about an inch 
in diameter, each action of the cutter supplying as 
many superposed discs as there are leaves of paper. 
Several thousands of these discs, thus obtained and laid 
over each other, are pressed into a close and compact 

cc 8 
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column by means of a screw, and the surface of the 
column is then thickly coated with gum-lac to prevent 
the humidity from being dissipated. 

386.) The sources of the disengagement of elec- 
tricity in this pile are various and complicated. Besides 
what may arise from the contact of heterogeneous sub- 
stances, chemical action intervenes in several ways. The 
organic matter acts upon the zinc as well as upon the 
y peroxide of manganese, reducing the latter to a lower 
state of oxidation. 

Zamboni examined the effects produced on the 
electricity of the pile by soaking the paper to which 
the tin leaf was pasted in different liquids, and found 
that, according as the state of the other side of the 
paper was changed, the poles of the pile were thrown 
to different ends. If the paper be soaked in oil, the 
poles are in a direction contrary to that which they as- 
sume when a coating of manganese is used. On the 
other hand, when the paper is soaked in honey, in an 
alkaline solution, a solution of the sulphate of zinc, or 
half curdled milk, the poles have the same position as 
when they are coated with manganese. 

No sensible shock is received from a pile of two 
thousand pairs, although the tension at the poles is 
sufficient to produce a sensible effect on the proof plane, 
and a condenser applied to one of the poles will, in a 
few moments, give sparks an inch in length, and a 
Leyden battery may receive from it a charge. 

The conducting power of the vapour suspended in 
the atmosphere, carrying away a portion of the elec- 
tricity of these piles from their poles, produces a con- 
tinual variation in the tension of the electricity at 
these points. 

Zamboni found that the energy of the pile was 
greater in summer than in winter, whether measured 
by the tension of the electricity at the poles, or the rate 
at which the fluids were produced and propagated. M. 
Donné compared the tension with the height of the 
barometer, but could discover no relation between them. 
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He found the tension the same in a vacuum as under the 
pressure of the atmosphere. 

The most useful purpose to which the dry pile has 
been applied, is to augment the sensibility of the electro- 
scope. The manner of applying it to this instrument 
has been explained in p. 28. 

(387.) It is known that electricity may be deve- 
loped on a plate of a single metal, by causing one sur- 
face of the plate to be acted on chemically, in a degree 
or manner different from the other surface. This may be 
effected by merely rendering one surface smooth and the 
other rough. This expedient is said to have been re- 
sorted to in the construction of a voltaic battery with one 
metal, without any liquid element. From sixty to eighty 
plates of zinc, of four square inches of surface, are made 
clean and polished on one side, the other remaining 
rough as it comes from the mould. These are fixed in 
a wooden trough parallel to each other, their polished 
surfaces all turned towards the same end of the trough, 
and with an open space between the successive plates of 
from the tenth to the twentieth part of an inch. These 
intermediate spaces are filled by thin plates of atmo- 
spheric air. If one extremity of this apparatus be put 
in communication with the ground, and the other with 
an electroscope, the latter will receive a very sensible 
charge. 

(388.) We can regard the dry pile in no other light 
than as an extended voltaic series. The moisture, 
which is essential to its activity, is in the condition of 
any thing but freedom of motion ; so that the renewal 
of contact by the presence of fresh particles, which 
seems essential in all developments of electricity, exists 
in the lowest degree ; and then again the feeble che- 
mical actions existing between elements under circum- 
stances so unfavourable, all conspire in producing the 
small quantity of electricity for which these instru- 
ments are remarkable ; while the great length of series 
produces the high tension of the poles. It is only 
recently, that chemical decomposition has been obtained 
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by the dry pile. Mr. Gassiot prepared 10,000 Zam- 
boni’s discs ; and by carefully directing the electricity 
through hydriodate of potassium on a slip of glass, he 
obtained the development of iodine on the wire con- 
nected with the oxide of manganese end of the series. 
He could not obtain heating effects on Harris’s thermo- 
electroscope, unless he allowed the charge to pass in 
sparks. 

The idea of obtaining an actually dry pile seems now 
to be abandoned: it would be a case of power without 
consumption, force without motion: the most enthu- 
siastic for the old form of the contact theory could only 
have hoped for the discovery, through having over- 
looked the fact that change of place is included, in every 
case in which electricity is developed ; the change being 
im some instances evident to the eye, in others evident 
to the mind. 


BOOK THE FOURTH. 


ON MAGNETISM. 


(389.) We are not in a condition to examine the 
action of voltaic currents on magnets, or their mutual 
action on each other, constituting as it does the im- 
portant source of electro-magnetism, until the pheno- 
mena of magnetism itself have been explained. Without 
reiterating what has been already advanced in the In- 
TRODUCTION (p. 191.), respecting the directive power 
of magnetic needles, and their dip or deviation from 
the horizontal plane, let us at once seek an insight into 
the characteristics of magnetism, by examining what 
takes place in some of the processes of magnetization 
which are there described, as well as in others to be 
mentioned as we go on: and, for this purpose, we 
commence with the principle which presents itself in all 
electrical phenomena, as antecedent to every develop- 
ment — InpucTIon. 

If a line be drawn on a table, and on its length be 
placed a bar-magnet and a bar of soft iron, in the 
vicinity of each other, the iron bar will instantly acquire 
magnetic virtue. If its ends be called A and B, and 
A be contiguous to the south end of the magnet, B 
will acquire southern polarity, and A northern. The 
shorter the interval between the magnet and the iron, 
the more powerful will be the effect. The most favour- 
able condition of the experiment is, the actual contact 
of the two bodies; and, under these circumstances, 
there is a strong attraction between the magnet and 
the iron. It is thus seen, that in magnetic phenomena, 
like electrical, the condition of charge is preceded by 
the act of induction; and that the attraction in this 
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case, which is apparently between a magnet and a piece 
of iron, is actually between two magnets, presenting to 
each other opposite poles. Now, when the iron is 
removed from its vicinity to the magnet, it loses its 
magnetic power just as speedily as it acquired it. 

(390.) If, however, the experiment be repeated with 
a small bar of steel, in place of the iron bar, the steel 
will take a longer time in acquiring the magnetic vir- 
tue; but, unlike the iron, it will vetain the power, 
more or less unimpaired, for years. The harder the 
steel, the more permanent is the effect. Without 
theorizing much upon the difference in the molecular 
structure of the various kinds of iron and steel, let it 
suffice to recognise this marked difference in their 
conduct in respect to magnetism. Steel may be looked 
upon as a compound of iron + carbon; and the carbon 
may, in some sense indeed must, operate in resisting 
the reception of magnetic charge, and in resisting its 
separation. 

(391.) There are cases of retentive magnetism, in 
which the place of carbon is otherwise supplied ; one 
may be selected, which occurred to M. Becquérel, 
during his experiments on slow voltaic action (374.) :-— 


** In the negative tube I placed a solution of protochloride of iron, and in 
the other a solution of chloride of sodium. In the latter I simply place a 
zinc plate, and in the other a platinum plate, in mutual connection. At 
the end of a certain time, zvon is deposited on the negative plate in very 
small crystais, the grouping of which on the plate presents a glittering 
appearance. Sometimes the crystals are so near each other, that one 
might fancy the metal had been poured on the plate. These plates possess 
magnetic polarity, which in the outset arises from the action of the current, 
and afterwards from the solution of continuity, which exists between all-the 
parts of the deposited layer, — which solution supplies the place of the 
carbon in steel.”’* 


A somewhat similar illustration may be gathered 
from Dr. Knight’s method of forming artificial magnets 
with an iron paste : — 


“* Having provided himself with a large quantity of clean filings of iron, 
Dr. Knight put them into a tub that was rather more than a third full of 


* Traité, t.i. p. 344. 
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clean water; he then, with great labour, worked the filings to and fro for 
many hours together, that the friction between the filings of iron by this 
treatment might break off such small parts as would remain suspended in 
the water for some time... The water being by this treatment rendered 
very muddy, he poured it into a clean earthen vessel: when the water had 
stood long enough to become clean, he poured it out carefully, without 
disturbing such of the iron sediment as still remained, which was now 
reduced to an almost impalpable powder. This powder was afterwards 
removed into another vessel, in order to dry it..... The next thing to be 
done was to make a paste of it ; for this purpose he had recourse to linseed 
Gills ia) dog This paste was then put upon wood, or sometimes upon tiles, in 
order to bake or dry it before a moderate fire.... When that was done, 
and the several baked pieces were become cold, he gave them their magnetic 
virtue, by placing them between the extreme ends of his magazine of 
artificial magnets for a few seconds or more, as he saw occasion. By this 
method the virtue they:.acquired was such that, when any one of these 
pieces was held between any of his best ten-guinea bars, with its poles 
purposely inverted, it immediately, of itself, turned about to recover its 
natural direction, which the force of these very powerful bars was not suffi- 
cient to counteract.’ * 


A more forcible case may be taken from Dr. de 
Haldat’s experiments : — 


“The magnetic force may be communicated to a mass, composed of 
molecules of iron, independent of each other, and contained in a copper 
tube, and polarity may be given to it . .. these independent molecules may 
be mixed with a powdered substance, which is not sensibly susceptible of 
acquiring magnetic virtue; and that even five parts of powdered quartz 
for one of iron may be introduced, without destroying the magnetism of 
the mixture, which still preserves its polarity. It is readily seen that mag- 
nets composed in this manner of independent molecules, can preserve their 
polarity only as long as the molecules which compose them preserve 
their respective situation. And, in fact, by vibrating the tube with suffi- 
cient force to change their relations, polarity is destroyed. ‘These facts 
prove that the magnetic force resides in the tntimate molecules ; for pro- 
toxide of tron, being employed in the same way as the filings, gives the 
same result.” + 


(392.) Thus much on the probable insulating in- 
fluences, so to speak, which resist the impartaticn of 
magnetism, but 7etain it when imparted. An obvious 
question here arises ; — if these resistances can be over- 
come in one direction, so that steel gains magnetic 


* Phil. Trans. vol. lxix. p. 51.— Note: Ingenhouz made paste magnets 
with iron dust, or which was better, load-stone dust, and a mixture of 
cheese and quicklime. 

+ Ann. de Chim. t. xlii, Elec. Mag. vol. i. p. 150. 


396 MAGNETISM. BOOK IV. 


virtue, how is it that they are not similarly overcome 
in the other direction, so that the steel shall Jose its 
magnetic power, when the exciting cause is removed ? 
The solution of this question will lead to a further 
exposition of magnetic phenomena. ‘lake a bar mag- 
net, and apply to its south end the point of a sewing- 
needle; a very brief contact will suffice to produce 
permanent magnetism, and directive power,— the point 
of the needle, when freely suspended, turning to the 
north. Now, we may assume R to represent the mole- 
cular resistance, which the needle opposed to the re- 
ception of its present magnetic condition; and it is 
evident that the magnet had power, w, to overcome this 
resistance. When the magnet is removed, the resist- 
ance R is to be overcome, before the virtue is lost. 
But, when the needle is freely suspended, there is not 
only no force present to overcome R; but there is 
actually a force, weaker, indeed, than the original force 
xv, but exerted in the same direction, with therefore a 
tendency to resist the loss of magnetism. This force 
is the polarity of the earth. 

(393.) Since the north end* of the needle has a cer- 
tain directive power, it follows that the force which 
attracts it must correspond to the south end of a magnet. 
So, in the sequel, wherever the north magnetic pole of 
the earth is spoken of, it must be remembered, that it 
possesses south magnetic polarity. But we have seen 
(390.) that the south end of a magnet increases rather 
than diminishes the contiguous north polarity of a needle ; 
and thus is magnetism retained, so far as the influence of 
the earth is concerned. . 

(394.) But the case would be widely altered, if the 
north end of the magnet were now applied to the north 
end of the magnetized needle. In this case the direction 


* The word pole is often ambiguous in magnetic nomenclature ; for, if 
we talk of the north magnetic pole of a needle, and the north magnetic pole 
of the earth, the language would indicate points endowed with the same 
virtue ; whereas, the north pole of the earth, and that of the needle, are 
endowed with the opposite virtue, for they attract each other. It is often 
better to use the word end, when speaking of a needle or magnet. 
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of the power a, coincides with that of the resistance 
R, and it would be free to act: first, it would overcome 
the resistance to de-magnetization R, and destroy the 
magnetism of the needle ; secondly, it would overcome 
the same resistance R, to re-magnetization, and would 
magnetize the needle, so that its point should now be a 
south end. 

(395.) We are thus prepared to see the use of pieces 
of soft iron, termed keepers, which we are taught to ap- 
ply to magnets when out of use. Fig. 171. represents 


two bar magnets, with two pieces of soft iron, A, B. 
The end N of the upper magnet and the end SY of 
the lower, are jointly occupied in producing a south 
end s, and a north end n, in the soft iron bar A; 
while the end S of the upper, and the end N’ of 
_ the lower, are producing in the bar B a north end n’, 
and a south end s’. The whole system is, therefore, 
according to the illustrations we have given, favourable 
to the retention and even exaltation of the magnetic 
power of each magnet. The arrows represent the gene- 
ral direction of the action. The same sort of thing 
occurs with the keeper of a horse-shoe magnet. We are 
hence led to see the mischief which would occur if the 
bars were misplaced, so that their ends n and n’, should 
be in the same direction ; here would be counter-actions, 
each operating to reduce the other: and, as we have 
just seen (394.) in the case of a large and small magnet, 
the weaker has a tendency to give way. These consider- 
ations will also show why magnets, placed away without 
regard to their direction, have a tendency to lose power: 
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and this is one cause of the loss of power in magnets ; 
for if the weak, though distant, action of the north pole 
of the earth be allowed to act on the south end of the 
needle, a gradual demagnetizing action is going on. 
(396.) The mode of magnetizing which we have in- 
troduced (389, 390.), does very well on a small scale, 
and for short bars or needles, but not for longer bars. In 
fig. 172., let A be the magnet, and B, C, and D the 


Fig. 172. 
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longer bar, or, which comes to the same, three portions of 
a bar, broken after magnetization ; the nearer part will 
be the more powerful magnet ; and the pole s will be 
more powerful than the pole n’’; the neutral point not 
being equidistant from the extremities ; so that if these 
pieces constituted one bar, the magnetized intensities of 
the two ends would differ ; and thus constitute one im- 
perfect magnet. The fact, too, that a bar thus broken 
exhibits in each piece both polarities, shows that a mag- 
net in reality consists of a succession of poles, produced 
along its length, of which the north are always one way 
directed, and the south, the other; and the nearer poles 
to the source of power are necessarily more powerful than 
the more distant. This may be rendered further evident 
by placing a bar magnet beneath a sheet of paper, and 
sprinkling iron-filings over the paper ; a few gentle taps 
will produce an arrangement of the filings into a certain 
succession of curves known as the ‘‘ magnetic curves” 
(fig.173.). Were the magnetism of each particle utterly 
absorbed, and, as it were, latent, by its action on the next 
succeeding, some such arrangement as those shown in 
fig. 174. might occur—a radiating or rectilineal arrange- 
ment, as the case might be; but, as the position as- 
sumed by each line of particles is that represented in 
fig. 173., it is very evident that the consecutive magnetic 
polarities are not in this sense /atent; but that they ex- 
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Fig. 178. 


ercise, through their whole course, the repulsive power 

of similar polarities, evidenced by the recession of the | 

curves from either N. or 8., with respect to each other. 
(397.) This isolation, so to speak, and independence 

of the polarity of each particle is aptly illustrated in 

Dr. de Haldat’s magnetic pictures : — 


“* For this purpose he employs plates of steel, from eight to twelve inches 
square, and from one-twentieth to one-eighth of an inch thick. The plates 
are of that kind of steel, which is used for the manufacture of cuirasses... 
Figures of any kind may be traced on the surface of the steel plate, either 
by one magnet or several combined, and the best form for this purpose is 
that in which the poles are rounded. In this way we may write upon a 
steel plate the name of a friend, or sketch a flower or a figure, with the 
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extremity of a magnet.....and if we shake steel filings upon the plate out 
of a gauze bag, the filings will arrange themselves in the empty spaces 
between the lines traced by the poles of the magnet, and will represent, in 
vacant steel, the name which has been written, or the flower or figure 
which has been sketched. M. Haldat has likewise produced these curves 
by interposing between the tracing magnets and the steel plates, solid non- 
magnetic bodies, such as cords, glass, and even metallic plates that are 
not ferruginous. .. In sifting the iron filings upon the steel plate, a gentle 
vibration of the plate, by tapping its edge with the ring of a small key, will 
assist the filings in taking their proper places. M. Haldat has found that 
the magnetic figures will continue for six months. The portion of the metal 
which surrounds the magnetic figure, performs the part of the armature 
of a load-stone, and the magnetism is thus kept up. If the figure bea 
simple rectangle, like that of a bar-magnet, the state of the plate, examined 
with a small needle, is exactly the same as a bar-magnet, and the parts 
which surround the magnetic portion are in a neutral state, as if uncon- 
nected with the rectangular space; from whence it follows, that the mag- 
netic virtue which communicates itself so easily by influence, ceases to 
communicate itself between the continuous parts of a magnetizable body, 
of which one portion is magnetic and the rest in a neutral state.” * 


(398.) Consequent on these several phenomena are 
the principles which actuate the several processes in 
practical use for magnetization ; and they give us an 
insight into the causes, for which other modes are su- 
perior to that of mere contact. But it may be first 
mentioned that mere contact, when employed, is best 
performed by placing the north pole of one magnet at 
one end of a needle, and the south pole of another mag- 
net at the other end. 

Dr. Knight’s method is shown in fig. 175. B, the 
bar to be magnetized, is placed beneath the poles N, 


Fig Vi5. 
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S, (which are in contact over its centre,) of two bar 
magnets, A, A’: the magnets are drawn apart in the 
directions of the arrows ; the process is repeated several 
times on each side of B. Dr. Scoresby, as the result 


* Brewster’s Magnetism, p. 91—94. 
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of his recent very extensive experiments on magnetism, 
varies the process thus : — 


*“ For the magnetizing of thin plates of all descriptions and dimensions, 
up to the measure in length and breadth of the magnets employed in the 
operation, the process ultimately adopted, being a process most simple, 
rapid, and effective—was a modification of that of Dr. Knight. (Ly. § 204.) 
For, by a change in the arrangement according to the description usually 
given of Dr. Knight’s method, a most important practical advantage is 
gained. This change mainly consists in placing the plate or bar to be mag- 
netized above instead of beneath the magnets employed inthe operation, by 
which very great facility is given to the performance of the requisite ma- 
nipulations, and for the maximum development of the magnetic condition. 

‘“‘A pair of powerful bar magnets (single bars tempered or made hard 
throughout), of equal length and breadth, at least with those dimensions 
of the plates to be magnetized, are placed in a straight line, with their op- 
posite poles very near each other, but not in contact. The plate to be 
magnetized is laid flat upon the magnets, so as to extend egually ever 
the surface of both. Thebars are then drawn asunder till the plate just 
rests with its extremities in contact with the extreme poles of the two 
magnets, and then it is slid off sideways and removed to some distance, 
preserving the parallelism of its position with that of the magnets till 
these are restored to the proximity with which the operation commenced. 
The process is repeated with the other side of the plate in contact with 
the magnets; and in thecase of thin small plates, such as I have adopted 
for the needles of sea-compasses, the condition of saturation is usually 
found to be obtained. Generally, however, to secure the maximum more 
satisfactorily, the plates are subjected to four strokes of the magnets, two 
on each side; and, in hard short bars, six or eight strokes are usually 
given, partly on the edges as well as on the flat sides. This process, for 
the convenience of reference, is distinguished as the method KS.” * 


Fig. 176. 


(399.) Duhamel, finding with others that Knight’s 
process was inapplicable to large bars, arranged two 
bars to be magnetized into the parallelogram fig. 176., 
by means of two pieces of soft iron: he then rubbed 
each bar in succession with two magnets, or two bun- 
dles of magnets, inclined to it at an angle of 45°, as in 
the figure, by separating the magnets from each other. 


* Magnetical Investigations, Part i. p. 12. 
VOL. II. DD 
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#pinus improved on this, by using previously mag- 
netized steel bars, instead of the pieces of soft iron ; and 
separating the poles of the inclined magnets by a piece 
of wood, he drew them unitedly backwards and for- 
wards on each side of each bar in succession. 

Dr. Scoresby’s modification of this process may be 
safely taken as the result of much experience : — 

“ For the magnetizing of Zarge bars in pairs, I have found no process so 
efficient, or so convenient and rapid in operation, as that of Zpinus, the de- 
veloping power consisting of alarge compound horse-shoe magnet. But this 
method I found modified to much advantage (as originally suggested to me 
by a practical magnetician), and with a very striking influence on the ul- 
timate power, especially in large massive hard bars, by passing the horse- 
shoe magnet employed in the process rownd the whole parallelogram of 
steel bars and tron conductors in the same direction (terminating at the 
middle of one of the bars), instead of limiting the manipulations to the ex- 
tent of the steel bars separately from end to end. . . It is important, how- 
ever, that the passage of the magnet should be made smoothly and without 
hitchings, the effecting of which with any degree of certainty requires 


the surfaces of the bars to be slightly oiled. This process is distinguished 
as the method AS.” * 


Barlow’s square of nine bars on each side, with four 
little pieces of soft iron to complete the corners, and a 
magnet carried twelve times round the figure, is a similar 
process to the above. 

These two methods being efficacious for all practicat 
purposes when a source of magnetism is at hand, we 
need not further describe Michell’s method of double 
touch (INrRop. 9205.) ; nor explain Coulomb’s fived and 
double bundles of magnets ; nor Biot’s battery of mag- 
nets; nor Canton’s union process. But, before pro- 
ceeding to the methods employed when no artificial 
source of magnetism is at hand, it will be instructive 
to point out that, in the methods now before us, the 
sum of the action of both poles is obtained on the in- 
terval of the steel bar, which is, from time to time, 
between them; in Knight’s plan there is but one, and 
that an increasing interval; in Duhamel’s and Aipi- 
nus’s plan, the interval is constant, and each part of the 


* Magnetical Investigations, Part i. p. 13. 
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bar is in succession included in it. Thus the source of 
power is applied to every portion of the molecular par- 
ticles, and the intensity of the two ends corresponds. 

(400.) As the magnetism of the earth possesses di- 
rective power, it may readily be expected to be endowed 
with inductive power; for they are part and parcel of 
one thing ; and to be a source, less in degree perhaps, 
but of the same character, whence magnetism may be 
obtained, in the absence of artificial means. We see this 
illustrated in the property possessed by certain species 
of iron ore,—or oxide of iron, termed by some writers 
the oxidum ferroso-ferricum. It is abundantly found at 
Roslagen, in Sweden; and on being taken from the 
mine where it has lain for ages exposed to the influ- 
ence of the earth’s magnetism, it is itself found endowed 
with permanent magnetic power. It is, in fact, the toap- 
STONE. 

(401.) Before attempting to construct magnets by the 
inductive power of the earth, the direction or situation 
of the resultant of the earth’s power must be sought, in 
order that we may avail ourselves of it under the most 
favourable circumstances. In using the artificial mag- 
net (389.), the body to be magnetized was placed in the 
position which it would retain after it had become a 
magnet, in preference to any other,—to which it would 
return if suspended and free to move. The direction, 
then, which is assumed by a compass-needle, under the 
influence of the earth’s magnetism, is that most favour- 
able to obtaining the maximum magnetizing effect. 
But what is this direction? For on the solution of 
that question depends the determination of the most 
favourable position. Being more accustomed to regard 
the magnetic needle as an instrument peculiarly cha- 
racterized by its tendency to assume a position on 
the magnetic meridian, that is to say, nearly north 
and south, we require to be reminded that, if the 
needle is in every respect free, it has another ten- 
dency, namely, to deviate from the horizontal position, 
and allow its north end to drop very considerably. If 

DD 2 
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for instance, a needle, perfectly well poised so far as 
weight of metal is concerned, be placed in the magnetic 
meridian, and balanced, as in fig. 177., the northern end 


Pigs ATT. Fig. 178. 


will point toward the earth, and assume the position 
which is called the “dip.” In fig. 178. if S N repre- 


Fig. 179. 


sents an horizontal line in the mag- 
netic meridian, and Ss a perpendi- 
cular to it, sn will be the direction 
of the dip for London, the angle 
Snes being at present about 70°. 
Then, again, the needle does not 
point exactly to the north ; but to 
about 24° west of north, Combin- 
ing these two data, we learn that 
the position of the resultant of the 
earth’s magnetism is in the direction 
of 24° W. of N., and at an angle 
of 70° from the horizontal line. 
Fig. 179. represents a dipping- . -«" 
needle. or : 

(402.) Just, then, as a piece of soft iron becomes 
magnetic when placed in a line with the pole of an arti- 
ficial magnet (389.), so will an iron bar become mag- 
netized when placed in the line of direction of the dip. 
If a small poised compass-needle is placed on a table, 
and the operator stands with the needle between him and 
the magnetic north, and holding near the needle a bar of 
iron in an almost perpendicular position (for 70° is 
not far from 90°), the lower end of the iron will acquire 
north polarity from the natural south polarity of the 


—— 
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earth’s magnetism in this hemisphere, and will attract 
the south end of the needle ; if the iron be so held that 
the needle can test the condition of its upper end, it will 
be found possessed of south polarity. The intensity of 
the action is modified on account of the distance of the 
source of power. If iron possessing some degree of 
hardness, is maintained in this position for a long period, 
it retains its acquired power: and hence it is that the 
bars of windows and other pieces of iron, as the fire- 
irons, which have occupied a vertical position for many 
years, are found to have become permanent magnets. 
But there are means for facilitating the process, so that 
even steel can be magnetized, and that, too, in a very 
short space of time. 

(403.) Let a needle be fixed in the magnetic meri- 
dian by silk threads, or, otherwise, against the edge of 
a table ; then hold a long iron bar, or a poker, above, 
and another below it, as in Fig. 180. Fig. 181. 
jig. 180.; then move the 
bars in contrary directions Fi 
to the position shown in 
fig. 181. ; repeat this seve- 
ral times, and the nee- 
dle will be magnetized. 

_ Enough has been said to 

explain the rationale of 

this process, as also of ane =) 
those which follow. The psi 
letters will further ex- 


plain. 
(404.) Canton’s pro- 
cess is as follows :— He o 
sets out with six bars of 
soft and six bars of hard | 


steel, and two bars of soft : 

iron; or, in lieu thereof, the poker and tongs. To 

avoid mistakes he marks one end of each bar. He mag- 

netizes in succession four of the soft bars, by tying each 

in turn, with its marked end downwards, to the poker 
DD 3 
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placed in the position of the dip, and rubbing it with 
the tongs (held vertically), from its lower end upwards, 
about ten times on each side. He then lays the two 
unmagnetized bars parallel, and completes a parallelo- 
gram, as in Duhamel’s method (399.), by two short 
pieces of soft iron: he places together the four magnet- 
ized bars, with the marked poles arranged as in fig. 182., 
thus constituting a system analogous to the 
horse-shoe employed by Dr. Scoresby : and 


with this he imparts a certain amount of i | 
magnetism to the two bars included in the ; / 
\ 
\\ 


Fig. 182. 


parallelogram. The bars of the system are /, 
made in succession to form the sides of the Ii 
| 


parallelogram ; and after each pair has been 
thus magnetized, a considerable power will ~ 
have been accumulated. The six soft bars thus magnetized 
are now arranged into a system of two bundles of three 
each, and are used to magnetize two pairs of the harder 
bars: the soft bars are then laid aside; and the four 
harder bars just magnetized, are used and interchanged 
with the other two hard bars, until the whole are satu- 
rated with magnetism. 

(405.) The molecular resistance, R (392.), which a 
steel bar offers to a given magnetizing power 72, is 
ereatly reduced if the particles of metal are thrown into 
a state of vibration by a smart blow ; and hence a steel 
bar, held in the position of the dip and struck several 
times with a hammer, will exhibit an amount of mag- 
netism which it would not otherwise have acquired ; 
so also, if a magnetic needle is thrown on a stone floor, 
especially in a position at variance with its directive ten- 
dency, its power will be reduced. In investigating 
these phenomena, Dr. Scoresby found that a certain 
amount of magnetism was obtained, if the lower end of 
the bar rested on stone ; but a much greater amount 
of itrested on iron. He finally adopted the following 
process : — 


\ 


“‘ T procured two bars of soft steel, thirty inches long and an inch broad; 
also six other flat bars of soft steel, eight inches long and half an inch 
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broad, and a large bar of soft iron. The large steel and iron bars were 
not, however, necessary, as common pokers answer the purpose very well ; 
but I was desirous to accelerate the process by the use of substances ca- 
pable of aiding the development of the magnetical properties in steel. 
The large iron bar was first hammered in a vertical position; it was then 
laid on the ground with its acquired south pole towards the south, and 
upon this end of it the large steel bars were rested while they were ham- 
mered; they were also hammered upon each other. On the summit of one 
of the large steel bars, each of the small bars, held also vertically, was ham- 
mered in succession, and in a few minutes theyall had acquired con- 
siderable lifting powers. Two of the smaller bars, connected by two short 
pieces of iron in the form of a parallelogram, were now rubbed with the 
other four bars, in the manner of Canton (404.). These were then changed 
for two others, and these again for the last two. After treating each pair 
of bars in this way for a number of times, and changing them whenever 
the manipulations had been continued for about a minute, the whole 
of the bars were at length found to be magnetized to saturation, each 
pair readily lifting about eight ounces.” * 


(406.) It is needless to repeat these various direc- 
tions in their application to bars of a horseshoe form: 
a keeper placed on a single horseshoe, or two horse- 
shoes placed end to end, will constitute the parallelo- 
gram (399.). 

Though not strictly belonging to this branch of the 
science, it may be mentioned that M. Aimé magnetized 
a steel bar, while red-hot, by means of an electro-mag- 
net(506.), and, while under the influence of the magnet, 
he quenched it in cold water: the results were satis- 
factory to him.t 


(407.) Next to a knowledge of the means best fitted 
for magnetizing steel, is an acquaintance with the com- 
parative magnetic value, both in respect to capacity 
and tenacity, of different kinds of steel. The investi- 
gations of Dr. Scoresby were directed to both these points, 
but more especially to the latter. He writes: — 


*° Tenaciousness or fixidity, which is a grand element in good magnetic 
instruments, especially in sea-compasses, has heretofore been compara- 
tively little attended to in their construction ; the great point generally 
aimed at having been to obtain, in the first instance, high magnetic energy. 
And thus the needles of compasses, in which permanency of power is of very 
high consideration, have generally been constructed on a principle incom- 


* Phil. Trans. 1822, part ii. + Ann. de Chim. t. lvii. p. 442. 
DD 4 


4 
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patible with the attainment of this most important property. For not 
only may needles or bars on the ordinary construction and temper, ex~ 
hibit, in many cases, an effective energy at the first; but even a perfectly 
soft or untempered bar of good steel, of a certain limited mass, will have 
a very considerable capacity for magnetism, and so much apparent strength 
as to yield an efficient power for a compass needle, after being removed 
from all extraneous aids for the retaining of the power. But, in sucha 
needle, the magnetic condition, as is well known, will be comparatively 
transient; and, indeed, so unfixed in its character that the mere prox- 
imity of another magnet may be sufficient to neutralize or even reverse its 
polarity.”’* 


He has showed beyond all dispute, “ that the de- 
gree of hardness and that of tenaciousness are co- 
relative ;’ and the magnetic powers of bars, similar 
in all respects excepting as to thickness, are not pro- 
portional to their respective masses ; but that the ratio 
of augmentation of power diminishes as the thickness 
increases. These data are deduced from the tabulated 
results, on page 409.7 

The results are here given of experiments with four 
sets of steel bars, each bar being six inches long and half 
an inch broad ; each set contained five bars, numbered 
in the table according to their thicknesses, which were 
respectively 4, 4+, 4, 44, sy of an inch. The first set H 
were of the hardest steel ; the second set T, of a steel 
tempered at blue; the third set E, of steel tempered at 
the ends only, according to a custom prevalent among 
manufacturers ; and the fourth set of very soft steel. Co- 
lumn I. gives the number corresponding to the thick- 
ness of each; Col. II., the weight of each; Col. III. 
the deviation of a compass needle as each was placed 
(after being magnetized by the KS process (398.), 
at twice its length, or twelve inches from the centre of 
the needle, and in the magnetic east and west ; Col. IV., 
the tangent representing the angle of deviation, which 
collateral experiments had shown to be equivalent to the 
power for the time being ; i.e. to the magnetic capacity ; 
Col. V., the reduced deviation, which is taken after the 
magnetized needle has been laid with similar poles in 


* Mag. Invest. art i. p. 35. + Ibid. p. 57. 
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Reduced Power by 
Test Bar H. 


Highest Power. Tenaciousness. 


Weight 
No, |, of Bars i 
in Grains.| 4, ia- i ¢ 
Miation, | Tangent. Tine” |Fangent. |Pirerenceot Less 
1 II. Ill. LW | Mic Vi. | Vil. | Vill. 
HARD SERIES, H. 
| 
I. 2950 | 38°:20/ 791 
TI. 1404 | 31 °50 621 28°15 537 84 13:5 
Til. 786 | 27°13 514 23°54 443 71 13°8 
IV. 340 | 14°15 254 15 19 235 92°5 
av 175 | 10 °0 176 9°8 161 15 85 
TEMPERED SERIES, T. 
ik 3018 31°50 62] 22°30 414 207 33°3 
Il. 1535 27°10 513 18-0 325 188 36°6 
Ill, 710 22:0 404 9°43 171 233 57°7 
VG 318 17°5 307 6°16 11¢ 197 64°1 
We 160 10°48 191 2°3 36 155 811 
TEMPERED AT THE ENDS, E, 
1G 3030 24°30 456 10°22 183 273 59°9 
Il 1518 19°50 361 6332) ld 249 68°) 
i 1417 27°15 515 16°52 303 212 41-1 
006 670 18°13 329 3°32 59 270 82°2 
IV. 314 14°40 262 3°6 54 208 79°5 
We 158 11°5 196 1:3 18 178 90°8 
SOFT THROUGHOUT, Ss. 
I. 2853 18°50 | 341 3°37 63 278 81:5 
THE 1393 16°32 297 0°45 13 284 95°6 
DET. 713 15°8 270 | —1°35 —28 298 110-4 
“LV. 317 11°30 203 | —3°22 —59 262 129°] 
Wis | 167 9:13 162 | —2°50 | —49 211 130:0 


contact, on a powerful Trst-Maener of hard steel, six 
inches long by half an inch square ; Col. VI. the tangent 
of this lesser angle, equivalent to the then power of the 
bar ; Col. VII., difference of the tangents, or Joss of 
power ; Col. VIII. loss per cent. of power, on relative 
tenacity. 
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A few observations on this table will be of practical 
utility. That needles have not magnetic capacity in the 
ratio of their bulk, may be gathered from each series. 
Take, for instance, Col. [V. of series T., representing 
the ultimate power *, or magnetic capacity, of five tem- 
pered needles, differing only in that each one in the 
series is double the thickness of the preceding ; and it 
will be found that each falls far short of being of double 
the power of its successor, and very far short of the 
multiple in power of the last. The powers, to be in 
proportion to masses, reckoning from the thinnest, would 
stand 3056, 1528, 764, 382, 191, instead of as they 
are found in the table. 


A deduction from these experiments is : — 


“ That thoroughly hard steel, indeed, is susceptible of less power than 
tempered or soft steel when first magnetized to a very limited extent of mass, 
is apparently the fact: but, as a general proposition, it is most erroneous ; 
for in all masses above the weight of 130 grains (that is, of the form and 
length here under consideration) perfectly hard steel appears to be superior 
in capacity to soft steel ; in masses above 250 grains weight, superior to bars 
tempered only at the ends; and above 400 grains, superior to any of the 
kinds of tempering with which it has been compared.”’ p. 63. 


The tenacity per cent. is in every respect in favour 
of the hardest steel. No. IV. in the hard series is 
evidently not a specimen of the character given to it, 
which fact is disclosed by its enormous loss of 924 per 
cent.—Magnetism may hence, under proper circum- 
stances, be used in the arts; and, as such, Dr. Scoresby 
proposes it as a means of testing the character of steel 
instruments. Before leaving this subject we may men- 
tion that in all cases those needles are to be considered 
the best for practical purposes, ‘in which the product 
of the forces of the original power and the reduced 
power is the greatest,’— i.e. The product of Col. 1V.* 
multiplied by that of Col. VI. 

(408.) The application of the test bar will have 
shown how magnets are deteriorated when placed in 
bundles ; and this holds good in needles: but the de- 


* The needles were in all cases magnetized to saturation, as was shown 


by Nee ee nothing on being subjected to the more powerful process 
(399.). 
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terioration is far less, when slips of paper, wood, or 
cardboard intervene ; and hence advantage can be 
taken of the comparatively superior capacity of thin 
pars, by uniting them into a bundle with intervening 
diaphragms, so as to build up a thick bar. Dr. Scoresby, 
at the last meeting* of the British Association, stated 
that “from the experiments already made, he would 
have no difficulty in constructing a magnet of a ton 
weight ; and, by means of his peculiar test (which he 
exhibited to the section) of rendering every bar effec- 
tive.’ + 

The form given to small needles is generally that 
preferred by Coulomb, a flat bar, tapering at its ex- 
tremities ; but for ships’ compasses such bars as those 
examined. by Scoresby are employed. Cylindric forms 
are also occasionally given ; so is the rhombus, and the 
pierced rhombus. Captain Kater preferred the latter. 
The prismatic or parallelopiped form is given to the 
motive magnets in observatories. Needles are balanced 
on pivots entering an agate or garnet cap. Some 
needles have card vanes, to check the vibrations. 


DIRECTIVE PROPERTY OF THE NEEDLE. 


(409.) It is time now to advert to the directive pro- 
_perty of needles properly suspended ; it has already 
(401.) been stated that, with us at London, the 
north end of a needle now points about 24° west of 
north ; but it is not so every where; at Boston, U. S., 
for instance, it points 54° west of north. It may be re- 
membered, for instance, that Columbus had well nigh 
lost the honour of being the discoverer of America, 
from this very cause ; for, as he voyaged onwards, he 
found the needle, instead of being true to the pole as 
the poets have it, gradually deviating more and more to 
the north-west. We can scarcely wonder at the ma- 
riners wishing him to return, being, as they were, 


* August 21. 1843, at Cork. 

+ Other modes of combining magnets, and a fund of information on 
“ Practical Magnetics,’’ will befound in the2d Part of Dr. Scoresby’s book 
which has appeared during the progress of these sheets through the press. 
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under the apprehension that the virtue of the compass 
was gone. This leads us to the important subject on 
which philosophers in all quarters are now engaged, viz. 
the declination* of the needle, i-e. its deviation from 
the terrestrial meridian. 

(410.) First. There is a given declination, or de- 
viation from the true north, or a given direction of the 
needle, proper to each spot of the earth. This declina- 
tion is, therefore, influenced by place, i. e. by change of 
latitude or longitude, or both. It is found by experience, 
that this relative declination bears no regular ratio to 
the change in latitude and longitude, but is governed 
by other laws; and so irregular is the rate of variation, 
that it is not easy to foresee the precise effect of a 
change of place ; so that nothing but actual observation 
avails for the construction of tables showing the de- 
clination in different places ; or, at least, no calculations 
can be confided in, unless well confirmed by observation. 
Navigators and travellers in former days, and with them 
philosophers at the present moment, have accumulated 
their various observations; and, from these data, have 
been constructed magnetic charts which should present, 
at one view, the declination of the needle for all parts of 
the globe. Dr. Halley, Messrs. Mountain and Dodson, 
Professor Hansteen, and Dr. Barlow, have successively 
published such charts, so also has Captain Duperrey ; 
and as his charts are of very recent date, we take them 
for our illustrations. 

(411.) Plate I. represents a chart of the world on 
which are laid down magnetic meridians and parallels. 
The former of which alone concern the matter now in 
hand : — 


“ The magnetic meridians, as M. Duperrey considers them, are not hy- 
pothetical lines ; they result from the direction of the magnetic needle in 
each point of the globe. Suppose that we set out from any given point, 
and that, journeying always according to the direction of the magnetic 


* This is frequently called, by English writers, the variation of the 
needle ; I have preferred the French term declivation, which is equally, 
or perhaps more, appropriate, and the more especially, as there are effects 
of variation in this declination (412.) that could not consistently be termed 
variation of the variation ; for the word would here have two meanings. 
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needle, at first toward the north pole, then toward the south pole, we col- 
lect all the points through which we may have passed, the curve which 
unites them all, will form a magnetic meridian. If another point of de- 
parture, near the former, is taken, and a magnetic meridian is traced in 
the same manner, this meridian will meet the former in two points, si- 
tuated one toward the north pole, the other toward the south. By tracing 
on the globe a number of these meridians, and taking the points of inter- 
section of two neighbouring meridians, we always obtain in each hemi- 
sphere, a closed curve, resulting from the reunion of all the points of 
intersection ; it is natural to admit that the magnetic pole of each hemi- 
sphere is to tobe found in the centre of the area included by these 
curves.” * 


To determine the declination by this chart it is merely 
necessary to find the latitude and longitude of the place, 
and to observe the direction of the vicinal magnetic me- 
ridian; and this shows the point toward which the 
needle is directed, and hence its declination. The place 
of the north magnetic pole is here 70° north latitude, 
and 100° west longitude ; that of the south, about 76° 
south latitude, and 135° east longitude. Plate II. isa 
bird’s eye view of the polar regions, again showing the 
directions and convergence of these meridians. It is 
instructive to examine these plates, and see how seldom 
the magnetic meridian is parallel to the meridian of 
longitude. Plate III. is a magnetic map of the hemi- 
sphere containing both the magnetic poles. 

(412.) It may be imagined that the amount of in- 
formation necessary to construct such charts as these, 
is immense; because the consecutive portions of every 
line must be laid down almost from actual observation ; 
and as may be imagined, observations have not in all cases 
been made with that rigid accuracy that is desirable. 
But, if all these difficulties were surmounted, and a per- 
fect chart were produced, this chart would be of only 
temporary utility ; for there is a variation of the declina= 
tion ; the declination is not always the same at the same 
place, but undergoes secular, annual, mensual, diurnal, 
and also irregular changes. 

The secular change is a progressive alteration ob- 


* Becquérel, Traité, vol. vii. p. 429. 


| 
e 
Ard 
my, 
ene 
i 


4A MAGNETISM. BOOK Iv. 


served in the magnetic needle during a series of years, 
as may be seen in the following table: — 


Table of the Secular Variation in the Declination of the 
Needle at London. 


A.D. | Observed by Declination. 
1576. Norman : 11915" Bol N. 
§80. Burroughs - ig Pees 274 —* 

622. Gunter - 65 12 — 
1634. Gellibrand - 5 — 
ae } = - - O O Due North. 
Ce oe y 0 34W. of N. 
1670. - - - 2, 6 — 
1672. - - - 2-30 — 
1700. - - - 9 40 — 
1720. - - - 13 O — 
1740. - - - Gr LO — 
1760. - - - 19430 —_ 
1774. - - - 99% 120 _ 
1778. Phil. Trans. - OO et — 
1790. - - = 23 39 —_ 
1800. - - - 94 36 — 
1806. - = - 24 8 — 
1313: Col. Beaufoy 94 20 17" — 
elm sys ws ittey * = 27° 18it 
1816. - - 24 — 
1820. - - 24 ao 
1823. - = — 
1831. - - — 


This table shows that the direction of the needle, 
during the early periods of observation, was deviating 
more and more to the E. of N. until 1580, when the 
declination gradually decreased, and from 1657 to 1662, 
it pointed due north. It then acquired a west decli- 
nation, which increased until 1815, when it commenced 
returning as before. The variation per annum in the 
declination is as irregular as the declination itself. 


* Maximum eas¢ declination. + Maximum wes? declination. 
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** It appears from the table given by Mr. Gilpin *, that the annual change 
in the variation [declination] has diminished in each successive period, 
since the beginning of the last century. In the preceding century, that is 
from 1622 to 1692, the annual change was about 10’ ; from 1723 to 1773, it 
was about 8’; from 1787 to 1795, about 5’; from that time to 1802, only 
1/2; in 1818 it was reduced to Zero.” ¢ 

A table of variations at Paris, collected by Aragot, 
shows that the dates of the two maxima correspond 
with those of London. A similar progressive variation 
is traced in observations made at the Cape of Good 
Hope. 

(413.) The mensual change is an alteration in the 
direction, according to the season of the year, by which 
the needle, during the months between the vernal equinox 
and the summer solstice, retrogrades toward the east; 
and during the remaining nine months pursues its gene- 
ral tendency towards the west. 

The diurnal change is thus given from the recent 
observations of Professor Lloyd : — 


* The mean daily curve of the changes of declination for the entire year, 
exhibits a small easterly movement of the north end of the magnet, during 
the morning hours, which reaches its maximum about 7a.m. After that 
hour, the north end moves rapidly westward, and reaches its extreme 
westerly position atl h.10m.p.m. It then returns to the eastward, but 
less rapidly, the easterly deviation becoming a maximum about 10P. M.; 
the mean daily range = 9°3 minutes.” § 

The diurnal variation of which the above is the mean 
amount, differs according to the time of year and place 
of observation. MM. Gauss and Weber have been inde- 
fatigable in their researches on these subjects. Fig. 183. 
is a graphic delineation of six sets of observations made 
under their directions, simultaneously every five minutes, 
on August 17. 1836, at Upsal, the Hague, Géttingen, 
Berlin, Leipsic, and Munich. The horizontal lines 
define intervals of two hours each, the lowest being 
midnight of August 16, the highest being midnight of 
August 17.: the curved lines indicate the proportion of 
deviation for each place in succession. Though there 


* °° Phil, Trans. 1806.” 
+ Roget, Library of Useful Knowledge. Magnetism, p. 29. 
t Annuaire, pour 1830. 4 Athenzum, 
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is a great difference in many cases, in the amount of 
the deviation at any given time, there is a very marked 
coincidence in its direction, as is evident from the 
general resemblance to each other of the set of curves. 
(414.) Besides these comparatively regular variations, 


there are others of an irregular character, which are 


due to adscititious causes, present only under peculiar 
circumstances. Chief among these disturbing causes is 


the aurora borealis, during the prevalence of which the 


needle is considerably disturbed. M. Becquérel says,— 


“ Generally, the declination increases before the aurora, and often even 
until the phenomenon has attained a certain degree of intensity ; then the 
great oscillations commence ; afterward the needle returns toward the east 
very regularly: it passes beyond its normal position, which, providing no 
new aurora disturbs its progress, it regains again, although not until some 
hours have elapsed.” 


Earthquakes and volcanic eruptions are also said to 
disturb the needle. 
(415.) There are also docal variations dependent on 


the vicinity of magnets or of bodies susceptible of mag- 


netism, which, unless recognised or removed, will 
prevail to make the compass-needle, even with all the 
advantages to be derived from these tables and charts, a 
very faithless index. JI allude especially to the presence 


'of vicinal iron. We have seen that iron, in its normal 


condition, acts upon the needle ; much more does it act 
if it is itself a magnet: but we have seen that mag- 


inetism is induced, more or less, into al] iron by the 
action of the earth (402.); and hence vicinal iron is 
doubly influential in interfering with the correct action 


of the needle. On this account the greatest pains 


-are taken to banish iron from magnetic observatories. 
| But in ships, where so much depends on the fidelity of 


the needle, and which nevertheless contain so fertile a 
cause of disturbance in their bolts, water-tanks, guns, 
shot, stores, and engines, other means are adopted. The 


| disturbing cause cannot be removed, it is, therefore, re- 
| cognised and estimated. 


Mr. Wales, who sailed with Captain Cook, was the 
VOL ll. EE 
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first to notice that the needle varied, as the course 
varied. Mr. Downie was the first to detect the cause ; 
he said he was “convinced that the quantity and 
vicinity of iron in most ships, have an effect in attracting 
the needle.” Captain Flinders went further, and found 
that “‘ when the ship’s head was on the east side of the 
meridian, the differences were mostly one way ; and, 
when on the west side, they were the contrary.” He 
observed that, in the northern hemisphere, the north 
end of the needle was drawn forward. The effects can 
be understood, from the principles elsewhere (402.) laid 


down, to be these : — 

“ Every distinct piece of iron in the ship becomes a magnet, with its 
south pole upwards. But, since the binnacle is placed very far aft, it fol- 
lows that almost the whole of these temporary magnets are between it and 
the head of the vessel ; and, as they have each their south pole upwards, the 
united force of all inevitably tends to draw the north end of the needle 
toward the head.” * 


(416.) As the deviation of the needle, by local causes, 
is often very great, means were sought for correcting 
it, which led to the construction of “ Barlow’s correcting 
plate.” 


“It occurred to him, that, if a large mass of metal A, at distance A B, 
produced a certain deviation, a smaller mass C, ata less distance C B would 
produce the same ; and that if C were in the line, which joined A and B, 
the tangent of the needle’s deviation would be doubled. But, as the tangents 
of small arcs are nearly in proportion to the arcs themselves, we shall not 
be far from the truth if we consider the arcs themselves as being doubled. 

‘It was, therefore, requisite to work the vessel round to each point of 
the compass, and to observe what effect the ship’s iron had on the needle 
ih the different positions,—and so to determine the planes of no variation, 
and hence the direction of the resultant line AB. Having found this, it 
was next requisite to determine on shore (by repeated trials) at what dis- 
tance the smaller mass C should be placed, in order to produce the same 
amount of deviation as was produced by the iron in the vessel. And, i 
having obtained this, the mass C was to be placed in the line A B, at the 
distance B C, and adjusted so that the line might pass through the pivot of 
the needle and the centre of attraction of both A and C. It was then 
removed, and only used to correct observations, as follows :— 

* Let the compass indicate that the vessel’s head is 5° N of E; then 
place C in the line of direction, at the previously determined distance ; and, 
if the compass should declare the vessel’s head to be 8° N. of E., the addi- 
tional 3° in the amount will be due to C. But, since C has the same 


* Ann. of Elec. vol. iii. p. 3. Walker on the Effects of Iron. 
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effect as A, the deviation produced by Ais 3°; deduct. this from.5°, then 
the remaining 2° N. of E. is the ship’s true position.” * 

The mass C, is Mr. Barlow’s correcting plate, or mag- 
netic compensator ; and consists of two plates of iron, 
about a foot in diameter, and of such thickness that a 
square foot will weigh éhivee pounds ; the iron plates are 
separated by card or thin board.—The amount of local 
disturbance has been found to vary from 5° to 15°; 
for such angles, especially the smaller of them, the 
ratio of tangents is applicable, and, therefore, also, is 
the correcting plate. For correct observation, the fol- 
lowing formula is given, 

1+ ./1—8 tan. a” ; 


tan 2S ——; 
4 tan. a 


where z is the angle of deviation produced by the ship, 
and a that produced by the plate. For iron ships in 
which the deviation is 50° or 60°, Mr. Barlow has 
adopted a plan of compensating by means of a magnet. 
M. Poisson, by mathematical analysis, has also devised 
a means of correcting the effects of local action. 

(417.) The dip of the needle, which the French 
term INCLINATION, is in like manner subject to variation, 
dependent also on place, time, and Jocal circumstances. 
In London, as we have said, the dip is about 70°, at 
~ New York it is about 73°. Over the magnetic poles 
- shown on the Plates I., II., and III., the dip is 90°, 
i. e., the needle assumes a vertical position ; in certain 
places the dip is 0°, i. e., the needle hangs horizontally ; 
the line intersecting these latter places, is termed the mag- 
netic equator ; it may be seen in Plates I. and III.; it 
cuts the earth’s equator in two places, in longitude 
10° E. and in longitude 170° W. The lines, whose 
general direction is E. and W., and which are some- 
what symmetrical with the magnetic equator, are the 
magnetic parallels. 'They are drawn through the places 
of equal dip; they possess, as do also the correspond- 


* Ann. of Elec, voliii. p. 5. The effects of local action. 
pH Z 
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ing meridians, certain properties, which are, at the 
present moment, being investigated by M. Duperrey. 
There is no need to go into the various modifications 
of periodical variation in the dip ; let it suffice to give 
here a table of the secular variation for London: — 


A.D. Dip. Observed by 
1720 = - 4° 4927 - = Graham. 
BUTS teria 72° 1 ees ts Me verden: 
1780 tee F222 Oi dae es ‘Gilpm, 


P7008 ei 6 TV 88h eee 
POO iets FOL WSS 1S = 


1Q0GE ia = YO° S40 sive Water: 

1927 ei VOC. 3" = a sabine. 
1828 2° 09° "477" 

£830 = -2° 60°°S8" wo =F Mater. 


(418.) The intensity of the magnetism of the earth 
varies also with place and time. The intensity is the 
power of the earth to bring an oscillating needle to a 
state of rest; and it is in proportion to the squares 
of the number of oscillations per second. In general 
terms, the intensity may be said to increase from the 
equator to the poles. Much of our information on this 
subject is due to Humbolt, Sabine, Lloyd, Forbes, 
Gauss, and Duperrey. The latter can speak for himself 
in the charts of isodynamic curves, published by him, 
Plates IV. and V. With the exception of the inter- 
tropical regions over the southern hemisphere, these 
charts correspond pretty nearly with those of Hansteen. 
A needle placed on any curve here delineated in the 
direction of E. W., will give the same number of 
oscillations per minute. He has not laid down the 
position of the magnetic poles; because the isodynamic 
lines are not sufficiently exact to give him the means of 
determining it accurately. It is, of course, somewhere 
within the two extreme curves. In addition to the 
isodynamic curves, laid down by Duperrey, M. Bec- 
quérel has added to Plate IV. the isothermal curves, or 
curves of equal heat from M. Berghaus’ Atlas. These 
are marked by discontinuous lines. 
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The intensity, like the dip and direction, is subject 
to change, modified as they are by time and place; 
and is in some measure influenced by the motion of the 
sun. The daily range is greatest in July, and least in 
December. 

(419.) The instruments required for these observ- 
ations are of extreme delicacy, and require considerable 
experience in using. We pass by these to describe the 
instrument by which Coulomb establishes the fact 
which we just advanced, that the square of the vibra- 
tions per second indicates the magnetic intensity, as that 
of the pendulum vibrations do the intensity of gravity. 
Fig. 184. is Coulomb’s torsion balance. The needle is 
suspended by silk fibre, in a Fig. 184. 
metal stirrup, the lower part 
of which bears a vane, shown 
by the semi-circular series of 
dotted lines,moving ina vessel 
of water, so as to afford a re- 
sistance, by means of which 
the oscillations shall be li- 
mited. The instrument is 
used by twisting the fibre, 
and observing the deviation 
it produces on the needle; 
whence the force of torsion is found proportionate to 
the sine of the angle. He compares various needles, 
by placing them in turns in the instrument. 

(420.) But magnetism is not confined, as we have 
hitherto regarded it, to ferruginous bodies only, it has 
a kind of universal existence. JVickel holds the next 
rank to iron in magnetic capacity; but brass, cobalt, 
zinc, copper, bismuth, antimony, and their various ores, 
and also the unmetallic ores, are susceptible. Cavauo 
found that the ruby, chrysolite, emerald, garnet, and mica 
attracted the needle ; even the flesh and the blood act si- 
milarly. In proof that this property is not due to the pre- 
sence of minute particles of iron, as some have suggested, 
M. de Haldat has operated upon an immense number 
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both of organic and inorganic bodies which do not con- 
tain an atom of iron. Coulomb obtained magnetic ef- 
fects from needles of gold, silver, lead, copper, and tin. 
Lebaillif obtained them from platinum, nickel, cobalt, 
bismuth, antimony ; Scebeck, Pouillet, and Dove also 
have devoted their attention to this matter. The mag- 
netic power, in all these cases, is of very low intensity ; 
but we are now about to enter on a branch of elec- 
tricity, namely, electro-magnetism, which will give us 
the means, if not of making magnets of the other 
metals, at least, of making them act precisely as if they 
were magnets. We may conclude this chapter with an 
extract from Dr. Scoresby’s book, to which allusion has 
already been made (408.), being a general reply to 
the question — which is the best steel for magnetic 
needles ? 


<6 We should recommend, for all large or massive SINGLE MAGNETS Of 
the straight bar form —the best cast steel, made quite hard; for sTRAIGHT- 
BAR COMPOUND MAGNETS generally, the same steel and hardness ; for com- 
pound magnets of my BUsK-PLATE description, the best cast steel hardened 
to the utmost in oil; for HORSE-SHOE MAGNETS, if séngle, cast steel, annealed 
from file hardness, at a temperature of about 550°, or shear-steel a little re- 
duced; and for COMPOUND HORSE-SHOE magnets, cast steel annealed at 
480° to 500°, or shear-steel perfectly hard; for COMPASS NEEDLES, if séngle 
and heavy (such as are suited for stormy weather), hard cast steel ; if light, 
or of moderate weight, whether single or compound, best cast steel, an- 
nealed at 500° or 550°, or hard shear-steel, or hard cast steel from Bradford 
iron ; and for VERY LIGHT NEEDLES, or other small magnets, the best cast 
steel annealed, as with advantage it may be, at the heat of boiling oil. 

“¢ In all these cases, the steel, whatever be the denomination, should be 
the produce of the best qualities of foreign iron, except in the instance of 
cast steel for compass needles of a light description, when steel from the 
best Bradford iron might, it appears, be advantageously employed.” * 


And now, having investigated the properties of elec- 
tric currents and of magnets as distinct, we are pre- 
pared to examine the phenomena attendant on their 
mutual action. 


* Magnetic Inves part ii. p. 281. 


BOOK THE FIFTH. 


ELECTRO-MAGNETISM, 


CHAPTER I. 


ANALYSIS OF THE MUTUAL ACTION OF AN ELECTRIC 
CURRENT AND A MAGNETIC NEEDLE. 


(421.) Ir the only or the chief applications of the 
voltaic battery consisted in the exhibition of electrical 
effects similar to those produced by the ordinary elec- 
trical machine, such as charging insulated conductors 
or condensers with either species of electricity, charging 
the Leyden jar or battery, or showing the effects of 
sudden and violent derangements of the electrical equi- 
librium of conductors, the investigation of its pro- 
perties would belong more correctly to ELECTRO-sTATICS ; 
and, considered as a physical agent, it would rank im- 
measurably below all the common electrical machines. 
But although, by the electricity proceeding from the 
pile, all the effects explained in the first part of this 
work may be reproduced, modified only in degree, these 
form so small and comparatively unimportant a part 
of the vast powers of that instrument, that they are 
regarded with no other interest than as supplying the 
most satisfactory means of establishing the identity of 
common and voltaic electricity. 

If the extremities of a continuous metallic wire of 
any length, and arranged in any desired form, be put 
in communication with the poles of a voltaic battery, a 
current will pass along the wire; and so long as the 
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connection is maintained, the wire will give several 
evidences of its not being in its natural state. 

Ist. Let any part of the wire be reduced in thick- 
ness until it attains a certain degree of tenuity: its 
temperature will then be observed to rise. This is an 
effect which would also be produced by free electricity 
passing along it. 

2d. Let the wire be still further attenuated, or let 
the power of the battery be augmented: the thin 
part of the wire will now become red hot; and by still 
further attenuating the wire, or augmenting the power 
of the battery, the metal will be fused. These are also 
effects of free electricity passing along it. 

3d. Let a magnetic needle, freely suspended, be 
brought near to any part of the wire, however distant 
from the poles of the battery: the needle will be 
immediately deflected from its direction ; and this de- 
flection will increase in quantity as the needle is brought 
nearer to the wire ; and it takes place in one direction 
or the other, according to the side of the wire to which 
it is presented. This deflection of the magnetic needle 
is another effect which is produced by the passage of 
free electricity. 

The system of two streams thus passing in oppo- 
site directions on any conductor is called an electric or 
voltaic current. 

When the direction of a current is referred to, that 
of the positive stream alone is indicated. Thus every 
current is said to run from the positive to the negative 
end of the wire. 

(422.) These electric currents are fed by the electri- 
city continually disengaged by the voltaic action of the 
pile, and their intensities or electro-motive force will 
depend, therefore, on the power of production and pro- 
pagation of the pile. 

The voltaic battery may be regarded as a gene- 
rator of electricity, as the boiler of a steam-engine 
is the generator of the elastic vapour from which that 
machine derives its efficacy ; and as the power of a 
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steam-engine, whatever be the particular form or mag- 
nitude of the machine, must ultimately depend on the 
rate at which the boiler can supply steam to the engine, 
the power of a voltaic current must, in like manner, 
depend on the quantity of electricity which the battery 
can supply in a given time to the conductor of the 
current. 

The quantity of electricity with which any sur- 
face is charged is measured in ELEcTRO-sTATICS by 
the product of the tension or depth of the electricity, 
and the magnitude of the surface on which it is dif- 
fused. This process is evidently inapplicable to the 
case of electricity in motion, and cannot serve to mea- 
sure the quantity of fluid which passes over a conductor 
in a given time. If the depth of the current and its 
velocity were capable of measurement, these, combined 
with the diameter of the wire, would give the quantity 
of fluid which passes over it in a given time; but it 
will appear hereafter that, when the current is trans- 
mitted through certain substances, it will produce effects 
on them which, being always proportional to the actual 
quantity of electricity engaged in their production, and 
being themselves capable of accurate numerical estima- 
tion, supply means of measuring electricity in motion 
susceptible of as much accuracy as attends the applica- 
tion of Coulomb’s electrometer to electricity in repose. 

(423.) The most important property of electric 
currents, and that by which their theory has been 
brought to light, arises from their relation to the mag- 
netic needle. Between an electric current and a mag- 
netic needle there is exercised a mutual action, in virtue 
of which the needle and the conductor of the current 
receive, under various circumstances of position and 
distance, certain definite motions, which it is the pro- 
vince of observation and analysis to investigate and 
explain. 

To ascertain the influence of an electric current 
on a magnetic needle, let us first suppose the needle 
to be freely suspended by a slender fibre of raw silk, 
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A O (fig. 185.), attached to its centre of gravity, O, 
so that it shall be capable, Fig. 185. 

so far as relates to its 
gravity, of resting indif- 
ferently in any position 
in which it is_ placed, 
whether horizontally or 
at. any other inclination 
to the vertical line. We 
shall, also, suppose in the 
present case, and in the 
following paragraphs of 
the present chapter, that 
the needle is astatic ; that 
is, independent of the in- 
fiuence of terrestrial mag- 
netism, so that it will not, 
like ordinary magnetized 
needles, settle itself in the 
direction of the magnetic 
meridian. The methods of rendering a needle astatic 
will be explained hereafter. It will be sufficient, for 
the present, to assume that the needle has magnetic 
poles, but no, disposition to take any particular direc- 
tion in virtue of the earth’s magnetism. 

Let PN be the wire conducting an electric cur- 
rent running from P towards N. This current will, 
when brought sufficiently near the needle NS, cause 
the latter to change its position, and to place itself in a 
certain direction, thus determined :—Let a line CO be 
drawn from the point of suspension of the needle, O, 
perpendicular to the current, and let this line meet the 
current at C. Through CO suppose a plane to pass 
perpendicular to the current. The needle NS will 
take a position in this latter plane perpendicular to 
CO. 

Hence it appears, that an electric current, placed 
near a magnetic needle freely suspended, will exert 
a force or a system of forces on the. needle which 
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will cause it to assume a position in which the line 
passing through its poles and point of suspension 
shall be in a plane perpendicular to the current, and at 
right angles to the line joining the point of suspension 
of the needle with the point where the latter plane 
meets the current. 

If the electric current be vertical, the needle 
will be placed in the horizontal plane, and at right 
angles to the line from the point of suspension, per- 
pendicular to the current. 

(424.) To determine with precision the directions 
and intensities of the force or forces exerted by the 
current on the needle, it will be necessary, besides 
rendering the needle astatic, to adopt some mode of 
suspension by which either pole may be free to move 
while the other is fixed. By such means, the action 
of the current on each pole may be observed inde- 
pendently of its action on the other, and the result of 
the combined actions on the poles when both are free 
may then be easily inferred. 

This object may be attained by the following ar- 
rangement: — Let an oblong strip of card or pasteboard, 
AB (fig. 186.), be supported at its centre of gravity 
on a pivot, so as to be capable of revolving in the 
horizontal plane. On 
this card a magnetic 
needle may be placed, so 
that the pivot or centre 
of motion may coincide 
with either pole, or have 
any required position be- 
tween or beyond the 
poles. The card may be balanced, so as to preserve its 
horizontal position, by the adjustment of a movable 
counterpoise. A magnetic needle may thus be ar- 
ranged, so as to be capable of revolving in an hori- 
zontal plane round any proposed point as a centre of 
motion. 

(425.) Let the needle be first placed with one of its 
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poles, the south pole, S (fig. 187.), for example, over 


Fig. 187. 


the pivot, so that the action of the current on the 
north pole N alone shall take effect. Let the wire 
conducting the current be perpendicular to the plane of 
the paper, penetrating it at a point C, and the motion 
of the needle must then be confined to the plane of the 
paper. Let the circle described by the north pole of 
the needle round the pivot be A N B, the wire being 
outside this circle. 

To ascertain the direction in which the force exerted 
by the current on the pole N of the needle acts, it is 
only necessary to find the position in which the needle 
will remain at rest; for the direction of the force must 
then be either directly from the pivot, or directly to- 
wards it. Now, by allowing the needle to play freely, 
it will be found to oscillate for a time on each side of 
a certain definite position, in which at length it will 
come to rest. If the current ascend on the wire, this 
position will be SN’, determined by a line CN’, drawn 
touching the circle from C. The force, therefore, 
exerted by C on N’ must be in the direction N’n’; for 
although a force in the contrary direction N’S would 
also be consistent with the equilibrium of the needle in 
the position N’S, yet, on the slightest disturbance from 
that position, the pole of the needle would depart from 
it; whereas, in the present case, it is found to return 
to it. 
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If the other tangent CN” to the circle be drawn 
from the same point C, and the needle be placed in the 
position SN”, it will maintain that position so long as 
it is kept at rest; but, on the slightest disturbance, it 
will not return to it, but will sweep round, either 
through the are N’ AN’ or N“BN’; and, after some 
oscillations, will settle in its former position SN’. 

The position S N” is then one of instable equilibrium, 
and the force exerted at N” by the current is directed 
towards S in the line N’n”. 

Since the angles C N’ S and C N” S are right angles, 
it appears that the force exerted by an ascending 
current at C on the north pole N of a magnetic needle, 
is in a direction perpendicular to the line drawn from 
the current to the needle, and turned to the left of 
that line as viewed from the current. 

If the pole N be placed any where in the are NV AN’, 
it will be moved by the action of the current towards 
N’, as indicated by the arrow. 

For let aline C N be drawn to the pole from the cur- 
rent, according to what has just been proved, the action of 
the current will be in the direction n, or perpendicular 
to CN, and to the left of it as viewed from C. Such 
a force will evidently cause the pole N to move to- 
wards N’. 

If the pole N be placed any where in the are N’ BN’, 
the force of the current acting still perpendicular to 
CN in the direction N n, will cause the pole N to move 
towards N’. 

Hence it is apparent that wherever the pole N may 
be placed, except at the point N” of instable equili- 
brium, it will move towards N’, and will oscillate from 
one side to the other of that point in the manner of a 
pendulum, until it is brought to rest at that point by 
friction and the resistance of the air. The position 
S N’ is therefore a position of stable equilibrium. 

If the current descend upon the wire, the point 
N” will be that of stable, and N’ that of instable, equi- 
librium. Hence it appears that in this case the force 
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of the current must act to the right of the line 
drawn to the pole. The motions of the needle in every 
part of the circle will therefore be contrary to those 
which it had in the former case. It will now oscillate 
on each side of the point N”. 

If the north pole N of the needle be placed over 
the pivot, the south pole S being alone subject to 
the action of the current, the effects when the current 
ascends will be the same as in the former cases they were 
when it descended, and vice versa. 

(426.) To assist the imagination and the memory in 
conceiving and retaining the conditions which deter- 
mine the direction of the force exerted by an electric 
current on the poles of a magnetic needle, let the per- 
son of the observer be supposed to be the conductor of 
the current, with a descending current running from his 
head to his feet, and let his face be supposed to be 
always turned to the north pole of the needle; the 
general tendency of the north pole will be toward the 
right ; and its exact direction will always be at right 
angles to the line drawn from the observer to the pole 
in any given position: as the current or the observed 
pole is reversed, the direction is reversed also ; but a 
downward current moving a north pole to the right hand 
is a convenient form for impressing the proposition on 
the mind. 

(427.) Having explained the conditions which will 
in every case determine the direction of the forces ex- 
erted by a current on the poles of a magnetic needle, it 
will next be necessary to consider those which affect 
the intensity of these forces. 

Let SN (fig. 188.) be a magnetic needle, rendered 

Fig. 188. 
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astatic and supported on its south pole S. Let C be the 
section of a wire perpendicular to the paper placed in a 
line CN, at right angles to § N, and having a descending 
electric current passing along it. The pole N will then 
be solicited by a force in the direction N n, the intensity 
of which it is required to measure. If the needle be 
drawn through a small are N N’, on either side of its 
position of equilibrium, and liberated, it will oscillate 
like a pendulum ; and when the arc N N’ is small com- 
pared with the distance C N, and the angle N 8 N’ also 
small, it may be assumed that the force exerted on the 
pole of the needle in every part of its arc of vibration 
has the same intensity, and is directed in lines every 
where sensibly parallel to SN n. This being the case, 
the needle is in all respects analogous to a common pen-= 
dulum, and the intensity of the force which keeps it in 
vibration may be deduced from observing its rate of 
vibration in the same manner and by the same principles 
as those by which the intensity of the force of terrestrial 
gravity is deduced from observing the rate of vibra- 
tion of a common pendulum. 

If the distance of the current C from N be varied, 
it will be found that as C approaches N the vibration 
of the needle will be more rapid, and as C is removed 
to greater distances it will be slower. It is evident, 
therefore, that the force exerted by the current on the 
pole of the needle increases in some proportion as its 
distance from the needle is diminished. 

But it is proved in mechanics, that the intensity of 
the force which keeps a pendulum in vibration is, in 
the same proportion as the square of the number of 
vibrations of the pendulum in a given time. If the 
vibrations, therefore, of the needle be observed when 
the current C is at different distances from it, the 
squares of the numbers of vibrations which take place 
per minute will be in the proportion of the forces exerted 
by the current on the needle. 

A series of observations of this kind was made 
by MM. Brior and Savarr, the results of which 
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prove that the force which the current ewercises on the 
pole of the needle increases in the same ratio as the dis- 
tance of the current from the pole of the needle is dimi- 
nished. 

In the experiments from which this law was de- 
duced, the length of the wire conducting the current 
was considerable ; and the total action of the current 
must be regarded as composed of the separate actions of 
every part of it, these several parts being at different 
distances from the pole of the needle. M. Lapnace 
submitted the result of the experiments of MM. Buor 
and Savarr to analytical investigation, and proved from 
them that each elementary portion of the current must 
exercise an action on the pole of the needle, the inten- 
sity of which is inversely as the square of the distance. 

(428.) It is natural, however, to infer, that the 
action of the current on the magnet must be attended 
with a corresponding and equal reaction of the mag- 
netic poles on the current; so that if the wire con- 
ducting the current were moveable, and either pole 
of the magnet fixed, the latter would act on the wire, 
and produce effects equal and contrary to those which 
the wire, being fixed, produced on the magnet. Expe- 
rience accordingly confirms this inference. 

If N ( fig. 189.) be the north pole of a magnet, and C 
represent the section of the Fig. 189. 
‘conductor of a descending elec- 
tric current of which the direc- 
tion is perpendicular to the 
plane of the paper, it has been 
shown that the force exerted 
by C on N isin the direction 
of the line Nn, at right an- i 
oles to C N, and to the right e<--------- 
of an observer who views N S 
from C. Now, the reaction of N on C would produce 
a force, C ¢, in the contrary direction, C ¢ to the left of 
the same observer, or to the right of an observer who 
views C from N. If, then, the conductor which car- 
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ries the current be moveable, and the magnet be fixed, 
the pole N will exert a force on C which will urge C 
in the direction C e. 

If the pole of the magnet which acts on a descend- 
ing current be the south pole, the current will be urged 
by a force directed to the /eft of an observer who looks 
at the pole from the current. 

An ascending current is affected by the north pole of 
the magnet in the same manner as that in which a 
descending current is affected by the south pole; and 
it is affected by the south pole in the same manner as a 
descending current is affected by the north pole. 

(429.) Hence, in general, if the person of an ob- 
server of the north end of a needle represent a wire 
carrying a descending current, he will himself be urged 
to the left by the action of the magnetic pole or the 
current ; and vice versd, when conditions are reversed. 

(430.) If the current be capable of moving in a 
circle, of which the magnet is the centre, it will move 
direct when the pole is N and the current descending, 
or the pole S and the current ascending; and retro- 
grade when the pole is N and the current ascending, 
or the pole S and the current descending. 

The reciprocity of the action of the conductor 
of the current and the poles of the magnet involves 
the consequence, that, in all the cases which have | 
been investigated in which the conducting wire exer- 
cises force on the poles of the needle, the resultant 
of which has been determined in intensity and direc- 
tion, the wire conducting the current is subject to the 
action of a force equal in intensity and opposite in 
direction to such resultant. The results obtained, 
therefore, in all these cases, where the conducting wire 
has been supposed to be fixed, and the magnetic needle 
movable, may be applied, mutatis mutandis, to the 
cases in which the magnet is fixed, and the conductor 
of the current moveable. 
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CHAP. TL 


EXPERIMENTAL ILLUSTRATIONS OF THE MUTUAL IN- 
FLUENCE OF MAGNETS AND RECTILINEAR ELECTRIC 


CURRENTS. 


(431.) Wuewn the reciprocal influence of magnets and 
electric currents was unfolded by the researches of 
Oersted ; and the laws which govern it explained by 
Ampére, the practical ingenuity of philosophers and 
philosophical instrument makers was stimulated to con- 
trive methods for the experimental illustration of these 
laws. The fruit of their labours has been a vast va- 
riety of illustrative apparatus new to the cabinets of 
physics, many of which present features of so much 
interest, that, although they sometimes differ from each 
other in little more than mere form, they cannot pro- 
perly be passed over without particular notice in this 
work. . 

The object aimed at in these instruments is to 
exhibit the rotation of a magnet round a current, or 
-of a current round a magnet, or of each at the same 
time round the other. The general principles which 
have served as the guide in the invention of such appa- 
ratus are those which have been explained in the pre- 
ceding chapter 

Several varieties of instruments,’ which are now about 
to be described, may be briefly stated as follows: —If 
the north pole N of a magnet and a descending current 
D mutually act on each other, each will have a ten- 
dency to move round the other with direct rotation. If 
the pole of the magnet or the direction of the current 
be changed, the rotation will be retrograde ; but if 
both the pole of the magnet and the direction of the 
current be changed, the direction of the rotation will 
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remain unaltered. The rotation of each round the 
other, in every possible case, will be as follows: S 
expressing the south pole and A an ascending current — 


N, D ; : 
Sek \ Direct rotation. 
By p | Retrograde rotation. 


We shall classify these instruments according to the 
particular manner in which they exhibit the action of 
the electric and magnetic forces. 

(432.) To cause either pole of a magnet to revolve 
round a fixed electric current as a centre. 

A glass vessel (fig. 190.) is nearly filled with mer- 
cury, and an electric current is made to fig. 190. 
pass through the mercury by means of a 
wire, from one end of a constant cell(315.) 
dripping into the mercury, and another 
wire, connected with the other end, passing 
into the mercury, through the sole of the 
instrument. A magnet is retained, by a 
piece of silk attached to the lower end, in 
such a manner that one pole shall be above 
the surface. The ends of these wires are 
amalgamated to insure contact. If, now the current 
is descending, and the exposed pole is the north of the 
magnet, it will revolve with direct rotation. 

In the following arrangement the resistance of the 
mercury is avoided :— 

Let two bar magnets be bent into the form shown 
in fig. 191., so that a small portion at the middle 
of their length shall be horizontal, while the remainder 
is vertical. Under the horizontal part of each let an 
agate cap be fixed, by which the magnet may be sup- 
ported on a vertical pivot; and on the upper surface 
of the horizontal part let a small cup, to contain 
mercury, be fixed. Let the two magnets thus con- 
structed be arranged in a frame, the pivots supporting 
them so as to allow them to revolve. In order to steady 
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the motion of the magnets, 
they are provided with wire 
loops on the lower parts, which 
embrace the wire supporting 
the pivot, and prevent the 
magnets swerving from the 
vertical position. A small cir- 
cular canal containing mercury 
surrounds each magnet a little 
below the rectangular bend, 
and is supported on the stage. 
A bent wire, pointed and 
amalgamated at the end, passes 
from each small cup of mer- 
cury, and dips into the mer- 
cury in the circular canal. By ‘ 
this arrangement the point of 
the wire moves in contact 
with the mercury in the canal, while the magnet re- 
volves on the pivot; and this wire forms one electric 
communication between the mercury in the cup and 
the mercury in the circular canal. The cups are 
connected with a cup at the top by a rectangular wire, 
supported on a central pillar, and having its points in 
the mercury contained in the cups. From the sides 
of the circular canals wires project, which also termi- 
nate in small cups. 

If the cups be all filled with mercury, and the 
positive wire of a voltaic battery be dipped in the 
upper one, and wires connected with the negative pole 
in the two lower, descending currents will be con- 
ducted to these cups, and will pass away by the nega- 
tive wires. If the north pole of one magnet and 
the south pole of the other be uppermost, the former 
will revolve on its pivot with a direct, and the latter 
with a retrograde, motion. If the north poles of both 
be uppermost, both will turn with a direct motion ; and 
if the south poles be uppermost, with a retrograde 
motion. 
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If positive wires be brought to the lower cups, and 
a negative wire to the upper, the rotations will be re- 
versed, since the currents will then ascend. 

(433.) To cause a moveable current to revolve round 
one of the poles of a magnet, the latter being fixed. 


First Merruop. 


Let a glass vessel, fig. 192., be nearly filled with 
mercury. Let a metallic wire be sus- Fie, 199. 
pended by a ring or hook at its upper 
extremity directly over the centre of the 
vessel, so as to be capable of revolving 
freely. Let its lower end float on the 
mercury, so that it shall rest in a position 
slightly inclined to the vertical. A rod 
of metal enters the bottom of the vessel, 
and is in contact with a fixed magnet oc- 
cupying the centre. When one of the 
poles of a battery is put in communica- 
tion with the mobile wire, and the other 
with the fixed wire, a current will pass 
along through the mercury. If the cur- 
rent descend; and the north pole of the 
magnet be uppermost, the rotation will be 
direct ; otherwise it will be retrograde. 

LetGG, fig. 193, be a glass tube, in the lower 
end of which is inserted a cork, through which a 
rod M of soft iron is passed. The upper end is 
also stopped with a cork, through which a wire 
passes, whence is suspended, within the tube, a 
wire, in the same manner as in the first me- 
thod. A little mercury is poured into the tube 
on which the lower end of the wire floats. The 
pole of a powerful magnet being applied to M, 
this rod becomes magnetic by induction; and 
when a current is transmitted through the wire, 
the latter will revolve rapidly round M, even 
when the current is feeble. 

Mr. Faraday, to whom is due this and the 
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first method, constructed an apparatus of this kind, 
which was put in operation by a voltaic arrangement, 
consisting of only two plates of the magnitude of a 
square inch. ‘ 

(434.) By combining the method fig. 192., with that 

Fig. 194. already described, fig. 190., for 
producing the revolution of a 
magnet round a fixed current, 
Mr. Faraday exhibited both phe- 
nomena at the same time. This 
apparatus is represented in fig. 
194. 

One mercurial cup, communi- 
cates with the mercury in the 
vessel, by a wire rod bent at right 
angles. This mercury being in 
contact with the mobile rod, the 
current is continued along, and 
thence down the fixed vertical 
rod to the vessel, in which a magnet is suspended. 
The current is conducted from the mercury by another 
rectangular rod to another cup. 

When the cups are put in communication with the 
poles of a voltaic apparatus, the wire revolves round. 
the magnet fixed in the centre 
of the vessel, and the magnet 
in the vessel revolves round 
the wire hanging over the 
centre of that vessel. The 
directions of these rotatory 
motions are determined, as be- 
fore, by the principles already 
stated ; or two vessels may be 
employed, as in fig. 195., in 
the one which is at the right 
hand in the figure, the wire 
rotates, and in the other the magnet does. 

(435.) Let 22” (fig. 190.) represent a section of a 
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Fig. 196. circular trough of zinc, having an 
opening in the centre, in which is 
soldered a smaller circular vessel, 
P, of copper, surmounted by a 
vertical rod, ¢, of copper, termi- 
nated at the upper extremity by a 
mercurial cup, c. A wire, abba’, 
is bent so as to form three sides 
of a rectangle, the width, bb’, cor- 
; responding to the magnitude of 
a the trough 22°. A point is at- 
- tached to the middle of 6b’, which 
rests in the cup ¢, so that the rectangle is balanced on 
t, and capable of revolving round it. 

If the trough 22’ be now filled with an acid solu- 
tion, voltaic action will ensue, and a current will be 
established proceeding from the acid along the vertical 
sides of the wire, and returning to the copper by the 
vertical rod ¢. 

If the pole of a magnet be now applied under the 
centre of the copper vessel, P, it will act upon the as- 
cending vertical currents, ab, ab’, and will cause the wires 
to revolve with a direct or retrograde motion, according 
as the pole applied is the south or north pole. 

If the circular trough be composed of glass and 
filled with mercury, the same effects may be produced 
by connecting the mercury with one pole of a voltaic 
battery, and the cup ¢ with the other. 

The points of contact of the revolving current with 
the fluid in the circular trough may be multiplied 
by attaching the points a a’ of the wires conducting the 
current to a small hoop of metal. 

When the pole of the magnet is placed at any 
point within the circle described by the wires aa’, 
different from the centre, or on the circumference of 
that circle, or, finally, any where outside it, the cur- 
rents will be subject to movements of oscillation, and 
will have positions of stable and instable equilibrium 
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similar to those which a magnet assumes when acted 
on by a current in corresponding positions. These 
phenomena may be investigated by processes and for- 
mule similar, mutatis mutandis, to those applied in 
the preceding chapter; and it will not, therefore, be ne- 
cessary here to enter into an analysis of them. 

(436.) It is evident, that if any number of rectan- 
gular circuits of wire, such as that represented in 
fig. 196., were so united that the cross pieces bb’ 
should be common to all the currents, and rest on a 
common pivot, the vertical parts, ab, ab’, would lie 
in a cylindrical surface, of which ¢.would be the axis, 
and the current, instead of passing along two of 
those vertical wires, would be shared among all of 
them. Now this state of things will not be changed if, 
instead of a number of independent rectangular circuits 
of wire, a cylindrical surface of metal be substituted, its 
lower edge dipping in the fluid contained in the circular 
trough. The case is the same whether the cylinder be 
suspended by one wire, as in fig. 196., or be completed 
above, as in fig. 197. 

Such an arrangement is represented in fig. 197. A 
bar magnet is fixed upright, in a Fig. 197. 
solid stand which has a cavity adapted 
to receive it. In this stand is formed 
a circular trough which is filled with 
mercury so as tosurround the magnet. 
A light hollow cylinder, CC, ofcopper, 
is suspended on a point resting in an 
agate cup placed on the top of the 
magnet, and having a vertical wire 
proceeding from it which terminates 
in a small mercurial cup, P, at the 
top. Another wire connects the mer- 
cury in the trough with another 
small mercurial cup, N. When the 
cups P and N are put in con- 
nection with the poles of a voltaic 
apparatus, the currents passing upon the surface of the 
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copper cylinder are acted on by the pole of the magnet 
in its centre, and a motion of rotation is imparted to 
the cylinder, the direction of which will be determined 
as usual by the direction of the cur- Fig. 198. 
rents and the name of the magnetic 
pole. 

A double apparatus of this kind, 
erected on the two poles of a horse- 
shoe magnet, is represented in fig. 
198. The rotations of the copper 
cylinders will be in opposite direc- 
tions if the currents be both de- 
scending or both ascending, but in 
the same direction if one current 
ascend while the other descends. 

The wooden circular troughs are 
in this case fixed upon the arms 
of the magnet, and made fast by ad- 
justing screws. 

(437.) It is very obvious that a magnet M, fig. 199., 
applied exterior to the cylinder Fig. 199 
is far less efficacious than one 
in the interior: for, as the de- 
scending currents in C have all 
a tendency to move in the same 
direction relative to the magnet 
M, not relative to the centre S, 
the more distant currents would Ae SSS 
revolve in one direction round §, and the nearer currents 
in the other direction; as the latter, from their proxi- 
mity, are most acted on, they will determine the direc- 
tion ; and the amount of motion will be the difference 
between the two forces. 

(438.) M. Amprre adopted the following method of 
exhibiting the revolution of a current round a magnet. 
A double cylinder of copper, CC, fig. 200., about two 
inches and a half in diameter and the same in height, is 
supported on the end of a bar magnet, M, by a plate of 
metal which passes across the upper orifice of the inner 
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cylinder. A light cylinder of zinc, ZZ, 
supported by a wire arch, A, is intro- 
duced between the inner and outer cy- 
linders of copper, a steel point attached 
to the wire arch resting upon the arched 
plate by which the copper cylinders 
are supported. On introducing diluted 
acid between the copper cylinders, vol- 
taic action is produced, the current 
passing from the zinc to the acid, and 
thence to the copper, and ascending 
from the copper through the pivot to 
the zinc. The zinc being in this case 
free to revolve while the copper is 
fixed, and the current descending on 


the former, the rotation will be direct or retrograde 
according as the pole of the magnet is north or south. 
(439.) If the copper were free to revolve as well as 
the zinc, it would turn in the contrary direction, since 
the current ascends upon it while it descends upon the 
zinc. This effect is exhibited by a modification intro- 
duced in the apparatus by Mr. J. Marsh, who substi- 
tuted a pivot resting in a cup at the top of the magnet, 


Fig. 201. for the metallic arch by 
which, in the former 
case, the copper vessel 
was supported. This 
arrangement is shown 
in fig. 201. 

The effect of op- 
posite magnetic poles 
may be exhibited by 
using a horse-shoe 
magnet as repre- 
sented in (fig. 202., 
each pole supporting 
similar vessels of zinc 
and copper suspended 
on pivots in the same manner. The 
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motions on the two arms of the magnet will be in con- 
trary directions. 

(440.) To cause a magnet to turn on its own axis 
by an electric current transmitted parallel to it. 

The tendency of the conductor on which a current 
passes to revolve round the magnet Fig. 208. 
will not the less exist, though the 
conductor of the current be so fixed 
to the magnet as to be incapable 
of revolving without carrying the 
magnet with it. The magnet may 
in fact form part and parcel of 
the moving system, without causing 
any variation in the results. In fig. 
203. the magnet M is sunk by a 
platinum weight P; its upper end 
being fixed to the copper cylinder 
W W, a current passing from P to 
N causes the cylinder to rotate, which \S 
carries with it aie magnet. aS 

(441.) Since the magnetic bar is itself a conductor 
of electricity, it is not necessary, in the exhibition of 
this effect, to introduce any other conductor for the 
current. In the apparatus in fig. 204., the magnet 
stands in a vessel of mercury, sup- 
ported in the vertical position at the 
lower end by a steel point resting in 
an agate cavity, and at the upper part 
by a horizontal slip of wood having a 
hole in it through which the magnet 
passes. A vertical wire proceeds from 
the top of the magnet and terminates in 
a mercurial cup, while another mer- 
curial cup communicates with the 
mercury at the bottom of the vessel. 
The lower half of the magnet being 
immersed in the mercury, the current 
passes along the upper half, and is there 
dispersed through the mercury so as 
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not to affect the lower part in any sensible degree. 
When the cups are put in communication with a 
voltaic apparatus, and a current transmitted along 
the part of the magnet above the mercury, a motion of 
rotation of the magnet will commence, the direction 
of which will depend, as usual, on the direction of 
the current, and on the magnetic pole on which it 
acts. 

A more convenient apparatus for the exhibition of 
this effect is represented in fig. 205., where a magnetic 
bar is supported in the vertical position between 
pivots, which play in agate cavi- 
ties. A stage is supported by the 
frame of the apparatus at the middle 
of the magnet, on which a circular 
canal containing mercury is sus- 
tained, by which the magnet is sur- 
rounded. A similar circular trough 
of mercury surrounds the lower 
end of the magnet. Two mercu- 
rial cups communicate  metal- 
lically with the mercury in these 
troughs respectively. A small wire, 
pointed and amalgamated at its end, 
is fixed to the middle of the magnet, 
immediately above the cistern, and is 
bent at a right angle, so as just to 
dip into the mercury contained in 
the cistern. Another wire is attached to the lower end 
of the magnet, dipping in like manner into the mer- 
cury in the lower cistern. When the cups are put 
in communication with a voltaic apparatus, the lower 
half of the magnet only is traversed by the current, 
and a rotation takes place, the direction of which is 
determined in the same manner as in the former 
cases. 

(442.) To apply the electro-motive force of a current 
to turn a wheel upon its axle. 
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When the wire W, fig. 206., 
conveys a descending current 
from P, to be carried off by N 
from a trough of mercury Q, 
placed between the poles of a 
horse-shoe magnet, of which the 
more distant shall be a south 
pole, the wire will be urged 
toward Q; but the nearer or 
north pole, being on a different 
side of the wire, will urge it in 
the same direction, so that it 
will be repeatedly tossed out of 
the mercury. 

(443.) If the wire W terminate in a radiated wheel 
fig.207.,and the cups P and N be put in communication 
with the poles of a voltaic appara- 
tus, a current will traverse the rod Fig. 207. 
and will pass to the mercury by 
that radius of the wheel which 
dips into it. The poles of 
the magnet, acting on opposite 
sides of this current, will impel 
the radius in the one direction or 
the other, according to the posi- 
tion of the poles and the direction 
of the current. This will cause 
the wheel to begin to revolve, and 
as fast as one radius emerges from 
the mercury another enters it, 
and so the electric action and 
consequent motion is continued. 

It is not necessary that the wheel should be radiated. 
If it be a uniform disc of metal, the edge of which 
touches the surface of the mercury, as suggested by 
Mr. Sturgeon, the same effects are produced, and they 
may be explained in the same manner. 
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CHAP. III. 


OF THE MUTUAL INFLUENCE OF MAGNETS AND CIRCU= 
LATING CURRENTS. 


(444.) In the preceding analysis and experimental 
illustrations, the conductors of the electric currents 
whose properties in relation to magnets have been ex- 
amined, were supposed to be rectilinear. The wire 
which conducts a current may, however, be bent into 
any desired form, and the effects produced by the ac- 
tion of its different parts on a magnet, as well as those 
which it may suffer from the action of the magnet, may 
be deduced immediately from principles on which the 
action of rectilinear currents is determined. 

If the wire by which a current is traversed, being 
bent into the form of any geometrical figure, have 
the extremities at which the current enters and leaves 
it brought close together, the current is usually called 
a closed current. As, however, a current cannot traverse. 
a geometrical figure which, like a circle, returns into 
itself, some space, however small, being necessarily left 
open between the points of entrance and departure of 
the current, such arrangements may be more properly 
expressed by the term circulating currents. 

Thus, if PABCDN (fig. 208.) be a geometrical 
figure complete except at the space between N and P, 
and the point P be put in communication with the po- 
sitive, and N with the negative, pole of a voltaic bat- 
tery, an electric current will pass round the figure in 
the direction of the arrows entering it at P and leaving 
it at N. Such a current is a circulating current. 

(445.) If a circulating current be viewed on op- 
posite sides of the figure formed by the wire con- 
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ductor, it will appear to circulate in opposite directions ; 
the current, as viewed on one side, circulating as the 


Fig. 208. 
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hands of a watch, or direct, and, as viewed on the 
other side, in a direction contrary to the hands of a 
watch, or retrograde. As it will be frequently neces- 
sary to refer to these opposite sides of circulating cur- 
rents, being distinguished from each other by specific 
electro-magnetic properties, we shall call that side on 
which the circulation of the current appears direct, the 
Front of the current ; and that on which it appears re- 
trograde, the Back of the current. 

If a circulating current be a geometrical figure 
which has a centre that is a point round which every 
part of the current is symmetrically disposed, a straight 
line passing through this centre, perpendicular to the 
plane of the current, may be called the axis of the 
current. 

(446.) To determine the mutual influence of a cir- 
cular circulating current, and a magnetic pole placed 
any where in its axis. 

Let the axis X’ C X’ of the current be supposed to 
coincide with the paper, and the plane of the current 
therefore to be perpendicular to it, C being the centre, 
A the point where the current ascends, and D the point 
where it descends. It is evident, therefore, that O will 
be at the front of the current. 

First. Let us suppose that a north magnetic pole, N 
( fig. 209.), is placed on the axis in front of the current. 
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The current, descending at D, will exert a force on N in 
the direction N M’, perpendicular to DN, and to the 
right of DN as viewed from D. For the same reason, 
the current ascending at A will exert a force on N in 
the direction N M, perpendicular to A N, and to the left 
of AN asviewed from A. The two forces being equal 
may be represented by the equal lines N M’ and N M ; 
and their resultant will be the diagonal N O, which is 
therefore a force directed along the axis towards the 
centre of the current. 

If the plane of the paper be imagined to turn round 
the line X’ X’ as an axis, the same conclusions will 
follow in every position which it can assume. Hence 
every part of the circular current exercises an attrac- 
tive force on a northern magnetic pole, placed any 
where upon its axis in front of it. 

Secondly. Let us suppose that a south magnetic pole, 
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S (fig. 210.), is placed in the same position. In that 
case the action of D on § is directed to the left of DS, 
and the action of A to the right of AS. These forces, 
being equal, may be represented by S M and S M’; and 
their resultant will be S O, directed from the centre C. 
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If the plane of the paper be imagined, as before, to 
revolve round the line X X’, the same will be true of 
all points of the current through which it will pass ; 
and it therefore follows that the current exercises a 
repulsive force on the south pole of a mien placed 
on its axis in front of it. 

By the same reasoning it will evidently follow, that 
a north magnetic pole will be repelled, and a south 
magnetic pole attracted, when placed on the axis C X’, 
and to the back of the current. 

Since the magnet exerts upon the current an action 
equal and contrary to that which the current exerts on 
the magnet, it follows, that the pole N placed in front 
attracts, and placed at the back repels, the current, 
and that the pole S has in the same positions contrary 
effects. 

(447.) Such are the general effects as to the di- 
rection of the resultant of the electro-magnetic forces 
developed by a circular current acting on a magnetic 
pole placed in its axis. But it is necessary, also, to de- 
termine the manner in which the intensity of such 
force varies with the change of position of the magnetic 
pole on the axis. 

To accomplish this, it must be remembered that each — 
small portion of a current exerts a force on the pole 
of a magnet which is the same at equal distances, 
and varies inversely as the square of the distance. 
Since, in the present case, the magnetic pole, in any of 
its supposed positions, is at the same distance from 
all parts of the current, the forces which all the 
elements of the current exert upon it at any distance 
are equal, Let the force which the unit of length of 
the current exerts at the unit of distance be i; the 
force which the whole circular current will exert at the 
same distance will be 2riz, where r is the radius of the 
current, and a the ratio of the circumference of a 
circle to its diameter. The force which the current 
would exercise at the distance D will then be phe : 
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But since this force is inclined at an angle to the axis 
r 
of the current whose cosine is p we shall have 


D3 

Hence the intensity of the attraction or repulsion of 
a current of the same intensity, on a magnetic pole of 
the same magnetic intensity, varies directly as the square 
of the diameter of the current, and inversely as the third 
power of the distance of the magnetic pole from the con- 
ductor of the current. 

(448.) It follows, therefore, in general, that the 
north pole of a magnet placed before a circular current 
and on its axis attracts, and is attracted by, the current, 
and when placed behind the current on its axis repels, 
and is repelled by, the current ; and the south magnetic 
pole produces and suffers contrary effects; and the in- 
tensity of such attraction or repulsion varies directly 
as the square of the diameter of the current, and in- 
versely as the third power of the distance of the pole 
from it. 

It follows, therefore, that a circular current pos- 
sesses the attractive and repulsive properties of a mag- 
net in reference to magnets, the front of the current 
having the propertieseof a south, and the back of a north, 
magnetic pole. 

(449.) If a series of circular currents could be pro- 
duced with a common axis, and the fronts presented all 
in the same direction, their planes being very near each 
other, the forces which they would Figs 20 
exercise on any magnetic pole pre- Page 
sented to them would be combined, 
and the effects proportionally aug- 
mented. { 

This may be accomplished by 
bending the wire which conducts the 
current into a spiral, as represented 
in fig. 211., which may be considered as very nearly 
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identical with a system of concentric circles. Each cir- 
cle will exert a force on any magnetic pole placed in 
the axis of the spiral, which will be attractive or 
repulsive according to the name of the pole, and accord- 
ing to the side of the spiral at which it is placed. 

Or it may be accomplished still more conveniently 
by reducing the conducting wire to the form of a helix, 
as represented in fig. 212., the successive coils of which 
may be regarded as circles whose planes are nearly 
parallel, and whose centres lie on the Straight line 
parallel to those planes. 


Fig. 212. 


(450.) The magnetic properties of a circular current 
may be illustrated by a simple and ingenious apparatus 
imagined by M. de la Rive. Let Z and C (fig. 213.) 

Fig. 213. be a pair of zine and copper plates, 
attached to a cork of sufficient mag- 
nitude to float the apparatus on an acid 
solution. Lach of the plates is about 
two inches in length and half an inch 
in breadth. A piece of copper wire, 
—— W, wrapped with silk thread, is at- 
tached to the plate C, and, passing up- 
wards through the cork, is bent into 
the form of a circle of about an inch 
- In diameter, so that the other end re- 

turns through the cork, and is soldered 
to the upper edge of the zinc plate Z. Voltaic action 
is thus produced, the positive fluid passing from the 
copper to the zinc, and from the zinc through the 
acid solution to the copper. The direction of the elec- 
tric current is therefore expressed by the arrows. The 
copper will be on the right, and the zine on the left, of 
an observer who looks towards the back of the current. 

The susceptibility of this instrument may be increased. 
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by coiling the wire several times round the circle before 
it is soldered to the zinc, each circular coil exercising 
the same electro-magnetic force ; and the effect of the 
whole being as many times greater than that of a single 
coil as there are coils forming the ring. The silk with 
which the wire is wrapped prevents the electricity from 
passing laterally from coil to coil. 

(451.) This apparatus may be otherwise constructed. 
Let the copper plate be doubled, so Fig. 214. 
as to surround the zinc plate, as in 
Wollaston’s method of constructing 
the voltaic battery (306). It may 
thus be formed into a cell, capable 
of containing the acid solution, and _ 
the whole apparatus may be enclosed 
in a glass tube, and floated on water . 
or any other liquid, as represented. 
in fig. 214. This modification of = 
De la Rive’s contrivance was sug- . 
gested by Mr. Marsh. 

(452.) All the consequences 
which have been deduced in the preceding para- 
graphs may be experimentally verified with this ap- 
paratus. If the pole of a bar magnet be presented to 
the ring, attraction or repulsion will take place, in 
accordance with the conditions explained. 

If a thin magnetic bar be placed in the direc- 
tion of the axis of the ring, the south pole S being 
in front of the current, and the middle or neutral point 
of the magnet coinciding with the centre of the ring, 
both poles of the magnet will repel, and be repelled by, 
the ring; and, as both poles are equally distant from 
the ring, these repulsive forces will be equal. The 
ring and magnet will, therefore, be in equilibrium. 

(453.) The mutual effect of the current and the 
magnet when the centre or neutral point of the magnet 
does not coincide with the centre of the current. 

When the north pole is in front of the current, the 
middle of the magnet is attracted to the centre of the 
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current, on whichever side of the centre it may be 
placed ; and when the south pole is in front of the 
current, the middle of the magnet is repelled by the 
centre of the current, on whichever side of the centre it 
may be placed. 

Since the action of the magnet on the current is 
equal and opposite to that of the current on the mag- 
net, it follows that the current is attracted towards, or 
repelled from, the middle of the magnet according as 
the north pole of the magnet is before or behind the 
current. 

It has been shown, that when the centre of the 
magnet coincides with that of the current, the  sys- 
tem will be in equilibrium. If, in this case, the north 
pole be before the current, the centres will immediately 
return to their position, if any external force disturbs 
them from it; for, whatever the derangement may be, 
the centres of the magnet and the current will attract 
each other. But if the south pole be before the cur- 
rent, mutual repulsion will follow any disturbance of 
position, and the centres will depart from the position 
of equilibrum. The former is therefore a position of 
stable, and the latter of instable, equilibrium. 

(454.) These properties may be experimentally illus- 
trated and verified by M. De 1a Rive’s apparatus (re- 
presented in figs. 305, 306.), by placing a magnetic bar in 
the axis of the current with its neutral point at different 
distances from, and at different sides of, the centre of 
the ring. 

A curious effect may be observed when the cir- 
cular current is repelled in either direction from the 
centre of the magnet. In that case, the wire ring 
will recede with a gradually retarded motion, owing to 
the rapidly diminishing intensity of the force by which 
the resistance of the fluid in which it floats is over- 
come. It will at length come nearly to rest, when it 
will turn slowly on its vertical diameter, and, having 
made half a revolution so as to reverse the direction of 
its plane, its front being turned towards the direction in 
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which the south pole of the magnetic bar is pointed, 
it will obey the attractive force directed to the centre of 
the magnet, and will move to that centre with an acce- 
lerated motion, when it will ultimately come to rest in a 
state of stable equilibrium. 

This effect is easily accounted for, When the ring is 
repelled from the centre of the bar, its front must face 
to that side towards which the south pole of the magnet 
is directed. The forces exerted by the poles of the 
magnet on the circumference of the ring will then be 
all directed inwards, or towards the axis of the ring ; 
and as the ring recedes from the magnet, the direction of 
these forces becomes inclined at a less and less angle to 
the plane of the ring, so that relatively to them the ring 
approaches to a state of instable equilibrium. In this 
state it would continue if absolutely undisturbed by any 
external action. To such action, however inconsiderable, 
it is always exposed in practical processes, and con- 
sequently, its position being slightly disturbed, it does 
not return to it, but, turning half round, takes that po- 
sition relatively to the same forces which corresponds to 
stable equilibrium, and in which, also, it is attracted to- 
wards, instead of being repelled from, the centre of the 
magnet. 

(455. ) Herices, or screws, are of two kinds ; those 
of which the thread turns in the direction of the hand 
of a watch (as represented in fig. 215.) are called right- 

Fig. 215. Fig. 216. 


COTO = COU) 


handed, and those of which the thread turns in the con- 
trary direction (as represented in fig. 216.) are called 
left-handed. 

(456.) If an electric current traverse the thread of 
a right-handed helix, its front will be turned towards 
that end at which it enters; and if it traverse the thread 
of a left-handed helix, its back will be turned to that 
end at which it enters. 
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Hence, when a current traverses a right-handed 
helix, the extremity at which it enters has the mag- 
netic properties of a south pole, and the extremity 
at which it leaves the helix has the properties of a 
north pole. When it traverses a left-handed helix, the 
extremity at which it enters has the properties of a 
north pole, and that at which it leaves the helix has 
the properties of a south pole. 

(457.) Such a helix was Fig. 217. 
arranged by Vanden Boss, 
so that, as the zinc and 
copper plates (fig. 217.) 
were immersed in acid 
water, the system should be 
suspended by a thread and 
free to move. In all cases 
it placed itself on the mag- 
netic meridian. 

(458.) If a magnetic needle be placed with its 
poles in the axis of a helix through which an electric 
current passes, its north pole will be attracted towards 
the positive end of the current, and its south pole 
towards the negative end, when the helix is right- 
handed; and its north pole will be attracted towards the 
negative end, and its south pole towards the positive 
end, when the helix is left-handed. 

If a magnetic needle, placed in the centre of the 
axis of a helix, has its north pole presented towards 
the front of the current, its poles will be both equally 
attracted towards the centre of the axis of the helix, 
and the equilibrium of the needle will be instable. On 
the least disturbance of position, it will reverse the 
direction of its poles. 

If the south pole be presented towards the front 
of the current under like circumstances, both poles 
will be equally repelled from the centre of the helix, 
and the equilibrium of the needle will be stable. 

If the needle be placed any where in the axis 
of the helix, with its south pole directed before 
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the current, it will move towards the centre of the helix, 
and will come to rest when its centre coincides with 


the centre of the helix. 


When the needle is sufficiently light, and the 
helical current sufficiently powerful, a curious effect 
may be observed if the needle be placed within the 
spires of the helix, so as to rest on the lower parts of 


the wire. The moment the 
connection is made with the 
battery, the needle will start 
up and place itself in the 
middle of the axis of the 
helix, where it will remain 
suspended in the air without 
any visible support. 

(459.) Mr. Watkins de- 
vised the arrangement ( fig. 
218.) for showing the rota- 
tion of helices. The cup at 
the top of the cross bar is 


connected with one end of a l= 


battery, and the other two 
cups with the other end. The 
rotations occur in the usual 
way. 


Fig. 218. 


Se 


CHAP. IV. INFLUENCE OF THE EARTH. 457 


CHAP. «TV; 


OF THE INFLUENCE OF TERRESTRIAL MAGNETISM ON 
ELECTRIC CURRENTS. 


(460.) Tue mutual influence of magnets and electric 
currents, and the laws which govern it, being ascertained, 
it is natural to inquire what effect the globe of the earth 
itself produces upon these currents in virtue of its mag- 
netic polarity. 

We have seen a suspended helix (457.) act, in all 
respects like a magnet ; but before analyzing that 
action, which, by another train of circumstances, has 
presented itself to us, let us see the conditions under 
which a finite rectilineal current is placed with respect 
to the earth’s magnetism. The earth may be regarded 
as an immense globe, having a powerful magnet in the 
axis ; consequently, as experience tells us, a magnetic 
needle in our latitude, being unequally acted on by the 
two poles of this large magnet, will not remain parallel 
to the axis of the earth, but assume a position accord- 
ing to the resultant of the forces; which with us be- 
comes nearly perpendicular (401.) ; let us consider it 
for the present, as if it were perpendicular ; and in that 
direction must we look for the resultant magnetic force, 
which is to act upon our rectilineal wire. 

Now, lying with our face to the earth, a current 
passing, as before (426.), from head to foot, and acted 
on by a south pole (for such is the north magnetism of 
the earth) (393.), any direction we may take, while looking 
toward the earth, will indicate that the current repre- 
sented by our body, has a rendency to move toward our 
right hand. Lying from north to south, the direction 
would be east ; lying east to west, it would be south ; 
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lying south to north, it would be west ; lying west to 
east it would be north ; and so on for the intermediate 
points. 

(461.) This effect of terrestrial magnetism on an 
horizontal current was observed by Mr. Faraday with the 
apparatus represented in fig. 219., which consists of a 

‘ 


Fig. 219. 


rectangular wooden stage, A B D, in which two straight 
grooves, ab, cd, are cut parallel to the sides, and about 
half an inch deep. These grooves being filled with 
mercury, apiece of copper wire, about a foot long, is 
bent downwards at the points, and suspended at the 
middle by a fine silk thread,O. The points of these 
wires, which dip into the mercury, are amalgamated 
to prevent oxidation, and preserve perfect metallic 
contact. The mercury in the grooves is in metallic 
communication with two mercurial cups, V and V, by 
which the apparatus may be put in communication 
with a voltaic battery. A current will thus pass from 
the groove a6 through the wire, to the groove cd. When 
this takes place, the wire will be moved parallel to itself, 
and will continue so to move until the points are 
stopped by the ends of the grooves, or until the 
weight of the wire, acting like a pendulum, balances 
the tendency of the current to move in obedience to the 
earth’s magnetism. The wire M may be made to 
resume all the positions just given (460.), and the ex- 
periment will show that the direction, in which it is 
urged, is in exact conformity with the theory. 

(462.) Now, if the direction of the dip were exactly 
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perpendicular, the earth’s magnetism could have no sn- 
fluence on a vertical current; for it would be in the 
line of the dip. But as the north end of a needle dips 
about 70°, and not 90°, the direction of the magnetic 
force is always somewhat in front of an observer look. 
ing toward the north ; and hence a descending current 
has a tendency to move toward the east; and an 
ascending one to move towards the west. 

(463.) M. Dela Rive illustrated this by the arrange- 
ment, fig. 220. ; from the mercury cup at a, the current 

Fig. 220. 


ascends at 0, the vertical rod, which is insulated by a 
glass tube ¢ ; it traverses the wire rectangle, d, e, f, to 
a ring which terminates in a mercury cup h. Thence 
it reaches the battery by 1: m, n, p, are adjusting 
screws. Fig. 221. 
The apparatus (fig. 221.) was devised 
by M. De la Rive, sen. ; it consists of a 
small piece of zinc and one of copper, 
connected by a rectangular wire, and 
floating on a cork in acid water. In 
this case an ascending and a descending 
current are mutually acted on, and the 
system will face (445.) the south. 
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(464.) Among the various apparatus which have 
been contrived to illustrate experimentally the effect of 
the earth’s magnetism on rectilinear currents, as well 
as various other electro-magnetic phenomena, one of the 
most useful is due to M, Auguste De la Rive, and is re- 
presented in fig. 222. <A circular table of wood A B, 
is supported on a platform, 
and is surrounded near its 
edge by a groove which is 
filled with mercury, forming 
a circular canal. At A and 
B are placed partitions by 
which this canal may be 
resolved into two semicir- 
cular canals, the mercury 
of each being separated 
from all metallic commu- 
nication with that of the 
other, these partitions being 
removable at pleasure. A mercurial cup, m, is in me- 
tallie communication with the mercury in ADB; and 
another, n, is in communication with the mercury in 
ACB. Levelling-screws are inserted in the platform’ 
on which this circular table rests, by which its horizon- 
tal position may be adjusted. 

In the centre of the table AC BD is a pillar, on 
which another circular table, acb d, of less diameter, is 
supported, and which also has formed upon it a cir- 
cular canal of mercury, resolved in like manner into 
semicircles by partitions at a and b, removable at plea- 
sure. A concave screw is formed at 0, in the top of a 
metallic rod, which is carried vertically through the 
pillar, and which is in metallic communication with a 
mercurial cup, m’, by means of a wire extending from 
an intermediate cup standing near the vertical pillar. 
The mercury in the superior canal is in like manner in 
communication with a mercurial cup, n’. A hinge is 
constructed on the inferior table, by which the vertical 
pillar may be stooped through a certain angle to dis- 


Fig. 222. 
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charge the mercury from the superior canal ; a motion 
which is permitted by the intermediate cups placed on 
the inferior table, without permanently breaking the 
communications between the cups m’ n’, and the con- 
ductors which are carried through the pillar. 

By these arrangements it is always possible to put 
the mercury in either semicircle of the lower canal, 


the central screw O, of the superior table and the mer- 
cury in the canal on the latter, in communication with 
either pole of a voltaic battery, and to change or invert 
such communications at pleasure. 
A small metallic point (fig. 223.), to support a cone 
Fig. 993, °F °P by which any apparatus is required 
to be suspended, is provided with a screw 
" \J adapted to the concave screw formed at 
Z ~ O; and a hollow cup or cone having a 
similar screw is also provided to support 
any point by which a conductor is to be suspended. 
Hither of these pieces can, at will, be screwed upon O. 
When the apparatus is placed for observations on ter- 
restrial magnetism, the vertical plane passing through 
the partitions A and B should have an azimuth between 
that of the magnetic meridian and a perpendicular to it. 
If the cup be screwed upon the conductor O, and 
the rectangular wire e fghikl (fig. 224.) be sus- 
Fig. 224. Fig. 225. 
h 


e 


pended upon it, the parts g f and ik being vertical and 
terminating in fine platinum points fe and k/, these 
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points will dip in the mercury in the two semicircular 
troughs formed in the inferior table. If the cups m 
and n be now put in communication with the poles of 
a voltaic battery, the current will be transmitted from 
one semicircular trough to the other, through the rect- 
angular wire fghik, and this wire will immediately 
settle itself in a plane at right angles to the magnetic 
meridian. 

To determine the share which each part of the cur- 
rent has in producing this effect, let each of the three 
sides of the retangular wire be successively suppressed. 
To suppress the horizontal part gi, let the arrangement 
represented in fig. 225. be substituted, in which gi is a 
glass tube. The wires fg and ki are connected with 
fine platinum wires rolled round the tube, and pre- 
senting points e” and /’ downwards, so as to dip into 
the superior canal. 

The partitions a and 6 being removed from the 
superior canal, the current will pass up through one 
vertical wire, and down through the other, being dif- 
fused horizontally through the mercury of the superior 
canal, instead of passing, as before, along the horizontal 
wire which connected the vertical wires. Under these 
circumstances the system will place itself, as before, at 
right angles to the magnetic meridian, the ascending 
current being on the west, and the descending current 
on the east, of the centre O. 

To determine the force exerted on each vertical wire 

Fig. 226. separately, the arrangement repre- 
sented in fig. 226., in which a single 
vertical wire attached to a horizontal 
glass tube, and balanced by a coun- 
terpoise, is used. In this case, the 
current may be made, at pleasure, 
to ascend or descend by connecting 
the inferior or superior canal with 
the positive pole of the battery. If 
the partitions be removed from 
both canals, it will be found that 
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the wire will revolve until it settles towards the mag- 
netic west when the current ascends, and towards the 
magnetic east when it descends. 

If the arrangement (fig. 225.) be used, and the con- 
nexions be so made that the current shall either ascend 
or descend in both vertical branches, the wire will rest 
indifferently in any position ; for both branches having 
an equal tendency to turn to the west or the east, ac- 
cording as the current ascends or descends, these ten- 
dencies counteract each other, and the wire is in a state 
of indifference as to the azimuth which it will assume. 

(465.) To illustrate by experiment the effect of the 
earth’s magnetism on an horizontal current, let the ar- 
rangement represented in fig. 227. be suspended in 


Fig. 227. two mercurial cups, placed on 
w the same level by means of the 
ke p platinum points, pn. When the 


apparatus is thus suspended, the 
knob, W, acts as a _ counter- 
weight above the points of sus- 
{ pension, so that the centre of 
gravity of the whole is brought 
very nearly to coincide with the 
horizontal line joining the points 
of support. The current on the 
two vertical wires, being in contrary directions, produces 
opposite forces, which counteract each other, or, at least, 
can produce no other effect than giving a tendency to the 
apparatus to revolve on the vertical line through W, 
which: is resisted by the supports. The only part of 
the current, therefore, which can affect the position of 
the apparatus, is that which traverses the horizontal wire 
at the bottom. It is accordingly found that the rect- 
angle declines from the vertical plane to the left of the 
current, looking in the direction in which the current 
moves. 
The experiment may be varied by interchanging the 
poles of the voltaic battery with which p and n com- 
municate, in which case the current will decline to the 
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contrary side of the vertical plane through the points of 
support. 

The action of the earth’s magnetism on an hori- 
zontal current may be shown in a much more striking 
manner by the aid of the apparatus of M. De ua 
Rive (fig. 222.). 

Let W Op ( fig. 228) be an horizontal wire, having a 

Fig. 228. point at O to rest inthe central cup 
screwed upon the superior table of 
a the apparatus ; and let the weight, 

W, counterpoise the wire, Op. Let 
the point p dip into the superior circular canal; while 
the point O rests in the central cup. The partitions a 
and 6 being removed, let n’ be put in communication with 
the positive, and m’ with the negative, pole of a voltaic 
battery. The positive fluid will thus pass to the mer- 
cury in the superior canal, while the negative fluid will 
pass to the point O. The current, therefore, will traverse 
the wire from the point p to the centre O, and it will 
produce a force constantly at right angles to the wire, 
which will cause the wire to revolve with a direct ro- 
tation. 

If m’ be connected with the positive and n’ with the 
negative pole, the rotation of the wire will be retrograde. 

These results are evidently in accordance with the 
principles previously established. 

(466.) M. Ampere, to whom many useful and beau- 
tiful electro-magnetic instruments of illustration are due, 
has contrived an apparatus by which the effects of the 
earth’s magnetism, and other electro-magnetic principles, 
are experimentally verified. 

Two vertical copper rods, V V’ (fig. 229.), are fixed 
in a stage of wood, T 'T’, the upper parts being bent at 
right angles, and terminated in two mercurial cups, y y’, 
one below the other in the same vertical line, as repre- 
sented in the figure. The horizontal parts of these rods 
are protected from lateral electric communication by a 
coating of gum-lac, or by silk rolling. Two small ca- 
vities, » 7’, are formed in the stage T T’, and near them 
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are two mercurial cups, ss’, which are in metallic com- 
munication with the vertical rods VV’. The cavities, 
x’, being filled with mercury, are put in communica- 
tion with the poles of a voltaic battery ; + with the 
positive, and 7” with the negative, pole. A movable 
metallic communication is provided, by means of which 
7 may be connected with s, and » with s’; or this re- 
lation may, at pleasure, be reversed, and may be con- 
nected with s’, and x with s. By such means the 
mercurial cups, y and y’, may be put in connexion with 
the poles of the battery, and the connexion inverted at 
pleasure. 

Let a copper wire be formed into a rectangle (fig. 230.) 
terminated by steel points, corresponding in position 
to the cups yy’, so that one of these points may rest 
upon a small surface of glass fixed in the bottom of one 
of the cups, while the other point dips in the mercury 


Fig. 229. Fig. 230. 
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in the other. The voltaic circuit is thus completed; and 
if y be supposed to be connected with the positive pole 
of the battery, the current will circulate on the rectangle 
in the direction represented by the arrows. 

When the current is thus established, the rectangle will 
be observed to turn on its support, and to vibrate on one 
side and the other of a certain azimuth, in which it will 
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at length settle. This azimuth will be at right angles 
to the magnetic meridian, and the side of the rectangle 
on which the current descends will be turned towards 
the east 

If the direction of the current be inverted by inter- 
changing the connexion of the cups y y with the poles 
of the voltaic battery, the current will descend on the 
side of the rectangle on which it before ascended, and 
vice versa. The rectangle will then immediately turn 
half round, still presenting the descending current to 
the east. 

(467.) In order to determine electro-magnetic effects 
independent of the influence of the magnetism of the 
earth, it is necessary to be able to obtain an astatic cur- 
rent, or one on which the effects of the terrestrial mag- 


Fig. 231. netism equilibrate with each 
5 other. 
| Such a system is represented 


in fig. 231. The current enters 
by the cup y, and follows the 
wire in the order of the letters 
abcdefghi, and leaves the 
wire at y’.. The horizontal and 
vertical parts are each neutralised 
by different parts of the circuit 
being traversed by the current in 
contrary directions. 

(468.) Having determined the effect of the mag- 
netism of the earth upon vertical and horizontal cur- 
rents, its influence on currents oblique to the horizon 
can be inferred from a principle which will be esta- 
blishéd when the mutual influences of currents on each 
other is investigated (489.). By this principle, the well- 
known theorem of the composition and resolution of forces 
+5 extended to currents; and it is shown, that any oblique 
current is equivalent to the vertical and horizontal 
currents of which it is the diagonal. All currents 
and parts of currents, whatever be their form or 
position, may therefore be resolyed into equivalent 
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systems of horizontal and vertical currents, the effects 
of which are determined on the principles already 
explained. 

(469.) A circular or any other circulating current 
(fig. 232.) of a curvilinear form, suspended as the rect- 
: angular current was in fig. 230., 
% will also, under the influence of 

i the earth’s magnetism, assume a 

| ee position at right angles to the 

i l magnetic meridian, the side on 

which the current descends being 

turned towards the east. For each 

* element of the current, so small 

{ 4 as to be regarded asa straight line, 

being resolved into its vertical and 

horizontal components, the sum 

of the latter in one direction will 

be equal to their sum in the contrary direction, and 

the earth’s influences on them will neutralise each 

other. The sum of the vertical elements descending 

will be on one side of the vertical axis of the figure, 

and the sum of the vertical elements ascending on the 

other. The effect of the earth’s magnetism will be to 

turn the former to the magnetic east, and the latter to 
the magnetic west. 

(470.) In the preceding cases, the vertical line on 
which the current is capable of revolving divides it 
symmetrically, the descending parts of the current on 
one side of the axis being similar and equal to the as- 
cending parts on the other side of it. Where the axis 
does not pass through the centre of the current, the 
position of equilibrium is in every case determined by 
means of the same general principles. An arrangement 
is represented in fig. 233., consisting of two spirits 
formed by the same wire, and presenting their fronts 
towards the same side. From the point of suspension 
y, the wire is carried down vertically to a glass tube on 
which it is coiled, and at the. extremity of which it 
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forms a spiral. It is then carried from the centre of 
the spiral through the axis of the tube to the other ex- 
tremity, where it is formed into another spiral, the 
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direction of the coils being the same as in the first. It 
is then again coiled round the tube, and finally carried 
up to the point y’. The apparatus is suspended on the 
cups y y’ (fig. 229.), and is free to revolve round a ver- 
tical line through y y’. 

According to what has been already established, a 
current transmitted through these spirals would have a 
tendency to present its front towards the south, and its 
back towards the north, pole of a magnet under the in- 
fluence of which it is placed ; and as the two spirals are 
equally distant from the axes y, y’, if they be affected 
by equal forces they will be equally effective in giving 
to the apparatus that position which is in accordance 
with this principle. Now, since the northern mag- 
netic pole of the earth is endowed with the properties 
of the south pole of a common magnet, it follows that 
these currents should present their front to the mag- 
netic north, and therefore take a position at right angles 
to the magnetic meridian ; and such in fact they will be 
found by experiment to do. 

(471.) If the two spirals were coiled in contrary di- 
rections, the fronts of the currents would be presented 
towards opposite sides of the apparatus, and the earth’s 
magnetism would exercise contrary effects upon them. 
The apparatus would, in this case, be found to have 
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no polarity, and would rest indifferently in any azi- 
muth. 

(472.) If the spirals, instead of being formed in 
the vertical plane passing through the axis of the tube, 
be formed in planes perpendicular to the axis of the 
tube as represented in fig. 234., the effects will be dif- 


Fig. 234. ferent. Suppose, first, that the 
| fronts of the spiral currents are 
a presented in the same direction. 

/ 3) The tendency of the earth’s 


magnetism will then be to 
cause these fronts to be pre- 


tt 
x sented to the magnetic south, 
1 aN a and therefore to throw the axis 
of the tube into the magnetic 


meridian. Experiment will, accordingly, verify this 
consequence. 

If the spirals be coiled in opposite directions, the 
fronts of the currents will be turned in opposite di- 
rections; and the effects of the earth’s magnetism on the 
currents, being mutually opposed, will counteract each 
other, and the apparatus will have no polarity. 

(473.) An apparatus is represented in fig. 235., con- 
sisting of a helix suspended at the middle point of 
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its axis, so as to be capable of revolving on a vertical 
line passing through that point and assuming any azi- 
muth. The wire is carried downwards from the point 
y, and coiled helically from the centre to one end of the 
horizontal rod, from which it is carried through the 
axis of the helix to the other end, from which it is 
again helically coiled till it reaches the centre, whence it 
is again carried upwards and terminated at the point y’. 
The helix thus formed has the coils throughout its 
whole length turned in the same direction, so that a 
current transmitted through it will have its front turned 
in the same direction on both arms of the apparatus. 

It has been shown (449.) that such a helical current 
has all the properties of a magnet, the front of the current 
possessing those of the south pole. When exposed to 
the influence of the earth’s magnetism, it ought, there- 
fore, to present a front to the magnetic south ; and such 
will be found to be the case, the axis of the spiral 
placing itself in the magnetic meridian. 

(474.) The apparatus just described is suspended 
by Ampére’s contrivance (fig. 229.). Another method 
of supporting it has been suggested by M. De la Rive, 
and is represented in fig. 236., and is analogous to 
the apparatus represented in Fig. 236. 
fig. 217. The current is sup-  @y 
plied by a single pair of zinc 
and copper plates, as in the 
latter apparatus. : 

(475.) In both these ar- - 
rangements the helical cur- = 
rent is made to play the part = 
of an azimuth compass 
needle, I propose the fol- 
lowing arrangement to sub- == - 
mit it to the influence of the vertical force 0 of f the earth’s 
magnetism, and to convert it into a dipping helical 
current. 

Instead of carrying the extremities of the wire of 
which the helix is formed upwards from the middle 
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of the axis, let them merely project laterally from its 
sides, forming a right angle with the direction of the 
axis, and let them be supported in horizontal bearings 
like the axis of the dipping-needle. By this means the 
electro-dynamic helix will be capable of revolving on 
an horizontal axis, and, therefore, of moving in a 
vertical plane. To transmit the current through it, let 
small discs of steel be attached to the ends of the pro- 
jecting wire, having their planes at right angles to the 
wire, and therefore vertical. Let the edges of these 
discs dip into small troughs of mercury, one of which 
shall communicate with the positive and the other with 
the negative pole of a battery. 

When the electric current is thus transmitted through 
the helix, the axis being previously placed at right 
angles to the magnetic meridian, the axis of the helix 
will throw itself in the direction of the dipping-needle, 
the front of the helical current being presented up- 
wards 

(476.) Analogous to this, is the electro-dynamic 
rectangle (represented in fig. 237.) contrived by Ampere, 
which consists of a rectangle, A BC D, formed of brass 
rods, the construction of which will be understood by 
observing the direction of the arrows. The current 
passes from the positive mercurial cup through the 
pillar S N, then through a steel pivot, placed upon 
a metallic plate, N. It then traverses the rectangle 
ABCD, as indicated by the arrows ; from whence it 
passes along the tube w V, which serves as the axis of the 
apparatus, whence it passes by a second steel pivot to 
the plate M, and finally to the negative cup R. The ap- 
paratus being placed with its axis # V at right angles 
to the magnetic meridian, a little mercury is put on the 
plates M and N, to establish more effectually their con- 
tact with the pivots. The lozenge az is formed of 
light wood, and serves to maintain the rectangle in its 
proper form. 

The moment the voltaic current is established through 
the apparatus, the rectangle begins to oscillate, and 
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at length comes to rest in the plane of the magnetic 
equator. 

(477.) The electro-magnetic helix is only a par- 
ticular example of a much more general arrangement 
imagined by M. AmprEne, and denominated by him 
a SoLE’Norp. 

Let a copper wire (fig.238.) be wrapped with silk, so 
that, when any two parts of it are brought into contact, 
the electricity which traverses the wire may not pass la- 
terally from the one part of the wire to the other. With 
this wire let an apparatus be prepared in the following 
manner :—— From the extremity P, the wire proceeds in 
a straight line to the point a, where it is bent into the 
form of a geometrical figure of any desired species, 
having its plane at right angles to Pa. We shall sup- 
pose, for example, that this figure is a circle, aa. From 
a, let the wire again be conducted in a straight line to 
b, where it is to be formed into another circle, b 0’, 
equal and parallel to aa’, and so that the wire in form 
ing it may be bent in the same direction. From 6 it is 
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again carried in a straight line to c, where another equal 
and parallel circle, cc’, is formed; and so on. 


Fig. 238. 
a! Oe a ie CR 
N f 
Bk oe } p’ 
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At the extremity P’, let the wire be bent backwards 
as represented in the figure, and carried in a straight 
line through the circles parallel to the line abcd, &c. 
to N. Now, if the extremity P be connected with the 
positive, and N with the negative, pole of a voltaic 
battery, a current will traverse the wire from P to N, 
circulating round each of the circles in the same di- 
rection, and returning along the straight part P’N to 
N. The effect which the straight parts a b, bc, cd, &c. 
of the current would produce on, or suffer from, any 
magnetic pole will be neutralised by the contrary effects 
attending the equal and opposite part, P’N, of the re- 
turning current. The whole effect, therefore, which 
attends the apparatus must be due to the circulation of 
the current in the circles. Now, as this circulation 
takes place in all the circles in the same direction, the 
front of the current is every where presented towards 
the same end of the apparatus ; and, from what has been 
established respecting circulating currents generally, it 
is evident that this apparatus will have, in reference to 
magnets in general, and to the magnetism of the earth, 
the same polarity and attractive and repulsive pro- 
perties as a bar magnet, the end to which the front of 
the currents is presented being the south pole. 

The same would be true whatever might be the 
figure, aa’, bb’, &c., of which the solénoid might be 
formed. 

(478.) An instrument of much utility in these inqui- 
ries is that represented in fig. 239., which, from its being 
used to alter the direction of the current, has been termed 
an Electrepeter, The form here given is that devised by 
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Fig. 239. 


Ampére: other and less complex arrangements have 
been introduced ; but all are on the same principle. 
The lower portion of the figure represents the complete 
instrument ; the upper, the instrument with the bar 
BB and its appendages removed. If R’R be troughs 
of mercury, connected with the two ends of a battery, 
and vv, tt, cavities also filled with mercury, and con- 
nected by the metal cross pieces m, /, which are insu- 
lated from each other; and b’b two wires conveying the 
current to any electro-dynamic apparatus, the direction 
of the current will depend on whether wv’ or ¢ is con- 
nected with R’.. When the metal rods, dd’, turning in 
the insulating pillar, B, B’, are in the position repre- 
sented in the figure, and the positive wire of the battery 
is in R’, the current coming in the direction of the 
arrows, will pass through the apparatus in one direction ; 
but when the position of the cross pieces is reversed, 
the direction of the current changes: this alteration can 
evidently be made most readily and repeatedly 
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OF THE MUTUAL ACTION OF ELECTRIC CURRENTS. 


(479.) Tur mutual attractions and repulsions ex- 
hibited by insulated conductors, charged with the elec- 
tric fluids in a state of repose, would naturally suggest 
the inquiry, whether the same fluids in motion, or in 
the form of continued currents, have any analogous 
reciprocal action; and the fact, that such currents 
affect, and are affected by, magnets in a peculiar man- 
ner, suggests the probable mode in which their re- 
ciprocal action, if they have any, may be developed. 
These views conducted Ampire, the founder of this 
part of electro-dynamics, to the discovery of a class of 
phenomena new to physical inquiries, and surrounded 
by circumstances, and conducive of consequences, of 
the most profound and general importance. 

The forms and limits of voltaic currents being 
infinitely various, the investigation of the laws of their 
mutual action can be clearly traced out only by 
resolving them into classes, taking the most simple in 
the first instances. 

Electric currents may, then, be divided into recti- 
linear and curvilinear. 

Rectilinear currents may be divided into those which 
are of limited length, which we shall call terminated 
currents, and those which may be regarded as un- 
limited, which we shall call indefinite currents. 

The straight line in which a rectilinear current 
is propagated we shall call the line of the current, 
and the direction along that line in which the current 
moves we shall call the direction of the current. 
Thus, if a current be propagated along a straight wire, 
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A B (fig. 240.), the line A B Fig. 240. 

is the line of the current ; and A B 
if the positive pole of the bat- faerie a 
tery be connected with A, the direction of the current is 
from A to B. - 

It is necessary to remember, that the line of a cur- 
rent is not sufficient to determine the current, since, 
on the same line, the current may have either of two 
contrary directions. Both the line of the current and 
the direction of the current are necessary for its exact 
determination. 

The intensity of a current is measured by the 
quantity of the effect it produces under given cir- 
cumstances. Thus, if one current exerts on a given 
magnetic pole, at a given distance, twice the attraction 
which another current traversing the same conductor 
exerts on the same magnetic pole at the same distance 
and in the same position, then the intensity of the one 
current is double the intensity of the other. 


Proposition I. 


(480.) To determine experimentally the mutual 
action of two parallel currents. 

A table of wood, T (fig. 241.) supports four vert- 
ical wooden columns, on which are sustained two 
cross-pieces of board, pierced with a row of small holes 
to receive the stems of mercurial cups. Two cups 
are placed on each board Fig. 241. 
at equal distances asunder. 
From the wire stems of 
the cups, copper wires, a a’ 
are conducted at right angles, 
and, being bent twice per- 
pendicularly, are made to 
communicate between the di 
cups as represented in the - I 
figure. All parts of the wires, W and w, are 
parallel, and they are rendered more free to turn on 


CHAP. V. MUTUAL ACTION OF ELECTRIC CURRENTS. 477 


the horizontal axes, aa’, by counter-weights fixed on 
them above those axes. Thus placed, each of the 
wires is at liberty to approach to, or recede from, the 
other, in obedience to the action of any force capable of 
overcoming the very small preponderance given to the 
lower part of each wire, and the friction of the axes aa’ 
on the horizontal bearings. 

First: Let two parallel currents be transmitted in 
the same direction along the wires, and mutual at- 
traction will be immediately manifested by the wires 
approaching each other. 

Secondly: Let two currents pass in parallel and in 
contrary directions, and mutual repulsion will be im- 
mediately manifested by the wires receding from each 
other. 

(481.) The same phenomenon was exhibited by 
Ampere, by means of an apparatus represented in 
fig. 242., which was also used to illustrate various 


' Fig. 242. 
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other properties of currents. On a wooden stage two 
vertical rods of copper, V V’, are fixed, connected with 
copper horizontal rods, th and th’, the extremities of 
which are inserted in a small cylinder of ivory, hh’, by 
which the escape of the fluid from one column to the 
other is prevented. ‘Two mercurial cups, mm’, are 
placed in the vertical line between h and h’, and are 
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connected with the copper rods by the wires 7m’ and 
I’ m. 

Four other mercurial cups, gg’ and dd’, are placed, 
two on the right and two on the left of this vertical. 
A small rod, m’i’, which supports the cup m’, is divided 
at i’ into two branches, one leading to the superior cup 
d’, and the other to the inferior cup g’. A tubular 
rod, mi, supporting the cup m, is separated from the rod 
m’ i’ by means of a tube of glass in which the latter is 
enclosed ; and this rod is likewise divided at 1 into two 
branches, one terminating in the superior cup g, and 
the other in the inferior cup d. 

The wires 1m’ and I’m, communicating between the 
rods VV’ and the cups mm’, may be removed or 
inverted at pleasure. 

The arrangements at B and B’ are similar to those 
already described in fig.239., and are intended to supply 
the means of inverting at pleasure the poles of the bat- 
tery with which the rods V and V’ are put in connexion. 

To demonstrate with this apparatus the mutual action 
of parallel currents, the astatic rectangle represented in 
fig.231.is suspended on the cups 
gg; and the fixed rectangular 
wire ( fig.243.), by means of the 
arrangement at B, and the wires 
22, is put in metallic commu- 
nication with the rods VV’, and 
this communication may be in- 
verted at pleasure; and by means 
of the similar arrangement at B’ the poles of a battery 
are put in communication with the same column. Let 
us suppose, first, that the connexions at B and B’ are 
so made that the current ascends the column V, passes 
from J to m’ into the cup g’, from whence it ascends 
the two external vertical sides of the rectangle (fig. 231-), 
and descends the two internal vertical sides. After cir- 
culating the rectangle, it leaves it at the cup g, from 
whence it passes to mand /’, and, traversing the rods 
Vt’, descends the rod V’ and arrives at B, where it 


Fig. 243. 
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enters the fixed rectangle at 2, and, after circulating 
round it, issues from it at ” and passes round the ar- 
rangement of rods on the table to B’, where finally it 
passes to the negative pole of the pile. 

The vertical side, Z, of the fixed rectangle, and the 
external vertical sides of the moveable rectangle, are 
traversed by currents, which, whatever be the position 
of the latter rectangle, are parallel and in the same 
direction, since they both ascend. A mutual attraction 
will be manifested by the approach of the external wires 
of the rectangle (fig. 231.) towards Z. 

By inverting the connexion of the fixed rectangle 
with the arrangement at B’, the directions of the cur- 
rent on Z will be reversed, and the apparatus will il- 
lustrate the repulsion of parallel and opposite currents. 

Hence in general it may be inferred, that parallel 
rectilinear currents mutually attract when they have the 
same direction, and mutually repel when they have op- 
posite directions. 


Proposition II. 


(482.) To determine experimentally the mutual ac- 
tion of two rectilinear currents which are not parallel. 

For this purpose, let the astatic arrangement repre- 
- sented in fig. 244. be suspended on the cups gg’(_fig. 242.) 
Fig. 244. and let the fixed rect- 
angle (fig. 243.) be ap- 
plied as before, the 
lowest horizontal side, 
cd, of the one being 
above the highest hori- 
zontal side, a6, of the 
other. When thus ar- 
ranged and suspended, the system (fig. 244.) will be 
free to revolve round a vertical axis, g g’, the weight of 
the wire being balanced by a counter-weight. 

Supposing the connexions with the battery to be 
made so that the current shall enter at g, and leave the 
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movable system at g’, it will have the direction ed in 
the lowest horizontal side. Let the connexions of the 
fixed rectangle ( fig. 243.) at B be so made that the cur- 
rent in the highest horizontal side shall pass from 6 toa. 

If the movable system be so placed that its plane 
shall make any proposed angle with the plane of the 
fixed system, the moment the connexion with the bat- 
tery is made, the movable system will begin to turn 
on its axis, the end d, towards which the current moves 
in the lowest side of the movable system, turning to- 
wards the end a, towards which the current moves in the 
fixed system ; and this motion will continue until these 
parts of the current become parallel and in the same 
direction, when the system will come to rest. 

(483.) It appears therefore that when two rectilinear 
currents, placed in any manner in space, act upon each 
other, their mutual forces are such as tend to bring 
theiy lines parallel in such a manner that their direc- 
tions in these lines when brought to parallelism shall be 
the same ; and since, when they are thus parallel and in 
the same direction, they will attract each other, it fol- 
lows that the mutual action of any two electric currents, 
however they may be directed, has a tendency to bring 
them both to the same line, and to the same direction 
upon that line. ‘To render this more clear, we shall 
suppose a current upon a horizontal plane, P, moving 
from north to south, and another on another horizontal 
plane, P’, above the former, moving from the north-east 
to the south-west. If the former current be supposed 
to be immovable, and the latter capable only of moving 
in the horizontal plane round a vertical line through 
both currents, then the mutual action of the currents 
will cause that which runs in the plane P’ from the NE. 
_ to turn round the vertical line as a centre, the part to 
the NE. turning towards the north, and the part to the 
SW. towards the south. The current will come to rest 
when it takes the position, from north to south, parallel 
to the fixed current. If in this position it be capable 
of moving parallel to itself, in the plane of the meri- 
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dian, it will descend upon the fixed current, and ulti- 
mately coalesce with it. 

(484.) If the currents be in the same plane, their 
lines will intersect, and by their mutual action they 
will turn round their point of intersection until they 
coalesce in a common line and a common direction. 

These several effects are expressed by Awpmre in 
the following general theorem: — 

If two rectilinear currents in the same plane, and 
not parallel, be both directed towards, or both directed 
from, their point of intersection, they will attract each 
other, and, if capable of moving round that point, will 
coalesce. If one be directed towards, and the other from, 
their point of intersection, they will mutually repel. 

If two currents be not in the same plane, a line may 
always be drawn, intersecting them, and perpendicular 
to both. They will mutually attract if they both move 
towards, or both move from, this line, but will mutually 
repel if, while one moves towards, the other moves from 
at. 

(485.) If A B and A’ BY, (fig. 245.) be the lines of 

Fig. 245. two currents directed from A 

3 to B and from A’ to B’,andO 

their point of intersection, 

| ie then O B will attract and be 
a attracted by O B’, and OA 
; ® will attract and be attracted 
he by OA.” Also OA will repel 

A and be repelled by OB’, and 
O B will repel and be repelled by O A’. The same will 
be true if the current A B, instead 
of being on the plane of the paper, 
were raised to any height above it, 
the point O being then the end or 
projection of a common perpendicular 
to the two currents. As in fiy. 246., 
where A B, if free to move, while 
C D is ed would take the posi- 
tion ab, paraltel to C D; or if C D were free, and 

VOL. IT. ie 


Fig. 246. 
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AB fixed, C D would take the position ed: if both 
were free, they would take some position parallel to © 
each other; and, if still further free, they would ap- 
proach and coalesce, according to Proposition I. Hence 
it follows, that if the direction of either of two currents 
be reversed, their mutual attraction or repulsion will be 
also reversed ; but if the direction of both be reversed, 
their mutual attraction or repulsion will remain unal- 
tered. 

(486.) Different parts of the same current exercise 
on each other a repulsive force. This will follow im- 
mediately as a consequence of the general principle 
which has been just established. Since a repulsive 
action takes place between O A and O B’, and such ac- 
tion is independent of the magnitude of the angle AOB’, 
it will still take place, however great that angle may be, 
and will therefore obtain when the angle OAB’ becomes 
equal to 180°, that is, when O B’ forms the continua- 
tion of AO, or coalesces with O B. Hence, between 
O A and O B there exists a mutually repulsive action. 

(487.) Independently of this demonstration, M. 
Ampére has reduced the repulsive action of different 
parts of the same rectilinear current to the following 
experimental proof: — 

LetA BC D (fig. 247.) be a glass or porcelain dish, se- 

Fig. 247. parated into two divi- 
— sions by a partition, 
i AC, alsoof glass; and 
let it be filled with 
mercury on _ both 
sidesof AC. Leta 
wire wrapped with 
silk be formed into two parallel pieces, united by a 
semicircle whose plane is at right angles to that of the 
straight parallel parts, and let these two parallel straight 
parts be placed floating on the surface of the mercury 
at each side of the partition’A C, over which the semi- 
circle passes. The mercury in the divisions of the dish 
is in metallic communication with the mercurial cups, 
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E and F, placed in the direction of the straight arms of 
the floating conductor. When the cups E and F are 
put in connexion with the poles of a voltaic battery, a 
current will pass from the positive cup to the end of 
the floating conductor, from that along the arm of the 
conductor, then across the partition by the semicircle, 
then along the other floating arm, and from thence 
through the mercury to the negative cup. There is 
thus on each side of the partition a rectilinear current, 
one part of which passes upon the mercury, and the 
other part upon the straight arm of the floating con- 
ductor. When the current is thus established, the 
floating conductor will be repelled to the remote side of 
the dish. This repulsion is effected by that part of the 
straight current which passes upon the mer- ___. 
cury acting on that part which passes along Pgs ide 

; P 
the wire. 

(488.) If a current, instead of follow- 
ing a rectilinear course, deviate alternately to 
the right and to the left of it, either by fol- 
lowing a sinuousor a zigzag course (as in fig. 
248.), or, in fine, if its lateral deviations be 
irregular in any manner, the action which it 
will exercise on any rectilinear current in 
its neighbourhood will be the same as if 
it were itself a rectilinear current extend- N 
ing from P to N. 

This proposition may be demonstrated experimentally 
by forming, with a copper wire wrapped with silk, a 
sinuous conductor, and carrying the wire back in a 
rectilinear direction along the middle of the sinuous 
part, as represented in fig. 249. If the extremities P 
and N be so connected with the apparatus (fig. 242.) 
at B, that the current shall ascend by the straight 
part of the wire, and descend by the sinuous part, the 
system being fixed, no effect will be produced by it 
on a movable astatic current suspended in the cups 
gy. Hence it appears that the descending sinuous 

Vi) ipa 
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current exactly counteracts the effect of the Jig. 249. 
ascending rectilinear current. If the con- 
nexion of P and N with B be inverted, and the 
ascending current pass along the sinuous and 


the descending current along the rectilinear : 
Cc 
Cc 


) 


wire, the same neutralisation of effects will 
take place. 

It follows from this, that a sinuous and 
straight current, whose general directions 


agree, exert the same attraction or repulsion 
on other currents. 
p/ \x 


=o 
> 
> 


This was demonstrated by Ampere in a 
still more direct manner. A straight and 
a sinuous wire were suspended vertically 
near each other, a descending current being 
transmitted along each of them, and both being im- 
movable. A movable vertical and straight ascend- 
ing current was placed between them, and in the 
vertical plane passing through them. This movable 
vertical current was repelled by both, and, after some 
oscillation, settled itself exactly midway between them, 
showing that the two currents exerted equal repulsions 
on it at equal distances. 

(489.) It follows from this, that any part of a cur- 
rent, so limited in extent that every point of it may be 
considered at the same distance from any other current 
or magnetic pole on which its attraction or repulsion 
is exerted, may be considered as equivalent to two cur- 
rents at right angles, of which the part of the given current 

‘is the base. Thus, the parta b ( fig. 250.), of the current 

Fig. 250. PN is equivalent to two small cur- 
rents, ac and ac’, at right angles 
to each other. Thus the well- 
known theorem of the composition 
and resolution of force is equally 
applicable to electric currents, so 
long as the intensity of their action 
throughout the part under con- 
sideration remains the same. 
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Hence it follows, also, that if a current be repre- 
sented by one side of a small rectilinear figure of 
any kind, it will be equivalent to a number of currents 
represented by all the other sides of the figure. 

(490.) A finite rectilinear current, a 6 (fig. 251.), 
which is perpendicular to an indefinite rectilinear current, 

Fig. 251. c d, lying all at the same 
side of it, will be acted on by 
a force tending to move it 
parallel to itself, either in 
the direction of the inde- 
finite current, or in the con- 
trary direction, according to 
the relative directions of 

; a the two currents. 

If the finite current does not meet the indefinite 
current, let its line of direction be produced till it meets 
it at a. Take any two points, ¢ and d, on the indefinite 
current at equal distances from a, and draw the lines 
cb and db to any point on the finite current. 

First Case. Let the finite current be directed to- 
wards the indefinite current. Hence the point 6 will 
be attracted by d and repelled by ¢ (485.); and since 
db=cb, the attraction will be equal to the repul- 
sion. Let the equal lines 6 e and bf represent this 
attraction and repulsion. By completing the rectan- 
gle, the diagonal bg will represent the resultant of 
these forces, and this line 0g is parallel to cd, and 
the resultant is contrary in direction to the indefinite 
current. 

The same may be proved of the action of all points 
on the indefinite current on the point 6, and the sum of 
all these resultants will be the total action of the inde- 
finite current on 6. 

The same may be proved respecting the action of 
the definite current on all the points of the indefinite 
current. 

Hence the current a 6 will be urged by a system of 

pi ee) 
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forces acting at all its points parallel to cd, and in a 
contrary direction. 

Second Case. Let the finite current be directed from 
the indefinite current. The point 0 will then be attracted 
by ¢ and repelled by d, and the resultant bg’ will be 
contrary to its former direction. 

Hence the current a b will be urged by a system of 
forces parallel to cd, and in the same aureaton as the 
indefinite current. 

Since the action of the two currents is_ reci- 
procal, the indefinite current will be urged by a force 
in its line of direction either according or contrary to 
its direction as the finite current runs from or to- 
wards it. 

(491.) The following experimental illustration of 
these actions was due to M.Savary. Let ABCEFG 
(fig. 252.) be a movable conductor, consisting of a 

narrow strip of copper 

bent into the form of a 

hoop, and united at its 

ends by a piece of ivory, 

AA’. To A’ is attached 
B a copper wire, which is 

bent into a_ rectangular 

form, EFG, and is at- 

tached at G to another 

piece of ivory,GH, by 

which it is connected with 
the copper hoop on the opposite side. A fine steel 
point is placed at P, over the centre of the copper 
hoop, by means of which the conductor may be sus- 
pended so as to be capable of revolving on a vertical 
line passing through P. 

An apparatus is represented in fig. 253., consisting 
of a circular trough of copper formed of two concen- 
tric cylinders attached to a base of wood, in the axis of 
which is a vertical rod of metal, supporting a small 
capsule intended to receive the pivot of any movable 


Fig. 252. 
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conductor, which may be placed upon it. The appa- 
ratus is represented in section in fig. 253., and in plan 


in fig. 254. 
Let the conductor, represented in fig. 252., be now 
Fig. 253. placed with the point P rest- 
ae ing in the capsule, s (fig. 253.). 


The circular trough being filled 
with acidulated water, the edge 
_ of the copper hoop will dip into 
it. If the rod ¢ supporting the 


Eig, 254. capsule s, and the point By be 
(E> vv = now put in connexion with one 


pole of the pile, and the trough 
containing the acidulated water 
with the other, the apparatus (fig. 
252.) will immediately begin to 
revolve round the point P with 
a motion of continued rotation, 
of which the direction will be reversed whenever the 
connexion of the movable conductor with the pile is 
inverted. 

When the current proceeds from the point P by FE 
to the copper hoop, and from the hoop through the 
liquid to the copper trough, it runs along the hoop in 
the direction A’H B, shown by the tangent T’ T, and 
passes from the hoop at all points through the liquid to 
the sides of the trough, in directions, 5, at right angles 
to the hoop. These may, therefore, be regarded as a 
system of finite currents, at right angles to an inde- 
finite current running on the hoop ; and the former and 
the latter ought, according to the principles previously 
explained, to produce a mutual action, by which, while 
the liquid through which the finite current passes shall 
move in one direction, the hoop on which the indefinite 
current passes shall move in the other direction. The 
mass of the liquid is so considerable, that the effect on it 
will not be sensible, but the effect on the hoop is ren- 
dered apparent by its rotation. 

11 4 
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Although the hoop is not strictly an example of an 
indefinite rectilinear current, yet its extent, compared 
with the short rectilinear currents passing through the 
liquid between it and the side of the vessel, is such, 
that the same principles will be applicable, and the 
same effect will ensue. 

If the current enters at P, the finite currents are 
directed from the indefinite current, and the movement 
of the conductor of the indefinite current proceeding 
from the action of the finite currents will be contrary 
to the direction of the indefinite current. The hoop 
will therefore, in this case, turn with a retrograde 
rotation. 

If the current enter by the side of the trough, and 
leave the movable conductor by the pivot P, the 
directions of both the finite and indefinite currents will 
be changed, and therefore their mutual action will be 
unaltered. 

The rotation of the hoop will be direct, if the 
wire F E be connected with the hoop on the side A’ of 
the ivory joint, as in the fig. 255., for by that means the 
direction of the indefinite 
current will be changed, 
while that of the finite 
current remains the same. 
+—If the motion of the 
hoop be compared when 
the connexions of the ap- 
paratus with the poles of 
the battery are inverted, 
it will be found that, al- 
though the direction of 
the rotation is the same in both cases, the velocity 
of rotation will be different. This is explained by 
considering the effect of the earth’s magnetism on the 
horizontal part, P F, of the movable current, which is, 
as already proved (460.), to give a motion of continued 
rotation to P F in the one direction or the other, ac- 


Fig. 255. 


CHAP. V. MUTUAL ACTION OF ELECTRIC CURRENTS, 489 


cording to the direction in which the current passes 
along PF. When the motion which the earth would 
thus give to P F agrees in direction with that which 
the movable current would impart, both forces con- 
spire in giving rotation to the system ; but when the 
motion which the earth would impart to P F is opposed 
in direction to that which the current would give to the 
system, then the motion of the system will be the 
result of the difference of these forces, instead of their 
sum as in the former case; and, consequently, the 
velocity will be greater in one case than in the other. 


Proposition III. 


(492.) To determine, in general, the action of an 
indefinite rectilinear current on a finite rectilinear cur- 
rent. 

First. Let it be supposed that the finite current A B, 
(fig. 256.) has a length so limited that all its points may 
Fig. 256. be considered as equally distant from 

B the indefinite current, and, therefore, 
equally acted on by it. In this case 
the current AB may be replaced by 
two currents, A D perpendicular and 

' AC parallel to the indefinite current, 
and the action of the indefinite current 
on A B will be equivalent to its com- 
® bined actions on AD and AC. 

If A be supposed to be the positive end of the finite 
current, it will also be the positive end of the compo- 
nent currents A D and AC. Supposing the indefinite 
current parallel to A C to run in the same direction as 
AC, then AD will be urged in the direction AC 
(490.), and AC in the direction A C’, by forces pro- 
portional to A D and AC. Hence if A D’=A D, and 
A C’=A C, A D’ and A C’ will express, in magnitude 
and direction, the two forces which act on the com- 
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ponent currents. The resultant of these two forces 
A D’ and A C’ will be the diagonal A B’, which is evi- 
dently perpendicular to AB, and equal to it. 

Secondly. Let the finite current have any proposed 
length, and from its positive end, A, let a line, A O, 
be drawn perpendicular to the indefinite current, X’ X, 
this current being supposed to run from X” to X. 

If the distance OA be greater than AB, the 
current A B, whatever be its position, will lie on the 
same side of X’ X, and the action of X’ X on every 
small element of A B will be perpendicular to AB, 
as has been just demonstrated. The current A B will 
therefore be acted on by a system of parallel forces per- 
pendicular to its direction. The resultant of these 
forces will be a single force equal to their sum, and 
parallel to their common direction. Hence the inde- 
finite current X” X will act on the finite current A B by 
a single force, R, in the direction C D. 

If the current A B (fig. 257.) be supposed to assume 


wig. 2a. 


successively different positions, B,, B., B;, &c., around 
its positive end A, the line C D will represent in each 
position the direction of the action of the current X’ X 
upon it. 
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It is evident that when the indefinite current 
runs from X’ to X, the action on the finite current is 
such as would cause it to turn round its positive end A 
with a retrograde rotation, or round its negative end B 
with a direct rotation. 

If the indefinite current runs from X to X”, the 
direction of its action on A B, and the consequent 
motions of A B, would be reversed. 

The point C of the current A B, at which the 
resultant R acts, will vary with the position of the 
current AB, approaching more towards X’ X as AB 
approaches the position A B;, but in every position this 
resultant must be between A and B. The force pro- 
ducing the rotation, therefore, having a varying move- 
ment, the rotation will not be uniform. 

If the distance OA be very great compared with 
A B, the resultant R will be sensibly constant, and will 
act at the middle point of A B. 

In this case, if the middle point of AB be fixed, 
no rotation can take place. 

If the distance OA be less than AB, the current 
A B will, in certain positions, intersect X’ X (fig. 258.) ; 


Fig. 258. 


and a part will be at one side and a part at the other. 
In this case the action on A B, in all positions in which 
it lies altogether above X” X, is the same as in the 
former case. When it crosses X’ X, as in the positions 
A B,, A B;, A B,, the action is different. In this case, 
the forces which act on Am and those which act on 
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m B are in contrary directions, and their resultant is in 
the one direction or the other, according as the sum of 
the forces acting on each other is greater or less than the 
sum of the forces acting on the other part. If Am be 
in every position of A B greater than mB, then the 
resultant will, in every position, be in the same direc- 
tion as if the current A B did not cross X’ X ; and if 
the point A were fixed, a motion of continued rotation 
would take place in the same manner as in the former 
case, except that the impelling force would be dimi- 
nished as the line A B would approach the position 
A B,. 

But if A O be less than 4 A B, the circumstances will 
be different. In that case there will be two positions, 
A B, and A By, (fig. 259.), at equal distances from the 


vertical position at which the line A B will be bisected 
by X’X. For all positions of AB not included be- 
tween AB, and A B,, the action of the indefinite cur- 
rent upon it takes place in the same direction as in the 
former cases. But in the position A B’, where m B’ is 
greater than mA, the forces acting on mB’ exceed 
those acting in the contrary direction on m A, and, con- 
sequently, the resultant of the forces on A B, in all po- 
sitions between A B, and A B,, is contrary to its direc- 
tion in every other position of the line A B. 

In the positions A B, and A B, the resultant of the 
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forces in one direction on Am is equal and contrary to 
the resultant of the forces on Bm. There will, in 
these positions, be no tendency of the current A B to 
move, except round its middle point. 

If the indefinite current X’ X pass through A 
(fig. 260.), the resultants of its action on A B will be 


Fig. 260. 
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in contrary directions above and below X’ X, and will 
in each case tend to turn the current A B round the 
point A, so as to make it coincide in direction with the 
indefinite current X” X. 

(493.) These effects may be experimentally illus- 
trated by means of the apparatus described in (491.), and 
represented in figs. 253. and 254, Let the copper hoop 

Fig. 261. represented in fig. 261. be sus- 

pended on the cup, s (fig. 253.). 

as When the connexion is made 

ie: with the battery, as in the former 

case,two finite rectilinear currents 

pass in the direction of the ar- 

rows (fig. 253.). When an indefinite current is con- 

ducted under the apparatus at different distances from 

the vertical line passing through the pivot, the effects 
stated in the preceding articles will be exhibited. 

(494.) If any number of finite rectilinear currents 
diverge from, or converge to, a common centre, the 
system will be affected by another current near it in 
the same manner as a single radiating current would be 
affected. Thus, if a number of straight and equal 
wires have a common extremity, and are traversed by 
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currents from that extremity to the circumference of 
the circle in which their other extremities lie, an in- 
definite current, X’ X, placed in the plane of the circle 
as represented in fig. 262., will cause the radiating 


Fig. 262. 
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system of currents to revolve in the one direction or 
the other, as indicated by the arrows in the figures. 

These actions may be shown experimentally by putting 

a vertical wire (fig. 263.) in communication with the 

Fig. 263. centre of a shallow circular me- 

A Y tallic vessel of mercury, V, and 

another wire, N, communicating 


w 
with the outside of the vessel, 
2 < jae into communication with the 
oN ee poles of a battery ; diverging cur- 
vine rents will be transmitted through 


cai Me y the mercury in the one direction 
yy— or the other, according to the con- 
nexion ; seer if a straight conducting wire, C D, con- 
veying a powerful electric current, is brought near 
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the vessel, a rotation will be imparted to the mercury, 
the direction of which will be in conformity with the 
principles just explained. Davy used a powerful mag- 
net instead of the straight wire. 

(495.) The following consequences respecting the 
action of finite and indefinite rectilinear currents will 
readily follow from the principles which have been 
established : — 

When a finite vertical conductor, AB, movable 
round an axis, OO’, is subjected to the action of an 
indefinite horizontal current, M N, the plane A BO’ O 
will place itself in the position O’ O B’ A’ when the 
vertical current descends, and the horizontal current 
runs from M to N (fig. 264.). 


Fig. 264. 
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If the direction of the vertical or horizontal current 
be reversed, the position of equilibrium of the former 
will be OO! AB; but if the directions of both be re- 
versed, the position of equilibrium will remain un- 
altered. 

When two vertical conductors, A B and A’ B’, are 
movable round a vertical axis, O O’, and connected to- 
gether, they will remain in equilibrium, whatever be 
their position, if they are both traversed by currents of 
the same intensity in the same direction, provided that 
the indefinite rectilinear current which acts upon them 
be at such a distance and in such a position that its 
distances from the points B and B’ may be considered 
always equal. When the wires AB and A’ B’ are 
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traversed by currents in opposite directions, one ascend- 
ing and the other descending, the system will then 
turn on its axis O O’, until the vertical plane through 
A B and A’ B’ becomes parallel to MN. 


Proposition IV. 


(496.) To determine the mutual actions of rectilinear 
and curvilinear currents. 


Fig. 265. 


N P 


The circular current A (fig. 265.) may be resolved 
into the rectangular current B. The rectilinear current, 
PN, tends to move the descending side a in the direc- 
tion a, contrary to that of the indefinite current (490.), 
and the ascending side b in the direction 6, similar to 
that of the indefinite current ; these forces being equal, 
and in opposite directions, neutralise each other. Again, 
the parallel and similar current ¢ has a tendency to 
approach, and the parallel and dissimilar current d has 
a tendency to recede from P N. But, as the current ¢ 
is nearer than d, its action is greater; and the result is 
that the rectangle B, or which is the same thing, the 
circle A, would approach P N. The same will hold 
good whether the circle be turned on an axis at a 5, or 
on one at cd; in either case, it would move so as to 
bring a parallel with, and as near as possible to, P N. 
Of course, if the circle is fixed, and the indefinite cur- 
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rent movable, the latter will evince the approximating 
tendency. 

(497.) If a terminated rectilineal current A B 
(fig. 260.) descend within a circular current, moving in 
the direction of the arrows Q NN, the current A B 
will tend to move in the converse direction to the other 
current, as shown by the arrows A B; and, if it isa 
rectangle free to move, it will pass round the axis O’. 


Fig. 266. Fig. 267. 


Fig. 207. represents a wire frame, to be suspended 
by the point, and to dip in a trough of mercury: a 
_ descending current will pass down both sides and 
_add to its effect. The circular current Q N N 
( fig. 206.) is given by means of a coil of copper wire, 
placed round the base of the instrument, and termi- 
nating in the two cups; or else by means of a spiral 


Fig. 268. 


wire (fig. 268.) placed beneath the instrument. A cy- 
VOL. II. K K 
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linder (fig. 269.) may be used instead of the wire 
rectangle ; but its weight detracts from its mobility. 
If the spiral is made mobile, as in fig. 270., and the 
vertical current, not shown in the figure, is fixed, the 
converse takes place. The same general results attend 
currents moving at any angle. 


Fig. 270. Fig. 271. 
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(498.) If the terminated current, instead of being 
perpendicular, were parallel to the plane of the circle, 
i. e. at the extreme angle, similar effects would ensue. 

Let Q, N’, N (fig. 271.) be the circular current as 
before: —- when the terminated current proceeds from 
a to b, it approaches the other current, and, therefore 
(490.), has a tendency to move in the converse direc- 
tion, or #; when it proceeds from 6 to c, by receding 
from the other, it has a tendency to move in the same 
direction, or y ; — when proceeding from a to ¢ the two 
portions have contrary tendencies, and neutralize each 
other, if equal ; or, if unequal, the direction of motion 
would be determined by their difference. 


Proposition V. 


(499.) To determine the mutual action of curvilinear 
currents. 
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The transition to the consideration of cases in which 
both currents move in a circle, is very obvious. The 
currents A B (fig. 272.), as they lie before us, have a 
repulsive tendency ; for the currents of the contiguous 
sides are moving in contrary directions ; but if one of 
the circles B can rotate on an axis a b, the side ec will 


Fig. 272. 


be repelled ; and when d takes the position now occu- 
pied by ¢, an attraction will occur ; and if either A or 
B is free to move toward the other, they will approxi- 
mate, as in fig. 273.; they thus acquire a state of 
unstable equilibrium ; for the remote similar currents 
c e have a mutual attraction, Fig. 273. 

exerted in the right line e e, 
which now passes through 
the point of contact ; but, ¢ 
if the least disturbance be 
given to either, so that this 
point is not included in the line, the two currents 
will turn, as on a hinge, at the said point, and mutually 
coalesce, — the one placing itself on the other. 

(500.) This superposition of circular currents ex- 
actly represents the character of the electro-dynamic 
helix ( fig. 235.), or Ampére’s Solenoid (fig. 238.). It 
may be remembered, that we put out of the case (477.) 
the obliquity of the spirals, by returning the wire in 
the converse direction, so as to eounteract this. We 
may, therefore, consider a helix under the form of the 
cylinder CDHG (fig. 274.), around which a series of 
parallel currents circulate in the same direction. Re- 
garding the top C D of the cylinder as one of the 

KK 2 


500 ELECTRO-MAGNETISM. BOOK V. 


circular currents already examined 
(499.), its action on the terminated 
current BA may readily be deter- 
mined. If the arrows on the cylinder 
represent the direction of its currents, 
those on the dotted circle are the 
direction to which A B will move. 
Now, all the circles exercise a similar 
action, though less in degree ; and the 
line A B moves in the direction with 
a force equal to the sum of these ele- 
mentary forces. If, therefore, an 
electro-dynamic cylinder be substituted 
for a magnet in the many instances we 
have given of wires, &c. rotating round magnetic poles, 
or the converse, we obtain experimental illustrations of 
the whole phenomena ; the helix, in fact, possesses all 
the properties of a bar-magnet, the end at which the 
currents circulate direct, corresponding with the south 
end. ‘ 

When any portion of the rectilinear current, as E, 
is between some of the circles, instead of above them 
all, it is acted on by forces in two directions ; a portion 
of the cylinder, e F, is neutralized by e C, and the cur- 
rent E is only acted on by the portion F G, below 
Ff. 
(501.) The cylinder, like its elementary circles 
(496.), may be resolved into a rectilinear form (fig.275.), 
and this will assist in the examination of the action on 
a current at right angles to the cylinder. If it were 
opposite the centre, and in Fig. 275. 

a similar direction to the = 7 ; 
current contiguous to it, it ae 
would be attracted in a [J 

direct line, as in fig. 265.; for the forces of the several 
circles would be equal in each direction. If it were 
not opposite to the centre, it would be attracted towards 
the centre while on ne side the cylinder ; and from the 
cetnre, while on the other. And if it were free to 
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move on an axis, as P (fig.276.), it would rotate in the 
direction of the arrows. 


Fig. 276. 
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(502.) We cannot dwell long on the theories of 
electro-magnetism. (E£rsted’s idea was, that the circum- 
ference of the wire, conveying a current, might be re- 
garded as surrounded by a series of minute magnets at 
right angles to the axis of the wire; and that thus it is 
that a needle approaches ; and, if free to do so, takes a 
position parallel to these minute magnets, at right 
angles, that is, to the wire; but such an arrangement 
of stationary magnets would not produce motion ; it 
was therefore necessary to add, that these magnetic 
forces have a vertiginous motion. But there are many 
objections to this theory. 

Ampére took the converse view, and this is now 
generally adopted, namely, that elementary electrical 
currents circulate around the particles of the magnet, 
and exhibit the sum of their actions on the surface, as 
in fig. 275.; indeed, on this principle it was that he 
constructed his solenoid, consisting of a series of such 
currents, and endowed with all the properties of a 
magnet. 


502 ELECTRO-MAGNETISM. BOOK Vv. 


CHAP. VI. 


GALVANOMETERS, AND THEIR APPLICATION TO 
TELEGRAPHS. 


(503.) In analyzing the mutual actions of currents and 
magnets, we have always increased the effects by using 
two currents in opposite directions, one on each side 
the magnet; the increase is still greater if we operate 
on two poles, one on each side the current. This is 
best shown by suspending a magnetic needle between 
two wires W w, terminating in cups PN, as in 
fig. 277. A strong current passing along the rectangle 
will deflect the needle at right angles to the wire. 
Such an instrument is a rough means of measuring the 


Fig. 277. 


intensity of electric forces. But, if the current is not 
strong, an arrangement of this kind will either not act, 
or else act in a very small degree. 

In this case we cover the wire W w with silk, and 
use several coils of it, so that the sum of the forces 
evinced by each wire shall act on the needle. A gra- 
duated circle is added, its centre coinciding with that of 
the needle ; and thus we have the first form of a galva- 
nometer. In some cases the needle is rendered more 
mobile by being suspended from a tall firm stem by a 
silk fibre. The needle is sometimes suspended above 
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the coil, instead of between the convolutions; and is 
then acted on by the difference, instead of the sum, of 
the forces. Occasionally the needle is made astatic, 
that is, having no tendency to one point of the compass 
more than to another. This is managed by suspending 
a second needle, of about the same power, from the 
same thread; with its poles in the opposite direction, 
and while the first needle is between the coils, the 
second is above them; the actions all unite in giving 
the same direction to the deflected system. Some- 
times, instead of using coils encompassing the whole 
length of the needle, small, but very active coils are 
placed near its poles so as to concentrate their action 
there ; and thus produce a delicate instrument. 

This appears an extension of the principles involved 
in Roget’s galvanometer, fig. 278. 


“The needle is suspended Fig. 278. 
from its centre by a fine thread, 
between four vertical spiral 
coils, the centres of which are 
brought very near to the poles 
of the needle. The same cur- 
rentis made tocirculate through 
all the four spirals, the turns of 
which are directed so as to pro- 
duce repulsion of the contigu- 
ous pole on the one side, and 
attraction of the same pole on 
the other side. This arrange- 
ment is shown in fig. 278., where 
M is the magnet, suspended by 
the thread T, between the four 
spiral discs, composed of the bs 
convolutions of the wire proceeding from thecup P, and terminating in 
the cup N.’’* 


A differential galvanometer is one in which the wire 
consists of two insulated wires twisted round each other, 
along one of which one current can be sent, and along 
the other another. The gold leaf galvanoscope consists 
of a leaf of gold, held by forceps within a glass cylinder. 
It is used by sending a feeble current of electricity 


* Library of Useful Knowledge, Electro-Magnetism, p. 44. 
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along the leaf, and observing the direction of its cur- 
vature when the poles of a magnet are applied near it. 
Nobili’s galvanometer is represented in fig. 279. It 


is specially applied to very delicate observations. The 
coated wire is coiled round a frame beneath the needle ; 
the needle is suspended by a single fibre of silk. The 
supports are three adjusting screws for levelling the 
instrument. The screw at the right is for turning the 
stage on which the system rests, so as to place the 
needle in the meridian. Connection with the electro- 
motive apparatus is made by means of the two screws 
seen at the left in front. 

Galvanometric deflections are very far from furnish- 
ing comparative indications of the relative electro-motive 
forces acting on the needle ; for the degrees of deflection, 
as we elsewhere mentioned (328.), are not proportionate 
to the force. To obviate this objection, it has been found 
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necessary to determine, by a troublesome series of expe- 
riments, the actual value of each deflection in individual 
galvanometers. Fechner used to measure the value of 
the current by the number of oscillations made, in a 
given time, by the needle, when placed at right angles 
to the coil ; and, according to the laws of the pendulum, 
comparing the squares of the numbers. Mr. Wheat- 
stone has lately gone through a series of experimental 
investigations of certain formule of electro-motive force 
and resistance, which were a few years ago laid down by 
Ohm : and, in the practical application of these formule, 
he has devised a very ready method of valuing the several 
galvanometric deflections. We have not space to enter 
on the inviting subject of Ohm’s law, nor to go into 
the details of this application of it. The principle is 
this : — The galvanometer is included in the circuit, and 
its deflection noted; a certain length of wire, exactly 
equal in resistance to the galvanometer wire, is then 
so placed that the current shall be divided betweeen it 
and the galvanometer ; then, since the addition of this 
wire reduces the whole resistance of the circuit by one- 
half the resistance of the galvanometer wire, an addi- 
tional resistance, equal to one-half that of the galva- 
nometer, is added to the main circuit, and the deviation 
of the galvanometer will then indicate exactly one-half 
the force previously acting on it. For the mode of 
measuring these several resistances, the reader is referred 
to Mr. Wheatstone’s Memoir in the Phil. Trans. for 
1843, Part II. ; where he will also find a description of 
the Rheo-stat and other instruments connected with 
this investigation. 


Magnetic Needle Telegraphs. 


(504.) After CErsted had discovered the mutual 
action of electric currents and magnetic needles, Ampere 
“proposed, in consequence of an idea suggested to him 
by the illustrious Laplace, to employ as many circuits 
as there were letters of the alphabet, and to make each 
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of them act on a separate needle.’* Schweiger’s in- 
vention of the galvanometer (Int. 227.), followed more 
recently by Wheatstone’s discovery of the velocity of 
electricity +, gave renewed impulse to these inquiries, 
Professor Ritchie illustrated Ampére’s idea on a small 
scale, but rather with a view of pointing out the diffi- 
culties which enveloped it, than to propose it for prac- 
tical purposes. Alexander’s telegraph had thirty gal- 
vanometric needles and thirty-one wires ; each needle 
supported a screen, which it carried with it, when de- 
flected, and thus exposed a letter. Davy’s first telegraph 
was of the same character, only the letters were illumi- 
nated. “Baron Schelling and Fechner proposed to limit 
this number by employing fewer needles, and observing 
their combined motions, —a different character being in- 
dicated, according to the number of needles in motion.” } 
Mr. Bain has proposed to fix the magnet and deflect the 
coil. The arrangements peculiar to Mr. Wheatstone’s 
needle telegraph are, that he has one wire only for each 
needle ; that ¢wo needles are thus always included in the 
circuit ; that the combination of the two needles, out of 
five, which he generally used, will produce twenty sig- 
nals ; and that by a key-board, peculiarly his contrivance, 
these several circuits can be readily formed. By com- 
bining three or four needles, 200 signals could be 
given. As the motion of these deflected needles was 
not of itself sufficiently violent to ring a bell, in order to 
call attention, arrangement was made that one of the 
needles, by its deflection, should complete the circuit of 
a distant battery ; and this would then make an electro- 
magnet (506.), and liberate the detent of an alarm. 
Other modes of sounding an alarm were adopted, on 
account of the difficulties which attended the early ex- 
periments on that form of telegraph, which we shall 
presently describe (511.). As it is not the intention to 
give here a history of telegraphs, the above illustrations 


* Bull. Acad. R. Bruxelles, 1838, No. 2. 
+ Electricity would travel round the globe in one-tenth of a second. 
~ Comp. to Almanack, 1843. 
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of the chief applications of the galvanometer to this 
purpose will suffice us. 

(505.) Professor Wheatstone has availed himself of 
galvanometric effects, as one means of indicating the 
metereological conditions of the higher regions of the 
atmosphere, the instruments being in a captive balloon 
and the observer on the earth. 

Connected with the mercury, in the bulb of the ther- 
mometer, is a fine platinum wire, which descends to 
one pole of a small voltaic pair; a short wire connects 
the other pole with one end of a galvanometer ; and, 
from the other end of the galvanometer, a wire ascends 
to a movable rack-work, which carries a fine platinum 
wire, that can ascend or descend within the tube of the 
thermometer. When it is low enough to touch the 
surface of the thread of mercury, the circuit is complete, 
and the galvanometer deflects. Now, the rack is moved 
by clockwork, which coincides with a chronometer kept 
by the observer, and takes three minutes to ascend and 
three to descend ; the position, therefore, of the point 
of the moving wire, that is, the height of the mercury, 
can be known at any time by consulting the chrono- 
meter ; and so if the times of the deflections are noted, 
the temperature at those times is readily obtained. 
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CHAP. VIL. 


ON BELECTRO-MAGNETIC INDUCTION, AND ITS 
APPLICATIONS. 


(506.) Tue great similarity between the electro-dy 
namic helix and bar-magnets, in connection with the 
theory, which assigns to magnets themselves a character 
exactly such as would be produced by electric currents 
circulating round the metal of which they were com- 
posed, would naturally lead to the actual experiment of 
passing such currents round a bar of iron or steel. 
M. Arago was the first to do this, and he found that 
the bar was converted into a powerful magnet: when 
soft iron is used, the effect is instantaneous, but ceases 
directly contact is broken ; when steel is used the max- 
imum effect is obtained gradually, but is lasting, the 
bar being converted into a permanent magnet. 

A bar of soft iron, whatever be its form, with an 
electric current thus circulating round it, is termed an 
“electro-magnet ”’ (fig. 280. ). Fig. 280. 

The lifting power of such 
magnets is enormous, espe- 
cially when large quantities 
of electricity are made to cir- 
culate through stout wires. 
The powers of larger in- 
struments now constructed 
for exhibition in public insti- 
tutions, is immense. There 
is one which is adjusted to 
support a room full of people. 
The most powerful bar electro- 
magnet of which I am aware, is one constructed under 
the direction of Mr. Faraday for the magnetic obser- 
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vations of Colonel Sabine at Woolwich. It was exhi- 
bited at a lecture of his before the Royal Institution, 
on June 10. 1843. The helix is 27 inches long by 
23 inches internal diameter: it has four coils of No. 7, 
copper wire covered with tape ; their lengths are 108 feet 
10 inches; 120 feet; 129 feet, 7 inches; 143 feet; in 
all 501 feet, 5 inches; bars and clamps are arranged so 
as to admit of using one or more of the helices va- 
riously combined. It is firmly supported on a grooved 
square stand. The soft iron core is 28 inches long by 
23 inches diameter: there are two other cores each 
12h inches by 22 inches, for magnetizing a steel bar 
placed in the ceil between them. When the electric 
current was sent through one, the pole of the core sup- 
ported all the fire irons, which were collected from the 
several rooms of the Royal Institution: and when a 
shorter core was applied end-on, one man’s force was 
not sufficient to draw out the core. The hand, applied 
between the core and a piece of iron, was painfully 
pressed. Porcelain plates, filled with a mass of iron 
nails, were firmly suspended between the nails and the 
electro-magnet. 

A bar electro-magnet may be looked upon as an 
Ampére’s helix with an iron core; but, while the 
cutrent acts on the iron to make it a magnet, the mag- 
netized iron re-acts on the current, and the magnetic 
character of the ‘system, as a whole, Fig. 281. 
is very highly exalted. 

(507.) We have as yet seen Am- 
pere’s helix motive, only so far as to 
place itself on the magnetic meri- 
dian. Professor Ritchie produced 
permanent motion; and his instru- 
ment, under its various forms, is 
known as “ Ritchie’s Rotating Mag- 
net.” The general form is in fig. 
281. NS are the two poles of a 
horse-shoe magnet; ab is a wooden 
cup for mercury, divided into two 
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parts a@ and b; a is connnected with one end of a 
single cell, and 6 with the other; ¢ is the electro- 
magnet, consisting of a small bar of soft iron, sur- 
rounded at its ends with a continuous coil of stout 
copper wire, the two terminations of the wire dip- 
ping into the mercury. The polarity of either end, 
say #, will vary according to the termination of the 
wire, which may be in } or a. Now, when the electro- 
magnet is placed at right angles to the line joining 
N and §, and the current gives w a north polarity, the 
end « will be repelled by N and attracted by 5; but 
the momentum which it acquires, will carry it a little 
beyond the line of neutrality, and, by this means the 
wire dipping in the mercury 0, will pass over the par- 
tition into the mercury a: w will now be a south pole, 
and is, therefore, repelled by S and attracted by N, so 
that it is still urged onward toward N, and then, passing 
over the partition into 6, the same series of effects are 
renewed, and a continued rotation is the consequence. 
When favourably constructed, Ritchie’s magnet will 
rotate by the magnetism of the earth. 

(508.) Professor Henry produced a reciprocating 
motion, by placing an electro-magnet, like a balance- 
beam, above the poles of different names of two mag- 
nets: it had two sets of wires, the ends of one set were 
such, that when the electro-magnet was attracted by a 
pole of the fixed magnet, the wires dipped in mercury 
cups connected with one battery, and the wires of the 
other set were raised from the mercury cups of another 
battery. The poles being thus changed, attractions 
were reversed, and an oscillation was kept up. Dr. 
Schulthess also produced reciprocating motion. 

(509.) The applications of electro-magnetism are 
somewhat on the principles of Ritchie’s rotary motion ; 
and, so far as small models, and in some cases, working 
models, are concerned, a certain degree of success has 
attended the experiments of Sturgeon, Mc Gauley, 
Callan, Page, Davenport, Watkins, Joule, B. Hill, Fox, 
Talbot, Wheatstone, and others ; it is said, indeed, that 
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the Frankfort diet have just awarded a sum of 100,000 
florins to a Mr. Wagner, for having discovered a method 
of moving machinery on a large scale by electro-mag- 
netism: but we did not hear* of any practical results 
having been deduced from his plan, and have reason to 
think that it may not possess the merit which he has 
assigned to it. 

(510.) Professor Jacobi, of St. Petersburg, has done 
a great deal in these matters, and has so far succeeded 
as to navigate on the river Neva, a vessel manned by 
twelve persons. He obtained 3 horse-power and as- 
cended the river, for several hours, against a very violent 
wind: the electro-magnetic machine was only 4 feet 
high, 14 feet long, and not quite a foot wide. 

Fig. 282. 
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Fig. 282. is a representation of the machine. It 
will be seen to consist of four fixed electro-magnets 
* January, 1844. 
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attached to the wooden frame-work ; and four movable 
electro-magnets, which carry with them the circular 
disc and the axis. The battery is shown in front. 
Grove’s arrangement (322.) is employed. A very 
important part of the engine is the commutator; by aid 
of which, the polarity of the moving magnets is 
changed directly momentum carries the poles beyond the 
poles of the stationary magnets. Mercury is not 
admissible for many reasons. The wheels and lever on 
the end of the axis are the commutators: they are so 
arranged, that the metal levers press on the periphery 
of discs, whose surfaces are partly copper and partly 
ebony ; in the one case the circuit is completed, and in 
the other, it is broken, and then changed. 


On Electro-Magnetic Telegraphs, Clocks, &e. 


(511.) We use the above title to distinguish telegraphs 
which act by making electro-magnets from those which 
deflect needles (504.). Mr. Davy obtained a patent in. 
1839 for a telegraph, in which a commutating finger- 
board was employed for deflecting one or other of a set 
of needles at a distant station :—-these needles, by their 
deflections, completed the circuit of a distant battery, 
after Mr. Wheatstone’s mode (504.). The current of 
this battery is adjusted to produce a chemical decompo- 
sition on the surface of a fabric prepared with iodide of 
potassium, and placed on a revolving roller, and also to 
produce an electro-magnet, by means of which a detent 
is acted on, and the descent of the weight causes the cy- 
linder to revolve, and thus a longitudinal mark or stain 
is obtained on the fabric. Mr. Wheatstone’s telegraph, 
as at present constructed, requires no distant battery: 
be has investigated the relation between the electro- 
motive powers of batteries and the resistance of wires, 
and he now uses a short series of constant cells (318.), 
which convert iron cylinders two inches long by half an 
inch in diameter, into electro-magnets at the distant 
station. Every time contact is made, the keeper of the 
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magnet is attracted ; when contact is broken, a spring 
removes the keeper. In one form of the instrument 
(where the resistance is not great), two drivers, pro- 
perly attached to the keeper, are made to act upon a 
toothed wheel, and thus convert the alternate into a 
circular motion, which motion is transmitted to an 
axis carrying a signal-disc ; in another part of the in- 
strument (where the resistance is great), the keeper 
merely moves a detent, and thus liberates the toothed 
wheel, and allows of a motion being given to the sig- 
nal-disc or indicator by means of a clock-work move- 
ment. A communicator at the one station, is furnished 
with a disc corresponding to that of the indicator ; so 
that, when any sign of one is brought to the place of 
observation by the application of the hand, the cor- 
responding sign is exposed by the other. There is a 
commutator and indicator at each station, all four being 
included in the one circuit of a wire each way. — For 
transmitting time, instead of signals, the indicating disc 
is fixed and furnished with a clock face, the axis car- 
rying an index or hand; and the communicating disc 
is moved round by the step by step action of a pen- 
dulum. By this means one good clock will commu- 
nicate true time to a series of indifferent clocks, or even 
to skeletons of clocks, as they have been called. For 
registering, instead of merely exposing the signals, 
each letter of the indicating disc is on a spring radiating 
from the centre: and when the letter is brought, as 
before, to the proper place, a hammer, acted on by clock- 
work, liberated by a second electro-magnet, strikes the 
letter upon a pad of manifold writing-paper and fair 
paper, and so registers the signal. A cylinder, rotating 
on a spiral axis, exposes fresh surfaces of paper. The 
same current which works these telegraphs also rings 
a bell to call attention. Mr. Bain has proposed trans- 
mitting time and registering signals by the action of a 
deflected coil. | 

The electro-magnet is made use of by Professor 
Wheatstone, for some of the signals of the meteoro- 

VOL. I. LL 
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logical apparatus, and it acts by moving a detent, 
attached to its armature, and thus setting free the 
mechanism, which .causes a hammer to strike on black 
copying paper, and impress a signal. This instrument 
is connected by wires, as was the thermometer (505.), 
and works for a week, printing the observations, with- 
out attendance: it is used also with the thermometer 
and the psychrometer, and, indeed, for many other 
purposes. 
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CHAP. VIII 
ON VOLTA-ELECTRIC INDUCTION. 


(512.) Tus term was applied to a class of inductive 
effects obtained from dynamic electricity, by Professor 
Faraday. He was the first to discover that if two 
helices of insulated copper wire be superposed round a 
cylinder of wood, and a current be passed through one 
of them, while the ends of the other are connected with 
a galvanometer, the needle is transiently deflected in one 
direction, when contact is made, and in the reverse when 
contact is broken: during the existence of the contact, 
the needle remains in its normal position, showing that 
the primary current induced a momentary secondary 
current in the other wire, in one direction when contact 
is made, and in the converse, when broken ; the latter 
was found to be the more powerful. The secondary 
current on making contact was in the reverse direction 
to the primary, and on breaking contact was in the 
same direction as the primary. If the battery contact 
was first made; and the secondary wire then con- 
nected with the galvanometer, no first effects occurred . 
though, if battery contact was afterwards broken, the 
secondary effects would take place as before.— Mr. Faraday 
then showed that the secondary current is due, not 
merely to a commencing and terminating primary cur~ 
rent, but rather to the production of a current in the 
vicinity of another wire, by any means. He stretched 
the primary wire on a board, into the form of a W., 
and the secondary on another board, into the same 
form; he connected the latter with the galvanometer, 
and the former with the battery; now, on moving the 
primary wire toward the other, a contrary current was 
induced on the other; and, on moving it from the 
other, a similar current was induced. 
LL 2 


516 ELECTRO-MAGNETISM. BOOK V. 

(513.) Subsequently, in consequence of a commu- 
nication from Mr. Jenkin, that a shock could be ob- 
tained by means of a single voltaic pair, when contact 
was broken, and the hands were connected with a coil of 
wire, through which the current had passed, Professor 
Faraday was led onward in his inquiries: —he found 
no spark or shock on making contact with a primary 
helix only, but a bright spark and powerful shock, on 
breaking; the effects are exalted when the helix con- 
tains an iron rod; when, in fact, it is made an electro- 
magnet. When a wire 132 feet long, with one end 
connected with one plate of a single pair, was spread 
about the laboratory, a spark appeared, and a slight 
shock, sufficient to convulse a flounder or eel, occurred 
every time contact was broken. None of these effects 
occur without the intervention of a long wire. These 
effects were soon traced to a momentary current induced 
in the wire at breaking contact, in the same direction 
as the primitive current, and on the same principles as 
availed in producing the secondary current. 

In fact, itis a secondary current induced in the same 
wire, which carries the primary; it was found to be ef- 
fectualin producing chemical decomposition. By analogy 
with the preceding experiments, it was reasonable to in- 
fer that a converse current occurred when contact was 
made; and this inference was borne out by experiment. 

(514,) These facts have added several pieces of ap- 
paratus to electricity, in the form of coils and contact 
breakers. Experience has shown that it is best to use 
a stout covered wire, of moderate length, for the pri- 
mary current, and a very long fine superposed wire for 
the secondary; for instance, 150 feet of No. 18., and 
2100 of No. 26. make a good coil. Mr. Bachhoffher 
found that a bundle of iron wires, as a core, gave much 
more powerful effects than a mere bar of iron. Dr. 
Bird and others adopted this plan; and we since find 
that many electro-magnets are made of bundles of soft 
iron wire. Mr. Joule preferred square to round me- 
tallic fibres. The shocks from small well-made coils 
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are beyond endurance intense; and as one occurs each 
time contact is broken, the reiteration of this act greatly 
magnifies the effect. 

(515.) One form of “contact breaker,” is Bach- 
hoffher’s toothed wheel, attached to one end of the pri- 
mary wire, and a spring, working on the teeth, attached 
to the battery; the other end of the wire is connected 
with the other end of the battery ; handles proceeding 
from the secondary wire are held in the moist hand. 
When the wheel is turned, a shock occurs every time 
contact is broken, by the spring leaving one tooth to 
pass to the next. Ritchie’s rotating magnet is often 
used, and is more convenient as it acts of itself: in 
order to multiply the breaks, the mercury cells a and 
b ( fig. 281.) are partially subdivided. — Sometimes the 
coil is made by twisting the wires round a horse-shoe 
form of soft iron or iron wire, and a rotating keeper 
makes and breaks contact of itself. The largest coil of 
which we are aware, is Mr. Gassiot’s, containing twelve 
miles of secondary wire. 

A most convenient contact-breaker is a small 
upright coil with a wire core, which, on becoming a 
magnet, attracts a piece of soft iron, and so breaks con- 
tact: the iron is then set free, and contact is again 
made. Dr. Bird described the first form of this to the 
Electrical Society.* Sometimes the coil in use is itself 
arranged to make and break its own contact (518.). 

(516.) Prof. Henry, in studying the character of 
these currents, obtained all the effects of electricity 
from other sources, including the power of making 
electro-magnets — a power which is now being turned 
to some account (509.). He found that long coils gave 
effects of intensity, and short ones those of quantity ; and 
that an intensity current can induce one of quantity, and 
vice versd. He examined inductionat a distance ; and has 
devised a good experiment in “ Physique amusante:”— 


“* This consists in causing the induction to take place through the par- 


* Proceed, Oct. 14. 1837. 
an es 
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tition wall of two rooms. For this purpose, coil No. 1. [93 ft. copper 
ribbon, 15 inch wide], is suspended against the wall in one room, while a 
person in the adjoining one receives the shock, by grasping the handles of 
the helix [1660 yards copper wire, one fortyeninth of an inch in diameter], 
and approaching it to the spot opposite to which the coil is suspended. The 
effect is as if by magic, without a visible cause.” * 

On interposing a sheet of iron between the coil and 
the helix, no secondary effects occurred: it was after- 
wards ‘ found that all the perfect conductors, such as 
the metals, produced the screening influence ; but non- 
conductors, as glass, wood, &c. appeared to have no 
effect whatever.’ A certain thickness of metal was 
necessary to constitute a screen, for foils exercised no 
influence. Thinking that currents in the metal screens 
might constitute their efficacy, he cut a section out of 
one, as a in fig. 283.: it then ceased to be a screen 
when two such were superposed with glass Fig. 283. 
between them, so that the opening in one was: il 
covered by the continuous part in the other, vi ye 
they were still not screens ;—on connecting 
a test instrument by wires to x and y, a 
current was found present. The current of 
the screen, when placed above the helix, instead of 
between the coil and helix, still had a neutralizing 
effect. When a flat coil was interposed, it was not a_ 
screen, unless the ends were in contact. 

(517.) He now conveyed the secondary current 
through a third coil at a distance, and obtained by it 
another induced current, in a fourth coil; he took this 
to a fifth, and obtained an induced current in a sixth. 
He found the direction of the current to alternate from 
the second coil; the primary current being plus, the 
secondary was plus also ; the third minus ; the fourth 
plus; the fifth minus ; and so on.—T hough not in- 
cluded in the present branch of our subject, it will be 
as well to mention that the effects of induced currents 
were obtained also from ordinary electricity. 

We dare not venture upon the papers of induced 


* Ann. of Elect. vol. iv. p. 291, 
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currents by Dove, Asprra, Masson, and BREGUET, 
jun., the most condensed analysis of which would carry 
us far beyond our limits, but refer our readers to 
No. V. of the Arcuives or ExectTRIcITy. 

(518.) This account of voltaic-electric induction 
may not be concluded without giving a description of 
the “ voltaic-condenser,” an instrument in which M. de 
la Rive has availed himself of the induced current in 


Fig. 284. 


order to exalt the decomposing power of a single vol- 
taic cell: — 


A ( fig. 284.), the pair. Band G the extremities of each of the con- 
ducting wires of the pair, which are placed in cups of mercury, or are 
connected at B with the extremity of a wire B C, and at G with the ex- 
tremity of a wire covered with silk. C small capsule of amalgamated 
copper. C D metallic rod furnished at D with a spring, that keeps the 
end at C, which is bent vertically downward, in contact with the bottom 
of the capsule C. D E conducting wire, which connects the rod D C with 
the end E of the wire covered with silk. F helix formed of wire covered 
with silk rolled round a bobbin ; # and G are the two extremities of this 
wire. mn, cylinder of soft iron placed in the interior of the bobbin. TER 
small attached piece of soft iron, which is attracted by the extremity m of 
the cylinder of soft iron, when the latter is magnetized by the current. H 
and Ithe extremities of the conducting wires, CH and £ I, which serve 
to include a voltameter V in the circuit. At the moment when the cir- 
cuit is closed, the current circulates in B CD EG; the piece p is instantly 
attracted, because m n is magnetized ; but the circuit is immediately inter- 
rupted at C, because the rod D C, the bended extremity of which touches 
the bottom of the capsule C, is raised. This interruption of the circuit 
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gives rise to an induced current in the wire of the helix F, which is deter- 
mined in the same direction as that of the pair. On the other hand, a new 
circuit is formed whilst the rod D C is raised; this circuit, in which the 
pair 4 is included, is the circuit BC HI DEG A; the voltameter V is 
now seen to form part of this circuit, and it is traversed at once by the 
induced current, and by the current of the pair reinforced by the passage 
of the induced current through the pair. But as soon as the circuit is 
‘broken in C, the soft iron m 2 ceases to be magnetized, or at least is very 
¥eebly so, because the voltameter is in the circuit ; the attached piece p 
being no longer attracted, the rod D C, subject to the action of the spring 
D, immediately falls, and the circuit is no longer interrupted at C. The 
current of the pair again commences to circulate by B C D E G, and the 
same series of phenomena occur. It is necessary that the power of the 
_ spring D and the distance of the piece p at the lower part of the extremity 
m of the soft iron be so combined, that the oscillatory movement of the 
rod D C should beexecuted easily and very rapidly; by a little adjustment 
the apparatus is very readily placed in the conditions most favourable to 
this effect.” * 


By thus adding the energy of the induced current 
to that of the ordinary battery current, a single pair 
will decompose water. This is an instance of the 
coil breaking its own contact (515.). 

519.) Though belonging rather to another division of 
this treatise (348, &c.), we may take the present oppor- 
tunity of mentioning a method Mr. Grove has adopted fF, 
of adding to the initial force of a current, by associating 
with it another effect, on the same principle as De la 
Rive has associated the inductive effect. He takes a 
single pair of the nitric acid battery, and electrolyzes acid 
water by means of platinum electrodes; but, between 
the voltameter and the battery, he places a vessel of acid 
water, containing a large pair of platinum plates. Under 
these circumstances, the liberation of gas in the volta- 
meter is in a decreasing ratio, because the large plati- 
num plates become polarized, by the effects of electro- 
lysis, and react on the battery current. If, when the 
liberation of gas has reached a minimum, the respective 
connections of the large plates be reversed, by means 
of an electropeter (478.), this reacting force is added to 
the initial ; and the average quantity of gas liberated in 
a given time exceeds that which would be produced, 
were there no interposed resistance of large plates. 


* Vide Elec. Mag. vol. i. p. 78. ft Phil. Mag. Dec. 1843. 
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(520.) Wuen Faraday had found that a secondary 
current was produced on approwimating a primary 
current to another wire (512.), he was led into a new 
series of researches, which terminated in the production 
of electricity from magnetism, which he termed “ Mag- 
neto-electric induction,’ and which was the origin of 
magneto-electric machines. 

Around a soft iron ring (fig. 285.) were wound two 
helices of insulated copper Fig. 285. 
wire; when the ends of __ 
one helix were connected 
with a galvanometer, and a 
battery current was passed 
through the other, the 
needle was transiently de- 
flected in one direction when contact was made, and in 
the other when contact was broken ; the former gave an 
indication of a current in the opposite direction to that 
from the battery; the latter of a current in the same di- 
rection. The continued current caused no deflection. 
When the wires were superposed on a paper cylinder, 
the induced ¢urrent was much more powerful when a 
soft iron bar was introduced into the cylinder than it 
was without the bar; the iron bar, in all forms of the 
experiment, being, as we are prepared to expect, con- 
verted into a powerful magnet. Thus far, however, the 
exciting cause bas been voltaic electricity. 

(521.) It now occurred to Mr. Faraday to convert 
the soft iron into a magnet by other means than voltaic 
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agency. Accordingly, he placed it in the helix, having 
first associated the wires into a continued series with a 
galvanometer included between the extremities ; and he 
magnetized it, by applying to its ends the opposite poles 
of two bar magnets: when, agreeably to his antici- 
pations, 

‘Upon making magnetic contact, the needle was deflected ; continuing 
the contact, the needle became indifferent, and resumed its first position ; 
on breaking the contact, it was again deflected, but in the opposite direction 
to the first effect, and then it again became indifferent. When the mag- 
netic contacts were reversed, the deflections were reversed. 

“When the magnetic contact was made, the deflection was such as to 
indicate an induced current of electricity in the opposite direction to that 


fitted to form a magnet, having the same polarity as that really produced 
by the bar magnet.” * 


(522.) The iron bar was now removed, and a cylin- 
drical magnet employed; when this was introduced 
within the helix, deflections occurred in one direction, 
and when it was withdrawn they were in the reverse di- 
rection ; while it remained in, the needle was station- 
ary, following the same laws as before. These effects 
were greatly exalted by using the Royal Society’s large 
magnet of 450 bars, each fifteen inches long, one inch 
wide, and half an inch thick. 

(523.) Two bars being placed, as in fig. 286., on 
the poles of this large magnet, in Fig. 286. 
order to concentrate their effects, 
a disc of copper was arranged to 
rotate between the bars, as in the 
figure ; and wires were arranged 
to collect any electricity which 
might be evolved during the revo- 
lution of the plate. 


“The relation of the current of electricity 
produced, to the magnetic pole, to the direction 
of rotation of the plate, &c., may be ex. 
pressed by saying, that when the unmarked 
pole is beneath the edge of the plate, and the latter revolves horizontally, 
screw fashion, the electricity, which can be collected at the edge of the 


* Exp. Researches, Series i, § § 37, 38. 
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plate, nearest to the pole, is positive. As the pole of the earth may men 
tally be considered the unmarked pole, this relation 
of the rotation, the pole, and the electricity evolved, 
is not difficult to remember. Or if, in fig. 287., the 
circle represent the copper disc, revolving in the 
direction of the arrows, and @ the outline of the 
unmarked pole, placed beneath the plate, then the 
electricity collected at 6 and the neighbouring 
parts is positive, whilst that collected at the centre 
c, and other parts is negative.” * 


(524.) Without carefully illustra- 
ting the theory of this action, it will 
be difficult to explain the operations 
of the magneto-electric machine (528.). Let the 
disc (fig. 287.) be analyzed into the three radii abe 


Fig. 288. 


(fig. 288.) moving by direct rotation about the electro- 
magnetict pole 8, which, as we have already seen 
(448.), is traversed by electric currents in the direc- 
tion of the hands of a watch, of which those shown by 
the dotted arrows are all that concern us now ; and let 
a collecting wire e be attached to the centre d. As 
the wire da approaches the magnet, the current x in- 
duces in da a secondary current in the direction from « 
to d, which attains its maximum in the position db; if 
ulterior inducing action be now terminated, by com- 
pleting the circuit at b with the wire f, the secondary 
current in the same direction as the inducing current x 
is obtained ; so, when the wire is receding to the posi- 
tion c d, the current 2 induces a current in the direction 
ce to d, similar to its own ; but if a wire completes the 


* Faraday, § 99. 
+ All these effects can of course be produced by electro-magnetism. 
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circuit In c, a current obtains in the direction of the 
arrows dc, as before. The magneto-electric current is 
to be regarded as the secondary current, consequent on 
breaking contact of volta-electric induction. Some dif- 
ferential actions are included in the strict analysis ; but 
the general case may be gathered from what has been 
said. We have to regard the disc as made of these 
radii, “in which the directions of the currents will be 
generally the same, being modified only by the co-action 
which can take place between the particles now that they 
are in metallic contact.” 

(525.) These discoveries furnish a conclusive ex- 
planation of the causes in operation to produce the 
rotation of Arago’s disc : — 


** If a plate of copper be revolved close to a magneticane ne gedle or m,t 
suspended in such a way that the latter may rotate in a plane parallel to 
that of the former, the magnet tends to follow the motion of the plate; or it 
the magnet be revolved, the plate tends to follow its motion ; and the effect 
is so powerful, that magnets or plates of many pounds weight may be thus 
carried round. If the magnet and plate be at rest, relative to each other, 
not the slightest effect, attractive or repulsive, or of any kind, can be 
observed between them. This is the phenomenon discovered by Arago ; 
and he states that the effect takes place, not only with all metals, but with 
solids, liquids, and even gases, z. e. with all substances.”’ * 

The explanation originally offered for these rotations was 
that the copper acquires a magnetic pole, of the opposite 
kind to that approximated to it; but it is now evident 
that the effects are due first to the formation of currents 
by the magnet; and then to the mutual action of the 
magnet and the currents. 

These rotations had formed an object of investigation 
to Bassace, Herscuer, Bartow, Nop, ANTINORI, 
Baccetui, Curistiz, Prevost, Coruapon and others. 
Mr. Harris investigated the nullifying influence of 
thick screens (516.), of copper, silver, zinc, and lead. 

(526.) Mr. Barnow has detailed a series of experi- 
ments, in which certain effects are produced on a needle 
by the rotation of an iron sphere. Now, in this case, 
the sphere as a mass of iron under the influence of the 


* Faraday’s Researches, Series i. § 81. 
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earth’s magnetism, becomes a magnet, and, as a mass 
of metal rotating under similar influence, it acquires 
induced currents. With respect to the relative influence 
of these two causes, Faraday says : — 


“ When an iron plate similar to the copper one formerly described (523.), 
was passed between the magnetic poles, it gave a current of electricity like 
the copper plate, but decidedly of less power ; and in the experiments upon 
the induction of electric currents (512.), no difference in the kind of action 
between iron and other metals could be perceived. The power, therefore, 
of an iron plate to drag a magnet after it, or to intercept magnetic action, 
should be carefully distinguished from the similar power of such metals as 
silver, copper, &c. &c., inasmuch as in the iron, far the greater part of the 
effort is due to what may be called ordinary magnetic action.’’ * 


Magneto-electric Machines. 


(527.) The first MAGNETO-ELECTRIC MACHINE Was 
constructed by Mr. Farapay, as shown in fig. 289 : — 


Fig. 289. 


J \ 


\ 


“(is a copper plate, so mounted as to admit of revolving upon its axis 575 
are the poles of a powerful horse-shoe magnet, so placed as to admit of the 
revolution of the plate between them; w w’ are conducting wires, one of 
which is retained in perfect metallic contact with the axis, and the other 
with the circumference of the plate, at the point between the poles 7 s. 
These wires terminate in the galvanometer g. When the copper plate is 
made to revolve from right to left, a current of electricity is produced in 
the direction of the arrows, and deflects the galvanometer accordingly.” f 


* Researches, § 138. + Brande’s Manual of Chemistry, p. 343. 
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(528.) In 1832, M. Pixu of Paris produced a 
machine in which he used a coil of copper wire instead 
of a disc; and he rotated the magnet instead of the 
conductor. He obtained the spark, the shock, a Leyden 
charge, deflection of gold leaves, and chemical decom- 
position.—In the following year, Mr. Saxron submitted 
to the British Association his machine in which the 
magnets were fixed and the coil rotated. The appear- 
ance of this machine is shown in fig. 200. The chief 


Fig. 290. 


features in these machines are the collection of powerful 
magnets to induce the electricity ; the pair of coils 
of short, stout wire for quantity effect, and the pair 
of long, thin wire for intensity effect ; and the means 
for collecting the electricity under the most favourable 
circumstances. These will be described at length (529.). 
The coils may either rotate in front of the ends of the 
magnet or by their side. 

(529.) The latter arrangement is adopted by Mr. 
Clarke, and is thus described by M. Becquéren * : — 


A (fig. 291.) represents a series of six magnetized bars of steel, bent into 
a horse-shoe form, arranged vertically, and supported by four screws fixed 
to the board B, two of which are seen at MN (fig. 292.). A thick bar of 
brass C is pieced in its centre by an opening, into which passes a bolt with 
a nut, for the purpose of securing the magnet against the board B. By this 
arrangement, the magnet may easily be removed without disturbing the rest 


* Traité sur l’Electricité, t. vi. p. 95. 
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Fig. 291. 


of the apparatus. D represents the armature of a double cylinder of soft 
iron G F, which is fixed to a brass screw placed between the poles of the 
battery A. This piece is set in motion in the manner indicated in jig. 292., 
py means of the wheel , of an axis of rotation, and an endless cord. On 
each cylinder is rolled a helix of fine copper wire, coated with silk, and about 
800 yards in length. One of the ends of each helix is soldered to the arma- 
ture ; perpendicular to the surface of which, at D, is a brass rod supporting 
two break-pieces, H. K represents a hollow brass cylinder, to which is 
soldered one of the free ends of the helices, and which is separated from 
the rod by means of a piece of hard wood resting on it; the other end of 
the helices is in communication with the rod. O is an iron..wire spring * 
to exercise a pressure against the hollow cylinder K, with which it is in 


* In fig.290. a revolving wheel is introduced, instead of a spring. 
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metallic contact, by means of a screw fixed in the brass plate M. P 
represents a square vertical brass rod fitted into the brass plate N. Q is a 


Fig. 292. 


o & 


metal spring exercising a feeble pressure on the break piece H: it is heldin 
metallic contact by means of abinding-screw. T is a copper wire for making 
communication between the brass plates M N. By means of this arrange- 
ment, these various parts D, H, Q, P, N, are in connection with one of the 
ends, and K and M with the two other ends. It is very evident that, as 
the spring Q presses gently on the break piece H, the effects are regular... 
... It is very necessary that the break piece be so arranged that the spring 
Q shall separate, at the very time when the iron cylinders of the arma- 
ture are leaving the poles of the magnet. With respect to the iron wire, 
O, it always exercises a gentle pressure against the hollow brass cylinder 
K. By means of these arrangements amercury bath *, which is always in- 
convenient, is superseded. When the shock is to be given by this machine, 
the two copper conductors R$ (fig. 291.) are taken into the hands, which 
are moistened with salt-water, one of the conductors being in communi- 
cation with the plate M, and the other with the plate N, in the manner 
shown in the figure ; M and N are then united by the piece T. The shock 
received by this apparatus as soon as the wheel is turned is very violent. 
If we desire a current always in the same direction, one break-piece only 
is placed on, In this case, the citcuit is interrupted when the current 
changes, that is, when each helix quits one branch of the magnet... . On 


* Saxton broke the circuit by points immerging in, and emerging from, 
mercury : fig. 290, is copied from a machine of Mr, Knight’s construction. 
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placing the two connecting wires R S, between M N, the shock is not so 
powerful.—U and V (fig. 291.) are handles connected with the conducting 
wires, and furnished with pieces of sponge, which are employed in 
the application of electricity for medical purposes. ‘These sponges are 
moistened with acid or saline solutions. By means of them a succession 
of the most powerful shocks may be applied where they are needed. ... 
To decompose water, Mr. Clarke uses the apparatus (fig. 293.) arranged in 
the following manner :— A is an earthen vessel with a brass lid, having 


L1G.°293. 
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a base of hard wood, through which pass two copper wires soldered to 
platinum wires, and which are connected with MN. Two tubes, A, are 
filled with water, and then placed over the platinum wires, where they are 
supported by a cork. The two plates of platinum C and D, which are con- 
nected by copper wires with M and N, are for showing the effects of 
electro-chemical decompositions. For this purpose, a piece of litmus or 
turmeric paper previously moistened with a neutral salt, is placed be- 
tween the discs. In place of the two preceding helices and their acces- 
saries, which he calls the intensity armature, because the current obtained 
is from electricity of high tension, Mr. Clarke employs a quantity arma- 
ture formed of less powerful cylinders, and with a copper wire, covered 
with silk, only 45 yards long, the diameter of which is greater. Fig. 294. 
represents the apparatus furnished with this new armature. A is the 
horse-shoe magnet, D the armature, F and G the two helices. Attention 
must be paid that the spring quits the break-piece at the moment when the 
piece is vertical, for then it is that it isin a neutral position relative to 
the poles of the magnet. To fuse iron wire with bright scintillations, one 

Fig. 995. end of the wire is connected with 
the end P, and the other end is 
gently pressed on the rotating ar- 
mature D. If we wishto obtain 
sparks of different colours by the 
employment of different metals, 
the break-piece is taken away, 
and the piece of copper B (fig. 295.) 
is substituted. In its open part, 
A, is introduced a piece of any 
metallic wire C, gold, for ex. 
ample; the extremity of the 
spring Q, is also of gold. On 
making the apparatus rotate, 


purple-coloured sparks are obtained.” 
‘ 


(530.) The principles of magneto-electric machines 
will be gathered from what has been said: their general 
action may be given in the words of Faraday : — 

‘In the wire of the helix of magneto-electric machines, as, for instance, 
Mr. Saxton’s beautiful arrangement, an important influence of these 
principles of action is evidently shown. From the construction of the 
apparatus, the current is permitted to move in a complete metallic circuit 
of great length during the first instants of its formation ; it gradually rises 
in strength, and is then suddenly stopped by the breaking of the metallic 


circuit ; and thus great intensity is given by ¢nduction to the electricity 
which at that moment passes” ({ 1118.). 


(531.) Dr. Steinheil employed the induced current 
of a magneto-electric machine, for deflecting the needles 
of his telegraph. He had an intensity armature of 
15,000 turns of wire, 39 inches of which weighed 
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154 grs.* Professor Wheatstone now employs the mag- 
netic machine as the source of electricity for his present 
telegraphs, in which signal discs are acted on by 
electro-magnets.t Half a rotation of the armature is 
equivalent to one signal. 

Some experiments by Professor Morse have just been 
published, relative to the conducting power of wires. 
He employed 100 cells of Grove’s, and from 1 to 160 
miles of wire: he shows that very great increase may be 
made in the length of long circuits, without any propor- 
tionate increase in the resistance of the wire. Professor 
Draper converted the results of the experiments into 
a mathematical form; and he says, “ When a certain 
limit is reached, the diminution of the intensity of the 
forces becomes very small, whilst the increase in the 
lengths of the wire is vastly great.” This is, in fact, 
but another form of words for expressing Ohm’s law. 
Mr. Wheatstone has made accurate measurements of the 
resistances of wires. 

(532.) Mr. Woolrich has recently patented the art 
of electro-plating, by magneto-electricity. He uses a 
quantity armature, each coil having 50 yards of —15 
in. coated copper wire. He is particular in the break, 
so that the current shall always pass in one direction. { 

(533.) For a further insight into magneto-electric 
induction, the reader may consult Faraday’s Second 
Series of Researches. He will there find, among other 
illustrations, that the magnetism of the earth, equally 
with magnetism from any other source, avails to induce 
currents. A coil, for instance, with an iron core, when 
moved into the position of the dipping needle, developes 
electricity ; so does a coil, in such a position, when a 


* Ann. Elect. vol. iii, p. 513. Elec. Mag. vol.i. p. 64. 

+ Supplementary note. Telegraphic experimentalists, not included in the 
text, are found,who conveyed signals into a neighbouring room,by the action 
of frictional electricity or pith balls. Bétancourt is said by Gauss, to have 
telegraphed by the discharge of a Leyden jar, from Madrid to Aranjuez, 26. 
miles, Ronalds had signal discs moved by clock-work, and he illuminated 
the proper sign by a spark. SOmmering used a voltaic pile, and 35 gold pins 
in water. he bubbles of gas from either pin indicated the signal. 

t Vide Mech, Mag. vol. xxxviii. p. 145. Feb. 25. 1843. 
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bar of soft iron is thrust into it. Rotating plates 
obeyed the law already given (523.). 

(534.) MM. Palmieri and Linari have lately suc- 
ceeded in constructing a machine, which, from the 
source of its magnetism, is termed a ‘ Magnet-electro- 
telluric” battery. By rapid rotation given to a pro- 
perly constructed armature, they obtain, by means of the 
-earth’s magnetism, the effects, on a smaller scale, of 
Saxton’s machine.* 


* Vide Compte Rendu, June 26, 1843. E.ec, Mag. No.2. 


BOOK VII. THERMO-ELECTRICITY. 533 


BOOK THE SEVENTH. 
THERMO-ELECTRICITY. 


(535.) Hear, as we mentioned in the Inrropuction 
(234.), is another means of disturbing the electric 
equilibrium of bodies ; and it appears “ that, during 
the movement of heat in a bar of metal, there occurs a 
succession of decompositions and recompositions of the 
electric fluid, which are analogous to the mode of pro- 
pagating heat in bodies.” If one end of a platinum 
wire is connected with the earth, and the other end 
with a delicate electroscope, heat, applied to convolutions 
in the course of the wire, will cause indications of 
positive electricity. Other metals act similarly, the 
oxidizable differing in that the current goes from 
the cold to the warm part. Mr. Seebeck first dis- 
covered this class of phenomena in a bar of antimony, 
heated differently in parts, having its extremities con- 
nected by a loop of brass wire twisted on. Mr. Sturgeon 
was of opinion that the effects were due to the crystalline 
state of the molecules of the metals—the obstacles, as 
M. Becquérel expresses it, “ which can be more easily 
overcome by one electricity than the other.” Professor 
Moll repeated and varied the original experiments: he 
found that other metals than antimony were efficacious. 
Professor Cumming found that the coils, where the 
conducting wire was twisted, were not concerned in 
the effects ; he therefore rivetted, soldered, or cast 
the point of union, as convenient. His opinion of 
the phenomena was, ‘that, for the production of 
this species of electricity, there is required the juxtapo- 
sition of two particles of the same metal at different 
temperatures.” 

(536.) But the least part of thermo-electricity is that 
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referring to the use of one metal: when two metals, 
soldered together, are heated at the point of junction, 
greatly increased effects occur. ‘The most powerful 
pair is antimony and bismuth. The intensity of many 
thermo-electric currents increases in proportion to the 
temperature up to 40° R.; but not after ; and at a 
certain point it falls. It appears, too, from the experi- 
ments of M. Becquérel, that each metal has for itself a 
proper ‘thermo-electric power, which is the same for any 
circuit. He thus expresses it : — 


Metals. Thermo-electric Power. 
P. Iron - - 5 
P. Silver - = 407 

P. Gold - - 4052 

P. Zine - - 4°035 

) P. Copper - -~ 4 
P. Tin - - 3°89 
P. Platinum - - 3°68 


M. Nobili obtained thermo-currents by the contact 
of a hot and a cold cylinder of porcelain, on each of 
which was moist cotton. M. Becquérel considers that 
the water, at two temperatures, is here the exciting 
cause. The rank of the chief metals, in the thermo- 
metric series, beginning with the positive, is, according 
to Cumming, — Bismuth, Mercury, Platinum, Tin, Lead, 
Gold, Copper, Silver, Zinc, Iron, Antimony, When 
heat is applied to the junction of any pair of these, the 
current passes from that higher in the list to that lower. 
Thermo-electric batteries have been made by a com- 
bination of pairs in series. Baron Fourier made a _ 
hexagon of three pairs of bismuth and antimony, — by 
heating with a lamp or cooling with ice three junctions, 
he obtained increased effects; by heating and cooling 
the alternate junctions at the same time, he increased 
the effect. From experiments by Oersted, “it appears 
that the thermo-electric current produces a prodigious 
quantity of electricity, but in a state of very feeble in- 
tensity, while the voltaic current has a very great 
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intensity* ;” so that short elements are most advan- 
tageous. M. Pouillet found that, if the electro-motive 
power of a constant voltaic pair were 95, that of a 
thermo-pair of bismuth and antimony would be 1. Mr. 
Wheatstone, by his admirable application of Ohm’s law, 
found the proportion 1 : 94:6. 

(537.) The first proper thermo-electric battery is 
that devised by MM. Nobili and Melloni, thus described 
by Becquérel — 

“The battery employed by M. Melloni is composed of fifty little bars of 
bismuth and antimony, placed parallel one beside the other, and forming 
one prismatic bundle (fig. 296. F F’) the length ; 
of which is thirty millimétres (13 in.), and the Fig. 296. 
section 96 sq. cent. The two terminal faces are 
blackened. The bars of bismuth, which alternate 
with those of antimony, are soldered to their ex- 
tremities, and separated along their length by an 
isolating substance..... The first and last bar 
have a copper wire which is attached to one of 
the pegs, C C’, of the same metal, passing through 
a piece of ivory, fixed on the ring A A’... .The free extremities of the two 
wires are in communication with the ends of a wire of a galvanometer, the 
movements of the needle of which indicate when the temperature of the 
anterior face of the pile is raised or lowered in respect to the posterior.” + 

This battery was employed for experiments on radient 
heat, and was so delicate that the warmth of a person 
thirty feet distant effected it. 

(538.) The battery, by which Professor Botto suc- 
ceeded in decomposing water, was a chain of 240 links, 
alternately platinum wire and soft wire, each link being 
1 inch long and =, inch diameter; the chain was 
wrapped as a spiral round a wooden rule. He also had 
a battery of 140 elements in the form of a parallelopiped, 
21 inches square by 1 inch high.—With aN obili’s pile 
of twenty-five elements, and a coil of 805 feet, Linari 
obtained the spark. Mr. Watkins employs a ribbon 
coil, on account of the quantity of electricity generated. 
A thermo-electric battery of fifty-six pairs of bismuth 
and antimony set in plaster, and contained in a box, 
would give evidence of electricity by the heat of the 
breath ; a difference of 19° would produce a spark with 


% Encye, Brit. vol. xxi. p. 697. + Traité, vol. iii. p. 425. 
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the coil. It was used by being placed in ice, and hot 
water or oil poured in the top, M. Peltier, who has 
experimented very much, recommends that the soldering 
essential to insure perfect contact, should not be greater 
than is necessary to secure perfect conduction ; and says, 
that “a long soldered junction gives a more feeble current 
than a short one.” * 

Thermo-electricity has nothing to boast of in the way 
of brilliant effects ; but it promises, from its extreme 
delicacy, to become a most important means for estimat- 
ing temperatures; some arrangements will indicate a 
difference of =4,° centigrade. 

(539.) Small thermo-electric pairs have been em- 
ployed to determine the temperature of the organic tis- 
sues, &c. of living subjects. ‘Two pairs are prepared, 
each being a wire of steel and one of copper, 4 inches 
long and ;/, inch diameter, soldered end to end; one 
of these pairs is thrust through the arm (for instance).so 
that the soldered part shall be within a muscle, whose 
temperature is desired ; the other pair is placed in a 
constant source of heat +, and is connected with the 
former: a galvanometer is included in the circuit 3 and 
its deflexions, the thermometric value of which has been 
previously determined, are taken. It is not always con- 
venient to thrust the pair through; whence it is better 
formed, as in fig. 297., where the wires Fig, 207: 
are side by side, and soldered at the end : 
for about >4; inch, which is then 
brought to a point; between them, to 
prevent contact, is an isolating material, 
as, for instance, the membrane which 
covers the back of a pen; they are 
mounted on ivory handles. — By some- 
what similar means the temperature of 
vegetables and flowers has been deter- 
mined. The constant source of heat in 
this case is a dead part of the plant | 
operated on.—The temperature of lakes a 

* Ann. de Chim, t. 71. 


¢ M. Sorel employed a heated bath ; M. Becquérel employed the human 
mouth. 
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and seas, at different depths, is determined by a pair of 
copper and iron, with wires insulated from the action 
of the water, by silk and varnish. The heat of friction 
is measured by applying the bodies to a thermo-electric 
battery, or, which appears better, by having the junction 
of one of the above pairs within the body during fric- 
tion.—The temperatures of the various parts of a flame 
have been estimated by thermo-pairs of platinum and 
paladium ; and that of furnaces by platinum wires of 
different characters twisted together. 

(540.) M. Peltier has constructed an hygrometer on 
thermo-electric principles. A tripod is made of six 
bars, three of bismuth and three of antimony, soldered 
into a series, whose extremities are connected with a 
galvanometer. It is under a glass shade, and on it is 
placed a platina vessel, containing the subject of ex- 
periment. It is used also to determine certain effects 
attendant on solution. 

(541.) A sketch of thermo-electricity cannot be better 
terminated than by an account of the means by which 
Peltier detected the production of cold during the passage 
of feeble currents at the junction of certain metals. In 
fig. 298. the galvano- Fig. 298. 
meter, N O, is to indi- 
cate the strength of the 
current which produces 
the cold; and the gal- 
vanometer G is the 
indicator of the cold 
produced: the cold is 
produced at the junction 
of the two metals, A”, 
B”’; and the thermo- 
metric pairs, AB”, and 
B A”, are pressed close 
upon the point of junc- 
tion ; so that any change 
of temperature shall pro- 
duce on them thermo- 
electric effects. The voltaic circuit is P, M, O, M’, K, 
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BY’, A’; the thermo-circuit is excited at the junctions 
F and H. The metals which crystallize readily are those 
which produce the most notable reductions of tem- 
perature. 

In refutation of the suspicion that the effect might be 
produced in virtue of the action of the initial current 
upon the thermo-pairs, AB” and BA’’, M. Peltier 
produced the same evidence of cold by means of an air- 
thermometer. His arrangement is given in fig. 299., 
where C E is a glass tube, containing coloured liquid, 
immersed in a vessel D, filled with the same; Aa globe 
of air containing the bar of bismuth P, and antimony 
G, soldered at S. When a feeble electric current is 
passed by the wires P and G, the cold at S is indicated 
by the rise of the liquid, consequent on the contraction 
of the air. 


Fig. 300. 


On account of the loss of heat where the experimental 
pair A’ B’’( fig. 298.) has to be in contact with F and 
H, M. Peltier arranges his apparatus asin fig. 300., so 
that the junction B of the thermometric pair P’ F’ 
should be included in the point of contact of the experi- 
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mental pair, PF. The circuit is first completed between 
P F and the voltaic pair C, which produces a change of 
temperature at B; by a mechanical arrangement, the 
circuit at F is broken, so that the voltaic pair ceases to 
act, and the circuit at P’ is made, by which the effect at 
B is indicated by the needle G. 

Another mode of performing this experiment is to 
place the junction of a thermo-electric pair of bismuth 
and antimony on thawing ice ; and in a small cavity at 
the juncture to place a little ice-cold water ; on passing 
a feeble electric current, the water will be frozen. 
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clouds, ii. 149. 


C. 


Calorific effects, experiments of 
Davy on, i. 132. 

Calorimotor, Hare’s, ii. 324. 

Capacity, alteration in, its as- 
sumed effect, ‘ii. 79. 

arr for magnetism of steel, ii. 407, 


Capillary attraction overcome, ii. 
74. 


Carbonate changed into sulphate 
of lime, ii. 384. 

Carbon, Bunsen’s preparation of, 
ii. 339. 

for platinum suggested, ii. 
338. Interior to platinum, 340. 

Cascade, charge by, i. 34.5 ii. 56. 

Castor and Pollux, ii. 190. 207. 

Cathode defined, ii. 363. 

Cations defined, ii. 363. 

Cat’s fur, its exciting properties, 
T1259. 

Caves a refuge from lightning, ii. 


99. 

Cement, electrical, i. 427. 

~—— for coating cylinders, i, 425. 

Charcoal, ignition of, ii. 33. 

Charcoal-beds for lightning-rods, 
is.212. 

Charcoal-pairs of Wells and Davy, 
1. 124. 

Charge, conditions of maximum, 
ii. 60. Entirely superficial, 280. 


Place of, i. 37. Kesembles a 
shell, 409. 

Charging jars, mode of, ii. 47. 

Chemical action, Becquérel’s views 
of, ii. 300. Compared with a 
thunder-storm, 270. Its relation 
to voltaic, 307. Not cause of 
atmospheric electricity, 99. Pro- 
posed for static electricity, i. 
130. True, of static electricity, 
A Sole 

—— changes by lightning, ii. 164. 
Related to voltaic power, i. 

—— decomposition, electricity 
from, ii. 81. Effects of elec- 
tricity, i. 78. Effects of spark, 
ii. 218. Theory, 306. ‘Theory 
first proposed, 1. 104. 

Chimneys partial lightning-con- 
ductors, ii. 203, 

Chlorine battery, ii. 343. 

—— negative to zinc, i. 159, 

Chromatic scale, Nobili’s, ii. 375. 

Chronology of thunder-storms, i. 


Circular batteries, ii. 331. 

— currents and earth’s mag- 
netism, ii. 467. 

Circulating currents, ii. 446. 

Closed circuits, ii. 446. 

Clouds, character of charged, ii. 
282. Generally positive, 117. 
Height of stormy, 123. Influ- 
ence of, on atmospheric elec- 
tricity, 110. Luminous, 140. 
Mutual action of electrized, 118. 
Thunder-clouds traversed safely, 
204. Upper surface of, 118. 

Coated pane, introduction of, 1. 
22. Richmann’s, ii. 48. 

Cobalt, magnetic, i. 197. 

Coffee, electricity from, ii. 285. 

Coil, Mr. Gassiot’s long, ii. 517. 

Sees and secondary, ii. 


Cold fusion, Franklin’s, ii. 166. 

— produced by feeble currents, 
ii. 537—539. 

Collecting-plate, ii. 6. 

Colour, protection from lightning, 
ii. 200. 

Combustion by steam-electricity, 
ii. 92, 

Compass-needle, origin of, i. 192. 
Steel for, ii. 422. 

Condenser, ii. 13. pinus’s, 13. 
Cuthbertson’s, 13. Manipula- 
tion of, 300. Nicholson’s spin- 
eae 69. Origin of, i. 74. Peclet’s, 
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Condensing electroscope, Volta’s, 
WOO! 3 1 25s 

—- plate, ii. 6. 28. Management 
of, ii. 14, 

Conducting bodies, lightning-pro- 


INDEX. 


tectors, ii. 180. 
lightning, 179. 

Conducting power defined, i. 241. 

Conduction and cohesion not re- 
lated, i. 243. Decomposition 
related, ii. 365. Insulation con- 
nected, 274. 278. Physical cha- 
racter not connected, i. 243. 

Conduction for heat and electri- 
city differ, i. 243. 

Conductors, i. 234, 239. And non. 
conductors relative, 237. Drain 
clouds, ii. 206. Of lst and 2d 
class, 205. Of 3d class, 297. 

Cone-apparatus for steam-jets, ii, 
85. 


Selected by 


Consecutive polarity of magnets, 
ii. 398. 

Constant battery, Daniell’s, ii. 329. 

——, experiments with a series of, 
ii. 333, 334. Variations of the, 
332, 

Contact-breakers, ii. 517. 

Contact broken before testing, ii. 
301. Distinct from pressure, 
208. Electricity of, 302—305. 
308. First act of, 301. Of acid 
and metals, electricity from, i. 
158. Liquids, electricity from, 
157. Molecules, relative, 226. 

—— theory, i. 100.; ii. 290—298. 
Grove’s view of, 311. Of re- 
newed, 310—312. 

Contiguous particles, action of, ii. 
270. 

Continuity broken, effect of, ii. 
182. Of metals, a lightning- 
conductor, 182. 

Convection, ii. 278. 

Copper anode in electrotype, ii. 
369. Plates, preparation of, 350. 
Reduction of, 327. Solution of, 
prevented, 527. 

Cores of iron wires, &c., ii. 516. 

Cost of working certain batteries, 
ii. 341. 

Coulomb’s electroscope, ii.17, Ex- 
temporaneous, 18. 

Couronne des tasses, i. 109.3 ii. 
315. 

Crowds increase danger from light- 
ning, li, 203. 

Cruickshank’s trough, i. 118. ; i. 
316. 

Crystalline metals for thermo- pairs, 
it 533. 

Crystallizations, electro-, ii. 379. 

Crystals electrical when heated, i. 
261. 

Cube, Faraday’s, for induction, ii. 
271% 

Current and tension, their origin, 
iW. SISs 

-——, character of, ii. 310. 363. 423. 
Deflects needle, 426. Direction 
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of, defined, 424. Respective 
parts of, repulsive, 482. 

Currents, mutual action of, ii. 475. 
Mutual coalescence of, 480. Not 
parallel, mutual action of, 479. 
Of 3d, 4th, 5th, &c. order, 518. 
Primary, 515. Secondary, 515. 
Subdivisions of, ii. 475. 

Curved lines of induction, ii. 282. 

Curvilinear currents, mutual ac- 
tion of, ii. 498. 

Cushion first introduced, i. 17. 

Cuspidated lightning, ii. 129. 

Cylinder machines first made, i. 17. 
Its construction, 422. Nairne’s, 
433. 

Cylindrical plates, ratio between, 
il. 331. 


D. 


Damp weather uninsulates, i. 237. 
286. 427. 

Dancing figures, electrical, ii. 74. 

Dark discharge, ii. 277. 

Davy receives Bonaparte’s prize, 
bi 137e 

Davy’s experiments, i. 119. Ex- 
tensive battery, ii. 323. Theory, 
i. 155—156. 

Deciding molecule, ii. 275. 

Declination of the needle, ii. 412. 

Decomposition against air, ii. 358. 
Against water, ii. 356. Of me- 
tallic salts, i. 117, 118. Of water, 
141. 

Definite electrolysis, ii. 361. 

De Lue’s pile, ii. 389. 

Deluge, ii. 184. 

Depositing cell, ii. 368. 

Deposits pulverulent, ii. 332, Of 
metal in series, ii. 369. 

Depth of charge increased, i. 314. 
superficial charge, i. 312. 

Diaphragms of paper, ii. 333, 

Dip, i. 191.5; ii. 403, 419. Disco- 
vered, i. 194. : 

Dipping needle, ii. 404. Con- 
structed, i. 195. Parallel to Au- 
rora, ii. 233. 

Direction of current, ii. 475. 

Directive power of magnet, i. 192. 

Disc, Arago’s rotating, explained, 
ii. 524. Experiment, Volta’s, 1 
102. ii. 290. 

Discharge, conditions of, i. 248. 

Dischargers, i. 438. 

Discharging electrometer, Lane’s, 
ii. 63. 

Discharging rod, i. 438. 

Disguised electricity, ii. 270. Re- 
lative, 279. 

Disruptive discharge, ii. 275. 

Dissimulated electricity, ii. 9. 
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Dissipation, atmospheric, ii. 49. 
Of electricity, i. 284. 

Distance, its influence over dis- 
charge, ii. 275. No limit to in- 
duction, 273. 

Distribution of atmospheric elec- 
tricity irregular, ii. 100. 106. 

— of electricity, i. 308. By in- 
duction; 335—337. General laws 
of, 313. &c. 569. On cylinders, 
329. On thin plates, 323. 

Division a source of electricity, ii. 
284. Of discharge, 214. 

Dry piles, i. 189.; ii. 389. Re- 
semble voltaic series, ii. 391. 
Theoretically, inactive, ii. 392. 

Dufaye’s discoveries, i. 12. 

Duration of rolling thunder, ii. 
161. 


E. 


Ears of corn broken during light- 
ning, ii. 185. 

Earth, a reservoir of electricity, i. 
249, 

Earth’s surface negative, ii. 98. 

Earthquakes, noise attending, ii. 
146. 

Earthy bases discovered, i. 176. 

Echo, duration of, ii. 156. 

Electrepeter, Ampére’s, ii. 473. 

Electric acid, Brugnatelli’s, i. 139. 

Electric action during carboniz- 
ation, ii. 381. 

Electric attraction, laws of, i. 84. 
Currents, action of, on needles, 
ii. 425. Currents, mutual action 
of, i. 207. Excitement, ii. 309. 
Fluid, i. 231. 

Electric light from friction of baro- 
metric mercury, i. 261. 

Electrics and non-electrics, i. 7. 

Electric shock, ii. 351. Terror 
caused by, i. 19. 

Electrical attraction proportionate 
to charge, i. 283. Capacity, spe- 
cific, il. 502. 311. Character of 
clouds, i. 58. Energies, i. 157— 
159. Entertainment, 40. In- 
tensity of the air, 68. 

Electrical machine, i. 5. 246. 421. 
Hawkesbee’s, 6. 


Electrical nomenclature, Fara- 
day’s, il. 362, 363. Orrery, i. 
332. 


Electricities, correlative, i. 255— 
260. Opposite, i. 251. 

Electricity acts from a distance, i. 
333. And magnetism connected, 
64. Vital action compared, 
114. From magnetism, ii. 521. 
In compound bodies, 269. In. 
terstitial, imponderable, i. 297. 


INDEX. 


Unknown to the ancients, 2. 
With water-spouts, i. 241. 
Electro-chemical decomposition, ii. 
313. 
Electro-chemical equivalents, ii. 
364. 
Electro-coppering, ii. 373. 
Electrode defined, ii. 361. 
Electro-dynamic apparatus, ii. 477. 
486. 
Electro-dynamic helix, elements 
of, ii. 499. 
Electro-dynamic rectangle, Am- 
pére’s, ii. 471. 
Electro-dynamics, i. 93. ; ii. 423. 
Electro- etching, ii. 874. Daguer- 
réotypes, ii. 374. 
Electro-gilding, ii. 372. 
Electrolysis illustrated, ii. 377. 
Electrolyte defined, ii. 362. 
Electrolytic facts, summary of, ii. 
363. Power of Grove’s battery, 
li. 337. 
Electro-magnet, ii. 508. 
netizing, ii. 509. 
Electro-magnetic apparatus, i. 
209. ; ii. 434. &c. 460-—466. 
Electro-magnetic force, direction 
of, ii. 428—430. Intensity of, 
430. 
Electro-magnetic motions, direc- 
tions of, ii. 433. 
Electro-magnetic rotation disco- 
vered, 1. 217. 
Electro-magnetism, i, 203 ; ii. 423, 
A motive power, ii. 510. 


For mag- 


Electro-magnetization of hot 
metal, ii. 407. 

Electro-metallurgy, ti. 366. 

Electrometers, ii. 15. Cuthbert- 


son’s discharging, ii. 65, 
Electro-motive action of Volta, i 
110. 
Electro-mctive force, ii. 327. 
Electro-plating, ii. 372. 
Electrophorus, i. 79. ; ii. 32, 33. 
Electroscope, ii. 15. &c. For at- 
mosphere, ii. 96, Hatiy’s, ii. 
283. Principles of the, i. 254. 
Ress -statics, i. 225. History of, 


Electro-tint, ii. 371. 

Electrotype, ii. 366. Apparatus, ii. 
367. Applied, ii. 370. Copies of 
Daguerréotype, it. 373. 

Electro-zincing, ii. 372. 

Elements, liberation of, i. 149. 

Elevation of Jightning-rods, ii. 
207. 

Equilibrium, electro-magnetic, ii. 
429. Tottering, 277. 

Endosmose, ii. 387. 

Eudiometer, Volta’s, i. 80. 

Evaporation connected with elec- 
tricity, ii. 81. 88. 99. 
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Excess of charge on one coating, 
ii. 287. 

Excitation defined, i. 231. Of elec- 
trical machines, i. 4.31. 

Excited glass, its action, i. 228, 

Experiments on attraction, &c., ii. 
Lz) 


Expulsion of electrolysis, ii. 561. 


E 


Falling-star experiment, 11. 238. 

Faraday on electricity of steam, li. 
84. 

Finite currents, ii. 485—495. 

Fires for mitigating storms, i, 88. 

Fish killed by electric discharge, 
ii. 266. 

Flame, conducting power of, i. 87. 
For collecting electricity, il. 97. 
Voltaic, 334—337. 

Flash of lightning, its duration, ii. 
138. 

Forked lightning, ii. 128. 

Fox on metallic veins, i. 170. 

Franklin’s experiments, i, 27. 

Free electricity, ii. 9. Relative, 
Q79. 

Friction developes electricity, ii. 
309. Of steam, 84. 

—— diminishes effects of contact, 
ii. 304. Effects of, i. 259. Elec- 
trizes air, 261. Electrizes mer- 
cury, 261. Electrizes rubber and 
rubbed, 255. Electrizes the at- 
mosphere (?), ii. 99. Renewed 
pressure, 283. 

Frogs convulsed, i. 96. 

Front of a current, it. 447. 

Fulgurites, ii. 169. 218. Artificial, 
172. Hypothesis of, 171. 

Furnace-heat determined by 
thermo-pairs, ii. 537. 

Fusion by lightning, ii. 165—167. 
218. Electricity, by transition 
from, 285. Electricity during, i. 
261. 


G. 


Galvanic theory, i. 98. 

Galvani’s discoveries, i. 96. 

Galvanometer, ii. 502—504. In- 
vented, i. 215. Used in meteor- 
ology, ii. 98. 

Galvanometric degrees estimated, 
ii. 504. 

Galvano- plastic, ii. 366. 

Galvanoscope, gold-leaf, ii. 503. 

Gas-battery, ii. 343—345. 

Gases, non-conductors, i. 244. Re- 
sist discharge, ii. 277. 

Gassiot’s arrangement of Grove’s 
battery, ii. 537, 
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Gassiot’s double electroscope, ii. 30. 

Gauze Leyden jar, ii, 53. 

—— platinized for Smee’s battery, 
ii. 341. Wire collectors for 
steam, 86. 

Cee ees of thunder-storms, ii. 

93. 


by [9 Py 

Geological formations, i. 170. 

Gilbert’s De Magnete, i. 5. 

Glass and vapour compared, ii. 78. 
A non-conductor, i. 236. Nota 
lightning-protector, ii. 201. Per- 
foration of, 11. 219. Suitable for 
electric purposes, i. 425. 

Globes of fire, ii. 189. 

Glow discharge, i. 363. Defined, 
ii. 276. Like ball-lightning, ii. 
132. 

Glyphography, ii. 371. 

Gold-leaf electroscope, ii. 21. 

Grey’s discoveries, i. 7. 

Grotthus’s theory, i. 135. ; ii. 355. 

Grove’s battery, origin of, ii. 335. 
With zinc and gold, 338. 

Gun-discharge, electrical, ii. 93. 

Gunpowder, ignition of, ii, 92. 


H. 


Hail-storms averted, ii. 208. 

Hand, a Leyden coating, ii. 51. 

Hart’s battery, ii. 520. 

Heat, a source of electricity, ii. 
533% 

Hee its influence on magnets, i. 


Heated wire, a voltaic regulator, 
ii. 353. 

Heating power, ii. 334, 353. 

Helen, phenomenon called, ii. 190. 


07. 

Helices, Watkins’s rotating, ii. 
456. 

Helix, dipping, ii. 470. Electro- 
magnetic, 451—454. 470. Ele- 
ments of, 499, Floating, 455. 
Resolution of, 500. Right or left- 
handed, 454. With directive 
power, 457. 

Horizontal current, influence of 
earth on, i. 218; ii. 458. Fa- 
raday’s instrument for, 458. 

Horticulture, electrical, ii. 286. 

Hydro-electric machine, ii, 89. 

Hygrometric influence removed, 
ii. 27. Interference, 35. 


Mots 


Ice, an electric, i, 241. Electricity 
from concussion of, ii. 284. Its 
conducting place, i. 241. 

Identity of the electricities, ii. 358. 
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Imperfect insulation, 1. 302. 

Imponderables, i. 225. 

Inclination of the needle, ii. 419. 

Indefinite currents, ii. 475. 

Induced electricity, i. 350. Re- 
sidual, ii. 289. 

Inducing charge modified, i. 344. 

Induction, i. 333. Before flash, ii. 
216. Applied before known, 1. 
11. Discovered, i. 70. Electro- 
magnetic, ii. 508.  Faraday’s 
theory of, 268. In curved lines, 
982. Magnetic, i. 195.; ii. 395. 
Magneto-electric, 521. 

— of currents, Henry on, ii. 517. 
Universal, 271. Volta-electric, 
515. 

Inductive capacity, relative, ii. 
on 


272. 

Insoluble salts decomposed, i. 146. 

Insulating power of carbon in steel, 
ii. 395. 

Insulating stools, i. 437. 

Insulation by electrics, i. 10. Its 
practical value, 244. Not needed 
for lightning-rods, ii. 213, Of 
steam-boiler, 78. 

Insulators, i. 235. 

Intensity of current, ii. 476. Of 
static electricity, 268. 

——., Relative, of circular currents, 
ii, 449. 

Internal action of electrolytes, ii. 


360 
Interstitial place of electricity, i. 
226 


Interval between lightning and 
thunder, ii. 145. 

Inundation after thunder, ii. 184. 

Tron attracted by magnets, i. 191. 
Core, reaction of, ii. 509. In 
ships, action of on compass, 417. 

Isodynamic curves, ii. 420. 

Isothermal curves, ii. 420. 

Ivory, neutral rubber to vapour, 
ii. 86. 

Jacobi’s electro-magnetic machine, 
teeo wl 

Jets of partridge-wood, ii. 91. 


Ke 


Keepers, use of, ii. 397. 
Kites for collecting electricity, ii. 
908. Franklin’s electrical, i. 48. 


L. 


Lac, its insulating value, i. 287. 

Lakes, temperature of, determined, 
ii. 536. 

Land-spouts, ii. 241. 

Latent electricity, relative, ii. 279. 


INDEX. 


Lateral discharge, ii. 2/4. Shock 
of Wilson, i. 23. Spark, its 
length, ii 216. 

Laurel, as a lightning- protector, 
ii. 201. 

Leyden battery, a quantitative in- 
strument, ii. 221. Charge, con- 
ditions of, i. 34. Formule for, 
ii. 38. Small in quantity, 269. 
Discharge compared with light- 
ning, 288. 

Leyden discharge, its low tension, 
ii. 214. Jar, 37. Charged from 
steam, 76. Construction of, 42. 
Jars conversely charged, 46. Ex- 
eg igs as 55. Invented, i. 


Lichtenberg figures, ii. 36. 

Light of darkest night, ii. 140. 

Lightning and electricity iden- 
tical, i. 43. 49.; ii. 147. As- 
cending from a cloud, 127. As- 
cending like a rocket, 190. Clas- 
sified, 127. Conductors, 199. 
Conductors invented, i. 56. Con- 
ductors, their efficacy, ii. 213. 
Distant, reflected, 151. Effects 
classified, 162. From a cloud of 
dust, 123. From volcanoes, 122. 

——.,, its effects on the compass, i. 
204. Less frequent than for- 
merly, ii. 194. Not ponderable, 
147. Suspected identical with 
electricity, i. 37. _Undulatory 
hypothesis of, ii. 147. 

Lights, artificial, reflected, ii. 150. 
On elevated points, i. 4. ; ii. 191. 

Loadstone, ii. 403. 

Local action, ii. 325. Floods with 
lightning, 184. Variations of 
atmospheric electricity, 105. Va- 
riations of the needle, ii. 417. 

London Institution, calorimotor 
of, ii, 324. 

Luminous rain, ii. 191. 

Luminosity of dry fog, ii. 142. 


M. 


Magnetic and electric variations, 
ii. 105. Capacity of steel, 394. 
Charts, 412, Curves, 398. Dis- 
turbance not local, 415. Equator, 
i. 202. Force, its resultant, ii. 
457. Geography, i 201. In- 
duction, i. 195. Intensity, ii. 
420, 421. Meridian,i. 191. Me- 
ridians and parallels, ii. 412. 
Needle, deflection of, i. 205. 
Needle, its direction, ii. 403. 

—— needles, forms of, ii. 411. No- 
menclature, 396. Pictures, 399. 
Polarity, molecular, 395. Po- 
larity to nascent iron, 394. 


INDEX. 


Magnetic pole, centre of aurora, il. 
936. Poles of the earth, 413. Re- 
action on currents, 432. Satu- 
ration, i. 200. Susceptibility, 199. 

Megnetism, i, 190. ii, 393. In. 
duced by the earth, i. 195. Mode 
of measuring, 197. Produced by 
electricity, 209. Universal, ii. 421. 

Magnetization, ii, 393. #fpinus’s 
mode of, 402. By Leyden dis- 
charge, i. 219. 

—— by the earth, ii. 404—406. Can- 
ton’s mode, 405. Scoresby’s mode. 
406. 

—— Du Hamel’s mode, i. 199. ii. 
401. Early modes, i. 198. Knight’s 
mode, i. 198.; ii. 400. Mitchell’s 
mode, i. 199. Principles of, ii. 
402, Scoresby’s ZES mode, 402. 
KS. mode, 401. 

Magneto-electric current, ii. 523. 
Induction, 521. Machines, Fa- 
raday’s,525. Pixii’s, 526. Sax- 
ton’s, 526. 

Magneto-electro plating, 531. Tel- 
luric battery, 532. 

Magnets, their action on a floating 
ring, ii. 452. And circular cur- 
rents, 446. Artificial, i. 194. Com- 
bined in bundles, ii. 411. Deri- 
vation of the term, i. 192. Ofiron 
filings, ii. 395. Of iron paste, 394. 
Rotating on their axis, i. 212. 
Round a wire, 211. 

Mathematical analysis of charge, 
&e., i. 376. Investigation of 
electricity, 90. 

Matter, its essentials, i, 225. 

Mechanical action of electricity, ii. 
218. Of lightning, 173. 175, 176. 

Medals, mode of copying, ii. 367. 

Medical application of electricity, 
ii, S01. 

Mercury rotating by electro-mag- 
netism, i. 213. 

Metal about the person, struck by 
lightning, ii. 202. 

Metals, mode of exciting, i. 232. 
Virtue attributed to their con- 
tact, ii. 294. 

Metallic clouds, ii. 235. Coatings, 
their use, 41. 51. Contact, 293. 
Lodes, formation of, 386. Per- 
oxides, deposition of, 375. Rope 
conductors, 212. 

Metallo-chromes, ii. 375. 

Meteorological instruments, elec- 
tro-magnetic, ii. 507. Observa- 
tories, few, 193. 

Moist earth, conductors enter, ii. 
Qe 

Moisture, influence of, on charge, 
iGo: 

Molecular polarization, ii. 270. 

Motion, a condition of ball-light- 
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ning, ii. 133. And magnetism 

produce electricity, 522. 
Movable Leyden coatings, ii. 52. 
Multiplier, Cavallo’s, ii. 67. 
Mutual action of inducing and in- 

duced electricity, i. 344. 
ee attraction of currents, i. 


N. 


Nairne’s machine, i. 433. 
Neprene invitation to Volta, 1. 
10. 
Natural condition of bodies, i. 355.. 
Needie, directive property of, ii 
411, Electroscope, Gilbert’s, 19 
Suspended in a helix, 456. 
Negative star, 1. 362. f 
Newton’s one electrical experi 
ment,i. 6. Rings, ii. 376. 
Nickel, its magnetic properties, i. 
9 


i. 
Nitric acid battery, ii. 334. 
ee formed by lightning, ii. 149 


164. 

Nocturnal light, ii. 142. 

Noise attending discharge, i. 67. 

Nomenclature, Faraday’s, ii. 361— 
363. 

Nomenclature for lightning inef- 
ficient, 1i. 129. 

Non-conductibility, comparative, 
of individuals, ii. 204. 

Non-conductors, i. 284. Compara- 
tively conductors, 284, Shattered 
by lightning, ii. 180. 

Northern lights, ii. 222. 


O. 


Oblique currents, resolution of, ii, 
466. 484. 

Odour after lightning, ii. 163. 217. 

Oersted’s discovery of electro-mag- 
netism, i. 205, Theory of the 
pile, 185. 

One-fluid batteries, defects of, ii. 
324. 

—— theory, observations on, 1. 365. 
Franklin’s, 359. 

One-metal voltaic combinations, 1. 
125.; ii. 391. 

Organic tissues, heat of, deter- 
mined, ii. 536. 

Overturning point, ii, 275. 

Oxalate of lime highly electrical, 
ii. 285. 

Oxidum ferroso-ferricum, ii. 403. 

Oxygen absorbed by the active 
pile (?),i. 129. Gas battery, Bec- 
quérel’s, ii. 348. 

Ozone, ii. 217. 
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Pp, 


Para-gréles, ii. 208. 

Paratonnerres, ii. 204. 

Passive iron battery, ii. 349. 

Patents in electro-type, ii. 370. 

Peclet’s condenser, ii. 29. 

Perfect charge, ii. 258. 

Permanent charge, jars for, ii. 54. 

Peroxide of manganese, an electro- 
motor, ii. 343. For protecting 
metal, ii. 376. 

Phosphorescence, ii. 386. Of su- 
gar, ii, 284. 

Phosphorus fired by electricity, i. 


364. 

Phy-iclosical effects, ii. 351. 

Physique amusante, ii. 518. 

Pile, voltaic, ii. 314. 

Pith-ball electroscope, ii. 16. 

Pith balls electrized, 11. 73. 

Plate machines, 1. 434. 

Platinization, ii. 340. 

Plumbago, a conducteous coating, 
ii. 367. 

Pinte or ‘aed conductors (?), i. 
Silas 

Points, j oe of charge at, i. 329. 
Influence of, i. 44. 3 ii. Q75. 

Polar attraction, non-existence of, 
ii. 360. Decomposition by static 
electricity, 357. 

Polarity given to moist paper, 1. 
130, Magnetic, 191. Of the earth, 
ii, 396. 

Poles, magnetic, i. 196. 202. Place 
of, in magnets, 198, ‘Tension at 
voltaic, il. 346. 

Pools, disappearance of, i1. 266. 

Portable electroscope, ii. 24. 

Positive and negative electricity, i. 


31. 

———— brush, 1. 362, 

Potassium discovered by Davy, i. 
174. 

Powder-magazines, lightning-rods 
for, ii. 213 

Powers, relative, of certain bat- 
teries, ii. 341. 

Pressure, a source of electricity, ii. 
983. 305. 312. 

Priestley’s works, i. 82. 

Primary currents, ii, 515. 

Prime conductor, i. 17. 426. 

Prince Rupert’s drops, electrical, ii. 


284. 

Proof-plane, Coulomb’s, i. 309. 315.; 
1 1S. 

Pure water for hydro-electric ma- 
chine, ii. 85. 

Pyro-electricity, ii. 285. 


Q. 
Quadrant electrometers, Henley’s, 
ii. 20. 


INDEX. 


Qualitative electrical analysis, ii. 
387. 

Quantitative electrical analysis, ii. 
38 


7. 

Quantity of lightning drawn down, 
ii. 209. Static electricity, small, 
268. 

Quartz formed by electrolysis, ii. 
583—386. 

Quill, a neutral rubber to vapour, 
li. 86 


R. 


Rain, luminous, ii. 191, 

Ratio of charge on each coating, ii. 
10-12: 

Reciprocating 
motion, ii. 510, 

Rectangle, fixed to examine cur- 
rents, ii. 478. 

Rectilinear and curvilinear cur- 
rents, mutual action of, ii. 496— 
498. 

Reguline metal, conditions for, ii. 
368. 370. 

Repulsion, electric, i. 229. Homo- 
geneous, 231. 951, 253 Mutual, 
of parts of a current, ay 482. Of 
dissimilar currents, 477. Of mat- 
ter in the one-fluid theory, i. 
365. 

Residual charge, ii. 274. 288. 
duced, 289. 

Resinous electricity, i. 253. 

Resistance, lines of least, ii. 216. 

Retention of electrophorus charge, 
li. 35, 

Return stroke, ii. 187, 

Reverberation of thunder, ii. 155. 

Ee Ope rcrnnse machine, Nott’s, ii 
239, 

Richmann killed by lightning, i. 60. 

Ring, De la Rive’s floating, ii. 
rae Marsh’s arrangement of, ii. 

(9) 

Ritter’s secondary piles, i. 130. 

Rolling of thunder, ii. 143. 161. 

Rotating magnet, Ritchie’s, ii, 509. 
Sphere, Barlow’s, ii. 524. 

Rotation by escaping electricity, i. 
331. Direct and retrograde, ii. 
434, Electro-magnetic, 437—443. 

Royal Exchange, lightning con- 
ductors, ii. 217. 

Rubber or cushion, its structure, 
i. 422, For electrizing vapour, 
li. 86. 

Rubbing and rubbed surfaces, i. 


Je 


electro-magnetic 


In- 


aS 


Sand-columns, electrical, ii. 243. 
Savary’s experiments, i, 219. 


INDEX. 


Screens against induction, ii. 518. 

Sealing-wax electrified, ii. 75. 

Seals, mode of copying, ii. 367. 

Seal’s-skin cloak as a lightning 
protector, ii. 200. 

Secondary action, ii. 360. 

Secondary action of wires, i. 131. 

currents, ii. 515. 

Seebeck’s discovery of thermo-elec- 
tricity, 1. 221. 

Separation of bodies in contact, ii. 
284. 

Series, jars charged in, ii. 56. 

Sheet-lightning, ii. 127. 130. 

eae its inductive capacity, ii. 

De 
Ships, lightning conductors for, 


ii. 205. 209. 
Shock passed great distances, i. 


phy 

Shot as inner Leyden coating. i. 
21. 

Signals, electro-magnetic, regis- 
tration of, ii. 512. 

Silent lightning, ii. 138. 151. 

Sah formed by electrolysis, ii. 

82. 

Silk dress, protector from light- 
ning, ii. 200. 

Single magnetic pole, experiments 
on, ii. 427. 

Sinuous currents resolved, ii. 483. 

Skein of thread electrized, ii. 73. 

Slow actions, ii. 379. 

Smee’s battery, ii. 540. 

Sodium discovered by Davy, i. 174. 

Solenoid, Ampére’s, ii. 472. 

Solidity not essential to a prime 
conductor, i. 428. 

Solutions for acid batteries, ii. 528. 

Soot, a conductor of lightning, il. 


203, 

Sound attending water-spouts, ii. 
965. Distance at which heard, 
153. From aurora, 234 Of 
thunder ; its cause, 234. 

Spark, i. 232. Before contact, ii. 
347. Defined, 276. From a single 
pair, 516. From a cat’s back, i. 
959. From human hair, 260. On 
changing garments, 4. 

Speed of lightning, 11. 153. 

Spiral, astatic, ii. 468. Auroral, 
938. Electro-magnetic, 450. 

Stationary lights, 11. 189. 

Steam, electricity of, ii.76. Globe, 
85. Place of its electrization, 7. 
Positively electrized, 78. 

Steel a compound body, ii. 394. 
Its character detected, 410. Mag- 
netic susceptibility of, i. 196. Re- 
lative magnetic value, ii. 410. 4.22. 

Stereo-glyphography, ii. 372. 

Storm, analysis of, ii. 114. Con- 
verted into land-spout, 246, 


549 


Straw electroscope, Volta’s, ii. 20. 
97. 

Striking distance investigated, ii. 
28 


Structural change in iron, i. 195. 

Sturgeon’s rotating disc, i1..445. 

Subterranean phenomena, ii. 183. 

Sulphate of copper for constant 
batteries, ii. 329. _ 

Sulphuret converted into oxide, 1. 


72. 
Sulphuret of strontia, its inaction, 
i, 193. 
Sulzer’s experiments, i. 102. 
Summit of buildings not always 
struck, ii. 211. 
Superficial place of charge, i. 308. 
311. 3 1. SI. 280, 281, 
Swinging-battery, il. 350. 


E: 


Telegraphs, electro-magnetic, ii. 
512. Magnetic needle, 505.-Mag- 
neto-electric, 530. Various elec- 
trical, 531. note. 

Tenacity and hardness correlative, 
ii. 408. 

Tension, a phenomenon of induc- 
tion, ii. 275. 

Terminated currents, ii. 475. 

Terrestrial magnetism, i. 208. 217. 
292, On electric currents, i. 216.; 
ii. 457. 

Test magnet, ii. 409. 

Thales observes effects with amber, 
1g 5 

Theories, mode of testing, 1. 353. 
Observations on, ii. 306. Of 
electricity, i. 352. 

Thermo., effects with one metal, i. 
223: 

Thermo-electric batteries, 1 223. 5 
in, 534,535. Coils, 533. Hygrome- 
ter, ii. 537. Pairs, i. 223. ; li, 534. 
Rotations, i. 222. Thermomee 
ters, il. 536. 

— electricity, i. 228.3; i. 533, 
Electrometer, Harris’s, 535. 
Phenomena, i. 220. 

Thickness of Leyden plates, li. 40. 
Its influence on induction, 1. 
273. 

Thunder, ii. 143. Arago’s treatise 
on, ii. 114. -Bursts, ii, 139. Clouds, 
i. 61.3 ii. 117. 124 126. 153. From 
isolated clouds, 119, 120. - House, 
220. Its cause, i. 67.; ii. 155. 
Its place, 152. Loud after ball- 
lightning, 145. Popular opinions 
of, 186. Without lightning, 146. 
151. 

Time, an element for residual 
charge, ii, 274. ; 


550 


Time, its influence on excitation, 
ii. 312. Telegraphed, 513. 
‘Tin-foil for Leyden jars, i. 21. 
Tinning pins, electrolytic, ii. 388. 
Tobacco-pipe electroscope, ii. 18. 
Torsion-balance, i. 83. 263—268. 
‘Tourmaline, electrical, i. 77. 
Trees, danger of, inastorm, ii, 201. 
Destroyed by water-spouts, 241. 
Split by expansion of sap, 246. 
26 


Tri-cuspidated lightning, ii. 128. 

Tropical storms, ii. 195, 

Turpentine, oil of, electrized, ii. 

PASI 

Two electricities, i. 11. 14. 81. 355. 
—357. 


U. Vz 


Undulatory hypothesis of light- 
ning, ii. 148. 

Universal discharger, ii. 64. 

Useful application of electricity, 
i, 40 


Vacuum, its effect, i. 244. Its elec- 
tric properties unknown, i. 241. 
its influence on discharge, ii, 
279. Leyden charge in, 62. 

Variations in magnetic declination, 
ii. 413. Of atmospheric elec- 
tricity, ii. 100. Of inclination, 
419. Of needle, i. 194. 

Vaporo-electric machine, ii. 83, 

Vapour conducteous, ii. 203. 

Varnish for insulation, i. 497. 

Vegetable points conducteous, ii. 
285. 

Velocity of electricity, ii.239. Of 
lightning, 138. 

Vertical currents, i. 218. ; ii. 459. 

Vibrating wire, ii. 445. 

Vibration by electrization, ii. 72. 

Vicinal metallic connections, ii. 
Q12. 

Vision requires time, il. 134. 

Vitreous and resinous electricity, i. 
14. 253. 

Vitrifactions, ii. 168. 

Volta-electric induction, ii. 515. 

Voltaic action, phenomena of, ii. 


INDEX. 


325. Arrangement without me- 
taller. 

Voltaic batteries, construction of, 
lil. 314. Relative powers of, 336. 

—— battery, definition of, ii. 317. 
Condenser, 519. Current, its 
action, i. 168. Effects, i. 113. ; 
11, 30k 

— electricity, in. 290. Flame, 
action of magnet on, i. 214. 
Pairs, ii. 306. 

—pile constructed, ii. 307. 
Davy’s opinion of, i, 164. Dis- 
covery of, 106. Powers of, 184. 
Resembles Leyden jar, ii. 518. 

Voltameter, ii. 352. 

Volta’s discoveries, i. 100. 

discs, li. 290. 296. 

Volcanic action, i. 180. Thunder 
clouds, ii. 121. 


W. 


Water-battery, ii. 346, 

Water decomposed by thermo. 
electricity, 1.222. Electro-posi- 
tive, ii. 87. First decomposed, 
1.115. Friction of, for electri- 
city, il. 85. Its composition, i. 
82. Leyden coating of, ii. 51. 

—— spouts, ii, 24]. Analysis of, 
ii. 258. Artificial, 262. List of, 
248. 

Whirlwinds, ii. 241. % 

Wire-gauze for superficial charge, 
ii. 280. Wire rotating round 
magnet, i. 211. 

Wires, resisting power of, ii. 531. 

Wollaston’s battery, ii. 318, 

Wood instead of binding screws, 
ii. 337. 


Z. 


Zamboni’s pile, i. 189.; ii. 390. 392. 

Zig-zag lightning, ii. 127. 

Zinc of commerce, impurities of, 
il. 325. 


THE END. 


Lonpon: 


Printed by A. Sporriswoope 
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M.DUPERREY’S MAP OF ISODYNAMIC CURVES, WITH M.BERGHAUS’ ISOTHERMAL CURVES. PLATE IV. 


; = ; 50 40 30 i tee O =m 20 
REE 00 77 00 woS HD 130 «140 «109 «160 70 Jeo. 1m 100 140 140 130. 120. BO.. HW 90 80% % 60 S80 | 


BULGER AUG ERARCE ARSRIEOOE SARCURRRER USKRSATES ESDP E RRO REREROSGEE DESEe 
t 


CCITT TIT er TT Ti BAGEDIEGER TIMITIT Tei eT CITT 80 


r Th 
COCO CT TT ET POET ETT POT ITT PTT TTT L] ‘ 


in } 1 


a 
8 


& 
8 


Pg arg senor 


& 


madame ewan 


S 
QS 


§ 


a 
ie 


WN 
Q 


‘| 
i 


TT TTERTETICY 


iS 
IS 
1 


° 


H 

af 
Nw 
HN 
Et 


WN 
S 


6 
eh 
\ 


Fel 


BG ee 
508 ee Oe le al 


‘ai 
< 
: 


& 


Ane 


Ik 


/ 
a 
eT(L 


Q 
i) 


=a 
es L 


- —— 
TS | # 
f 4 
i . 
he ig at oe 
; ie | COLT Tr tr rir Coo rrr MEOGs SUGGS ARCUGREGELSURROENSSD BEOSE LEADS QSERECRGT SORES EONS IRGES TERE AOCRAIERON MACK AUREG RAED RAEN TOLIRCU RRR REDE CE RECT R AUR NETL Ne EUOG es MER SK ESTES SESE COIS TST TTT 
: rn. 3 — 
PES aeenes Baonseeess besenessen [ITI Tri) 


7 es = vi 0 (a 160 50 AQ 30 120 0 WO IC 8a 70 O00 50 40 3 0 md y é 


London; Longman & C° Paternoster Row, 1844 . 


eee 


ct pp a “ yy blr 


i. 


aa 


gre 


? 
é 
4 “ 


ae 
i ih. 
By 


M. DUPERREY’S MAP, 


ac eae Suse EO a 


SHEWING THE ISODYNAMIC CURVES,IN THEIR. 


we. 
a 


RELATION TO THE POLES OF THE 


EY ao 


\ 
\ 
\ 
\ 
\ 
\ 
\ 
‘ 
\ 


ae 

\ 

‘ ¢ 
\ i 
\ 

ar or 
eg 
N 
\& 
N > 
\ 
N 
‘ 
‘ 


London i Longman. & C° Paternoster row, 1644. 


aie 


= 


